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AGENCY INFORMATION 


ATTENTION ALL MEMBERS: If 
your address on this issue of The Foun- 
tainhead does not contain your zip code 
number, please send it on a postcard to 
the AAIB office at your earliest con- 
venience. Zip Codes will be required on 
all bulk mailing in the United States, 
beginning January 1, 1967. 


AAIB Workshop Reports Published: 
The reports from the various workshops 
of their meetings held in Salt Lake City 
in connection with the 48th Biennial Con- 
ference of the AAIB, are now available 
on request from the AAIB Central Office. 
Individual copies of the following work- 
shops reports have been printed: 

Administrators 

Principals 

Primary Grades 1-3 

Intermediate, Grades 

Language Arts & Foreign Language 

Mathematics 

Multiple Handicapped 

Business Education 

Guidance 

Homemaking and Arts & Crafts 

Industrial Arts 

Library Science 

Music 

Orientation & Mobility 

Physical Education 

Piano Technicians 

Partially Seeing 


Houseparents—Junior & Senior High 
School 

Houseparents—Grade School 

Parents 

Pre-School 


Fountainhead Cover: Photographs fea- 
turing the education of visually handi- 
capped children in action are being 
sought by the AAIB Central Office as 
cover pictures for the Fountainhead. 
Photographs should be in black and 
white, with glossy finish, and preferably 
8” x 10” in size. Photographs which show 
students in “typical” or “unique” learn- 
ing situations are desired. 

Persons having such photographs, are 
urged to submit them to the AAIB office, 
711 14th St., N. W., Washington, D.C. 
20005. Captions should be included with 
the picture, indicating the names of the 
individuals being observed in a picture. 
Please submit only pictures which have 
been cleared for publication with persons 
concerned, including parents and guard- 
ians. 


AFB Announces Appointment: The 
American Foundation for the Blind has 
recently announced the appointment of 
Mr. Harold G. Roberts as Associate Di- 
rector for Service. Mr. Roberts has been 
director of the Program Planning De- 
partment for the past three years, prior 
to which he served respectively as Di- 
rector of Field Service and Director, 


Community Services Division. Under the 
direction of Executive Director, Mr. M. 
Robert Barnett, Mr. Roberts will provide 
leadership in advancing the interests of 
the Foundation in an over-all direction, 
supervision and coordination of all 
aspects of the Foundation’s Service Pro- 
gram conducted by the Departments for 
Information, Program Planning, and Re- 
search. 


AOA News: A recent article in the 
Journal of the American Optometric As- 
sociation states that many juvenile de- 
linquents have vision problems which in 
turn lead to reading difficulties, poor 
academic performance and subsequent 
dropping out of school. The association 
also emphasizes the fact that for a 
youngster to do well in sports, more than 
just the ability to see clearly is necessary 
as highly developed side vision is also 
important. The usual school eye test or 
reading a letter chart at 20 feet is not 
an accurate enough test. Professional 
examination of all children’s eyes is 
urged beginning as early as the third 
birthday. 

Posters and literature can be obtained 
from the Production Department, AOA, 
7000 Chippewa Street, St. Louis, Mis- 
souri 63119. —NCCY Reporter 


Bindery in Pennsylvania: Mrs. Samuel 
R. Dinner of Scranton, Pa., writes that 
her Sisterhood will open a bindery in 
October. There will be no charge for 
their services. For further information, 
contact Mrs. Dinner, 12 Pen Y Bryn 
Drive, Scanton, Pa. 18505. 

—NBA Bulletin 


Blind, Deaf-Blind Special Needs: A 
pilot project to survey the special needs 
of older blind and deaf-blind people and 
to develop rehabilitation services to meet 
these needs was begun recently under a 
grant from the Administration on Aging, 
HEW. In this project, the Institute for 
Helping the Blind, of Brooklyn, N.Y., 
will seek out the older blind and deaf- 
-blind people already living in homes for 
the aged and assist in increasing their 
self-efficiency. Eventually, the project 
will include the individuals who are pre- 
paring to enter homes for the aged, and 
to the older blind, and deaf-blind people 
who will possibly remain in their own 
homes with their families. 


Blind Training Program: A_ referral 
manual on Blind Training Program at 
the North Dakota State School of Sci- 
ence, a program referred to elsewhere in 


this issue of the Fountainhead, is cur- 
rently available. The manual was devel- 
oped under the direction of Charles R. 
Eorchert, Coordinator-Counselor, North 
Dakota State School of Science, to ex- 
plain the various aspects of this special- 
ized rehabilitation training program. Re- 
quest a free copy from: Mr. Charles R. 
Borchert, Coordinator-Counselor, North 
Dakota State School of Science, Wahpe- 
ton, North Dakota. 


CCB Publications: Two publications of 
the Canadian Council of the Blind which 
explains the work of the CCB and its as- 
sociation with the Canadian National 
Institute for the Blind, may be obtained 
free of charge upon written request to 
the CCB National Office. They are: 
“From Sea to Sea It’s CCB” (print only) 
and “Facts about the Canadian Council 
of the Blind and the Canadian National 
Institute for the Blind” (print or 
braille.) —CCB Outlook 


Deaf-Blind Services: During the past 
several years the Industrial Home for 
the Blind in a pilot program has ex- 
tended its services to VRA Regions I, II, 
and III comprising some 15 states along 
the Eastern seaboard, under a grant 
from the Vocational Rehabilitation Ad- 
ministration. During the five-year period 
beginning December 1, 1966, this pro- 
gram will be extended gradually to other 
areas of the United States. 

The IHB works closely with the Com- 
mission for the Blind or Vocational Re- 
habilitation agency in the state and pro- 
vides staff for consultation and for 
service within the state with respect to 
the needs of individual deaf-blind per- 
sons. Where indicated, some of these 
deaf-blind individuals are admitted to 
the IHB Institute of Rehabilitation, 
Jamaica, L.I., N.Y. for evaluation and 
training. In addition to the generous 
grant by the VRA, the Industrial Home 
for the Blind has provided a substantial 
amount of money from its own funds to 
carry forward this program. It must 
depend, however, on the states to pro- 
vide for tuition and maintenance in con- 
nection with the rehabilitation of deaf- 
blind persons. 

For persons knowing of a deaf-blind 
adult who needs service, Dr. Salmon may 
be contacted at 57 Willoughby Street, 
Brooklyn, New York 11201. 

—The Anne Sullivan Centennial 
Commemoration News Release 


Industrial Training for Blind: In an 
article, “Blind Trainees Succeed In In- 


dustry,” (Rehabilitation Record, Septem- 
ber-October, 1966) author Charles R. 
Borchert describes some facets of the 
training program offered at the North 
Dakota State School of Science at Wah- 
peton, N. Dak. A demonstration project, 
just completing its third year at the 
school, gives much evidence that “blind 
persons can be trained alongside sighted 
students, in a trade-technical school and 
then be sent out to compete for jobs in 
the industrial world. 

“The N. Dak. State School of Science 
is operated primarily for N. Dak. resi- 
dents, but accepts students from nearby 
areas. In this special project, the 15 stu- 
dents enrolled in the spring term came 
from N. Dakota, Oregon, Florida, New 
Jersey, Illinois and Indiana. 

“The blind students are given no spe- 
cial favors—and they ask for none. They 
spend 40 hours a week in shop and class- 
room instructions, the same as other stu- 
dents in the trade-technical courses. The 
blind students are all men, ranging in 
age from 18 to 55.” 

Plans are for this program to be con- 
tinued under state sponsorship upon 
completion of the research grant. 


IHB Brochure: “Introducing IHB,” a 
12-page leaflet outlining in brief the 
major services offered by the Industrial 
Home for the Blind, Brooklyn, New 
York, has recently been published. The 
primary purpose of the brochure is to 
spell out the wide range of IHB services 
for the benefit of those who might need 
them and for other agencies directly or 
indirectly involved in working with blind 
men, women, or children. 

Write for a free copy: The Industrial 
Home for the Blind, 57 Willoughby 
Street, Brooklyn, New York 11201. 


Ontario School for the Blind Visited: 
A busload of blind individuals and their 
guides from Ste. Catharines, Ontario, 
included in their visit to Brantford, On- 
tario, a short visit to the Ontario School 
for the Blind. In writing an account of 
their visit, which appeared in the Oc- 
tober issue of the CCB Outlook, Vera 
Alexander, paid tribute to an excellent 
program and teaching staff at the O.S.B. 

The CCB Outlook is the official pub- 
lication of the Canadian Council of the 
Blind (Room 20, 424 Wellington Street, 
London, Ontario). 


Rehabilitation of Mentally and Physi- 
cally Handicapped People: As a result 
of an agreement signed June 23 between 
the Vocational Rehabilitation Adminis- 
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tration and the National Aeronautics and 
Space Administration, the rehabilitation 
of mentally and physically handicapped 
people will get an assist from space 
technology. NASA’s Office of Tech- 
nology Utilization will make available 
to VRA the results of aerospace re- 
search that applied to the various prob- 
lems of the handicapped. Such help, 
according to the VRA, could range from 
developing aids for the blind, lame and 
deaf, to obtaining the information which 
may help to free the handicapped who 
live in social isolation. Unsolved prob- 
lems in restoring the disabled to produc- 
tive life, will be specified by vocational 
rehabilitation scientists at four VRA 
research centers. Information resulting 
from aerospace research and develop- 
ment that appears applicable to the solu- 
tion of these problems, will be passed 
on to the VRA scientists by NASA’s 
Technology Utilization program. 


Royer-Greaves School for the Blind 
History: “History highlights of Royer- 
Greaves School for the Blind” by Anna 
C. Perry, Director of Education, gives 
interesting information regarding the 
founding and development of the Royer- 
Greaves School for the Blind, Paoli, Pa. 
The article appearing in the September 
1966 issue The Seer, (published quar- 
terly by the Pennsylvania Association 
for the Blind, 2843 North Front Street, 
Harrisburg, Pennsylvania) describes im- 
portant developments at the school since 
its founding in 1921. The school has 
developed a nationally recognized pro- 
gram for the education of educable, re- 
tarded blind children. 


Summer Week-end for Blind Children: 
Over 40 blind children from the Chicago 
area were guests of the Lions Club of 
Leaf River, at farms for a three-day 
weekend, June 18-20, 1966. The young 
visually handicapped children enjoyed a 
great variety of activity including intro- 
duction to many farm animals, farm 
equipment, and the work of a farmer. 
The students were guests at non-denomi- 
national church services on Sunday, and 
enjoyed having copies of the services 
and the words to hymns in braille, pro- 
vided by the Lions Club. This activity 
was coordinated by Mr. Ramon Kuhns, 
coordinator, Area of the Visually Lim- 
ited, Northern Illinois University. 


CONVENTIONS, INSTITUTES, 
MEETINGS 


AAIB-CEPS Joint Luncheon Planned: 
The American Association of Instructors 


of the Blind in connection with the Coun- 
cil for the Education of the Partially 
Seeing, have scheduled a joint luncheon- 
meeting in connection with the Council 
for Exceptional Children’s National Con- 
vention next spring in St. Louis. The 
luncheon has been set for Wednesday, 
March 29, 1967, in the Gourmet Room 
of the Chase-Park Plaza Hotel of St. 
Louis. Dr. Geraldine Scholl, Associate 
Professor of Special Education, Univer- 
sity of Michigan, will be the guest 
speaker. Her topic, “Teacher Prepara- 
tion for the Education for the Visually 
Handicapped Child,” will include atten- 
tion to the necessity for teachers of the 
visually handicapped to be broadly pre- 
pared not only in competencies with “nor- 
mal” children, but with other types of 
handicaps as well. 


Additional information regarding the 
joint luncheon, luncheon ticket avail- 
ability and prices, etc., will be announced 
at a later date. 


NBA Schedules Winter Meeting: The 
National Braille Association, Inc., will 
hold its winter meeting in Louisville, 
Ky., Tuesday, January 17, 1967. Miss 
Marjorie Hooper, Louisville, and Mrs. 
Lawrence Levine, Cincinnati, co-chair- 
man, have arranged the program. The 
meeting will include a tour to the Ameri- 
can Printing House for the Blind. 


Orthopsychiatric Meetings Scheduled: 
The American Orthopsychiatric Asso- 
ciation will hold its 44th Meeting, March 
20-23, 1967, in Washington, D. C. Ap- 
proximately 9,000 mental health special- 
ists, educators, political scientists and 
other professionals from all parts of the 
country and abroad will convene at the 
Washington Hilton to participate in 16 
sessions, 14 workshops and 8 panels de- 
voted to the 1967 theme: “The Impact 
of Schools on Human Development—A 
Critical Appraisal of a Social Institu- 
tion.” 

The 1967 meeting will be concerned 
with such critical issues as: The Mili- 
tary as an Educational Institution, Edu- 
cation in Transition, The Role of the 
School in Social Change, Education and 
Upward Mobility, The Poverty Program 
in Education, Quality and Equality in 
Education, Specific Educational Strate- 
gies in the Urban Ghetto, School Pro- 
gram for the Emotionally Disturbed 
Child, School Mental Health Consulta- 
tion and Learning Problems. 

A complete preliminary program for 
the 1967 will be available upon request 


after December 10. For further infor- 
mation and registration forms write: 
Marion Langer, Ph.D., Executive Secre- 
tary, American Orthopsychiatric Asso- 
ciation, 1790 Broadway, New York, N.Y. 
10019. 


FILMS 


Deaf-Blind Films: The following mo- 
tion pictures dealing with deaf-blind 
people, are available: 

Communicating with Deaf-Blind People 
is a 16 mm. color. Shows some methods 
of communicating with deaf-blind people. 
Available on loan from The American 
Foundation for the Blind, 15 West 16th 
Street, New York, N.Y. 10011. Available 
for purchase from AFB. ($120.00 color; 
$70.00 black and white) 

Children of the Silent Night 27-min., 
16 mm., color. A film on education of 
deaf-blind children at Perkins School for 
the Blind. Available on free loan, except 
for transportation charges. Prints avail- 
able for purchase: $185.00. Write to 
Campbell Films, Saxtons River, Vermont 
05154. 

There is a Silver Lining 13-min., 16 
mm., black and white. A film made sev- 
eral years ago under the sponsorship of 
The Industrial Home for the Blind, 
showing deaf-blind adults taking part 
in various activities and the methods 
they use for communications. Available 
free of charge except for return postage 
charges, from Campbell Films, Saxton 
River, Vermont 05154. 

Film Directory on Learning Disabili- 
ties: A new directory of films on learn- 
ing disabilities is being prepared by Mrs. 
Doreen Kronick, president of Ontario’s 
Association for Children With Learning 
Disabilities. Copies will be mailed to 
some 150 U.S. and Canadian groups in- 
terested in the child with learning dis- 
abilities. Other persons who wish a copy 
may get it by sending 25¢ to ACLD 
Resources Chairman, Mrs. Lillian Sey- 
mour, 11291 McNab St., Garden Grove, 
Calif. 92641. 

—ACLD Items of Interest 


Film Features The Seeing Eye: A new 
Walt Disney movie, “Atta Girl, Kelly,” 
is a three-part television film depicting 
the life of a Seeing Eye dog from her 
birth at the farm to her development as 
a working dog guide. 

“Kelly” will be shown on Disney’s 
“Wonderful World of Color” in one-hour 
segments on three successive Sunday 
nights, over the national NBC-TV net- 
work. 


Film on Importance of Vision: “A Day 
at the Zoo,’ produced by the American 
Optometric Association (B & W or Color, 
60 seconds duration) stresses the im- 
portance of good vision to children. A 
young boy’s trip to a zoo illustrates the 
fact that children learn more through 
the use of their eyes than all the rest 
of their senses. The film, number TS-37, 
is available without charge in either 
color or black and white by writing: 
American Optometric Association, 7000 
Chippewa, St. Louis, Missouri 63119. 


Lamp Information: The Better Light 
Better Sight Bureau has launched a 
portable lamp certification program. 
Lamps meeting established  specifica- 
tions, including the Illuminating Engi- 
neering Society’s Lighting Performance 
Recommendations for Study Lamps, 
carry a tag to that effect. 

The BLBS produced a motion picture 
about study lighting and is also making 
a booklet entitled, “How to Make Home- 
work Lighter.” A complete text of the 
Study Lamp Requirements and other in- 
formation is available by writing: Better 
Light and Better Sight Bureau, 750 
Third Avenue, New York, N. Y. 10017. 


Neurologically Handicapped Children 
Film: “Why Billy Couldn’t Learn” a 40- 
minute Eastman sound, color motion pic- 
ture produced by the California Asso- 
ciation for Neurologically Handicapped 
Children, is available for rental with a 
deposit of $25.00 in advance, half of 
which is refunded if the movie is re- 
turned on time and in good condition. 
The film highlights the characteristics 
of Neurologically handicapped children, 
their learning problems, and some of the 
teaching techniques in the special class- 
room. The movie was filmed at the Palos 
Verdes Unified School District in South- 
ern California and focuses on one of this 
district’s classes for the Educationally 
handicapped. 

The movie may be purchased for 
$250.00 including Study Guide by non- 
profit organizations or agencies only. 
Order the film on rental or purchase 
basis from: California Association for 
Neurologically Handicapped Children, 
P.O. Box 604, Main Office, Los Angeles, 
California 90053. 


Seeing Eye in Documentary: Wolper 
Productions, a motion picture company 
highly regarded for its documentary 
films, requested and received permission 
to come to the Seeing Eye school in June 
to shoot scenes of Seeing Eye dogs and 


their masters in training. These will be 
part of a one-hour documentary entitled, 
“It’s a Dog’s World.” The film features 
all kinds of dogs, including those used 
for guard duty, police work, circus dog's, 
and those used to guide blind persons. 
There is even some footage taken in a 
canine beauty parlor. Also included is 
a history of dogs from earliest times. 
The show is tentatively scheduled to 
go on the air as an NBC network broad- 


cast. —The Seeing Eye Guide 
EQUIPMENT-MATERIALS 
Collapsible Crutch: A _ retired New 


York manufacturer, who at 86 suffers 
from arthritis and weak knees, has in- 
vented a collapsible crutch that, he says 
enables the user to walk up and down 
stairs with both hands free. 

The crutch is jointed at hip and knee, 
and has a tip that fits into a heel clamp 
attached to the shoe. It may be worn 
inside or outside the coat and trousers. 

Inventor, Mr. Boruvka, refers to the 
joints in his tubular crutch as an arti- 
ficial knee and hip. To sit down with the 
crutch still under his shoulder, the user 
unlocks the joints by pulling a handle. 
When he stands up, they lock again auto- 
matically. —The New York Times 


Deaf-Blind Educational Materials: As 
a part of the Anne Sullivan Centennial, 
a new beginning was added to the motion 
picture Children of the Silent Night, a 
film on educating deaf-blind children at 
the Perkins School for the Blind. This 
version was shown during the month of 
April on 65 educational TV stations. 
Prints for any such booking can be ar- 
ranged by writing: The Anne Sullivan 
Centennial Commemoration, Perkins 
School for the Blind, 175 North Beacon 
Street, Watertown, Mass. 02172, or The 
Industrial Home for the Blind, 57 Wil- 
loughby Street, Brooklyn, New York 
Leos 

As part of the Anne Sullivan Centen- 
nial, the Commemoration Committee 
sent radio spots to stations in New Eng- 
land, New Jersey and New York. Copies 
of such spots are available for use with 
local radio stations from the Centennial 
Commission. 

The picture of Anne Sullivan working 
with Helen Keller, offered in the Spring, 
1966, has been requested by over 400 
agencies and individuals. A limited num- 
ber of 8 x 10 glossies are still available 
upon individual request from the Com- 
memoration Committee. 11 x 14 matte 
prints are available at $3.00 each. 





A number of agencies and libraries 
throughout the country have borrowed 
the circulating Anne Sullivan display. 
This display includes pictures taken 
throughout Anne Sullivan’s life with 
Helen Keller and pictures of the legacy 
of Anne Sullivan as it is present today 
in the education of deaf-blind children 
and in the rehabilitation of deaf-blind 
adults. Request loan of this display 
from: Coordinator, The Anne Sullivan 
Centennial Commemoration, Academy 
Avenue, Saxtons River, Vermont 05154. 
If possible, give alternate dates. 

Copies of the 12-page pamphlet about 
the Anne Sullivan Centennial containing 
considerable background information are 
still available. These will be sent upon 


request, from the Centennial Com- 
memoration. 
Dice—Giant Size: Giant size dice, 


which are made in black plastic and have 
large size raised dots, are available from 
the Royal National Institute for the 
Blind (224 Great Portland St., London 
W.1, England). The dice, a % in. cube, 
weighing % ounce with. rounded edges 
to facilitate rolling, sells for 9 d. (Cata- 
logue No. 9387). Dice, giant size (pair) 
with dice cup—1 s. 7d (Catalogue No. 
9387a). —The New Beacon 


Multi-Media Teaching System: Modern 
Teaching Associates, Inc., manufactures 
machines capable of presenting Braille 
material automatically synchronized with 
audio accompaniment. The “Scholar 400” 
permits the use of many different pro- 
grams designed to suit most learning ap- 
plications, such as academic education, 
personnel training, assembly skills, ete. 
It allows the student to set his own pace, 
in using one, two or three advance but- 
tons. The manufacturers claim that its 
uses in psychological testing and re- 
search are almost limitless. They indi- 
cate that programming in braille form 
will readily adapt to the scholar for use 
with blind readers. Also, they indicate 
that by utilizing the auxiliary radio, pro- 
grams may be developed for teaching 
braille reading skills to the blind. 

For additional information on _ this 
equipment, write: Modern Teaching As- 
sociates, Inc., 1506 West Pierce Street, 
Milwaukee, Wisconsin 53246. 


Tangible Aids Announced: The Ameri- 
can Printing House for the Blind (1839 
Frankfort Ave., Louisville, Kentucky) 
now has available embossed graph sheets 
designed for use by transcribers or stu- 
dents. These graph sheets are embossed 


with horizontal and vertical lines of 
small braille dots, on standard 100 pound 
manila paper. They are available in two 
sizes—814” x 11” and 11%” x 11”. Three 
different line spacing of % inch, % inch, 
or 1 inch are provided in each sheet size. 

Bold-lined graph sheets designed for 
the use of the partially sighted, are also 
available. All lines on these graph sheets 
with two exceptions have a width of 
.030 inches. 

A roughness discrimination test has 
been developed by the APH to predict 
readiness to learn to read Braille for 
blind children enrolled in the first grade 
of school. The test consists of a set of 
69 cards on which are mounted four 
pieces of sandpaper. Of these, three 
pieces are alike and one is different, 
being rougher or coarser than the other 
three. The task for the student taking 
the test is to find the piece of sandpaper 
on each card which feels different from 
the others. 

The APH has recently provided Staley 
Sports Field Kits, designed to familiarize 
the visually handicapped children or 
adult sports enthusiasts with the six 
most popular American team games, for 
example, Baseball, Basketball, Bowling, 
Football, Tennis and Volleyball. By the 
use of this kit, an instructor can illus- 
trate particular types of plays, manue- 
vers and formations, as well as demon- 
strate the proper positions of players, 
the regulations for particular sports, the 
reasons for penalties, etc. 

Brochures describing the above men- 
tioned materials, including the price list, 
are available from: The American Print- 
ing House for the Blind, 1839 Frank- 
fort Avenue, Louisville, Ky. 40206. 


LEGISLATION 


Compliance with Civil Act by Special 
Education Institutions: In a recent memo 
from the U.S. Commissioner of Educa- 
tion, special education institutions in 
the United States, including those which 
serve visually handicapped children, are 
required to submit assurance that their 
programs will be conducted without dis- 
crimination based on race, if they are to 
be recipients of Federal assistance. Ap- 
plicants can normally qualify for Fed- 
eral financial assistance only if all racial 
discrimination in their programs is elimi- 
nated. For those special education insti- 
tutions at the elementary or secondary 
level where segregation has not yet been 
completely eliminated because of un- 
avoidable delay due to specific obstacles, 
application may be made in a particular 


manner to permit the institution to par- 
ticipate in Federally assisted education 
programs while steps to remove the re- 
maining segregation are being carried 
out. For further information write: 
Harold Howe II, U.S. Commissioner of 
Education, Dept. of Health, Education, 
and Welfare, Washington, D.C. 20202. 


Federal Legislation: The Elementary 
and Secondary Education Amendments 
of 1966 (H.R. 13161) will probably be 
considered the most significant legisla- 
tion for special education to date. In 
essence, these amendments add a new 
title—Title VI—to the Elementary and 
Scondary Education Act of 1965 (P.L. 
89-10) to earmark funds for handicapped 
children and youth, i.e., “mentally re- 
tarded, hard of hearing, deaf, speech 
impaired, visually handicapped, seriously 
emotionally disturbed, crippled, or other 
health impaired children who require 
special education and related services.” 
The authorization for $50 million for 
the first year (ending June 30, 1967) and 
$150 million for the second year will be 
distributed among the states which sub- 
mit a state plan initiating, expanding, 
or improving programs or projects, in- 
cluding pre-school programs and proj- 
ects, in special education. Acquisition 
of equipment and school facilities may 
be included in the state plan and funds 
must provide for private elementary and 
secondary school children. Furthermore, 
administration funds are available t» 
state departments in the amounts of 
$75,000 per state or 5% of the amount 
allotted to the state, whichever is 
greater. 


The same amendments establish a 
National Advisory Committee on Handi- 
capped Children and establish a bureau 
for the education and training of the 
handicapped in the U.S. Office of Edu- 
cation, thus consolidating the many dis- 
bursing agencies for special education 
into one centralized unit. 


Title IV of Public Law 89-511 provides 
for grants to states to institute library 
services to ‘‘(a) inmates, patients, or 
residents of penal institutions, reforma- 
tories, residential training schools, or- 
phanages, or general or special institu- 
tions or hospitals operated or substan- 
tially supported by the state, and (b) 
students in residential schools for the 
handicapped (including mentally _ re- 
tarded, hard of hearing, deaf, speech 
impaired, visually handicapped, seriously 
emotionally disturbed, crippled, or other 


health impaired persons who require 
special education)” also operated or sup- 
ported by the state. 

Part B of this law authorizes monies 
to states to provide library services to 
the physically handicapped through ap- 
proval of state plans. 

—CEC Alert 


Postal Rates and Regulations: Some 
misunderstanding seems to exist about 
what blind persons can send through the 
mails free of charge. 

Letters in large-size type, raised char- 
acters, or sound recordings sent by blind 
individuals are charged at a third-class 
rate and should be mailed unsealed with 
no special markings. Typed or hand- 
written letters are subject to the first- 
class rate. Books, pamphlets, and read- 
ing matter in large-size type, raised 
characters, or sound recordings loaned 
to blind readers or being returned to the 
loaning institution may be mailed free 
of charge. It is illegal to enclose letters 
in containers and packages that are 
being sent under the free mailing rate. 
Furthermore, letters in containers or 
packages may be lost or go undiscovered. 

—Talking Book Topics 


Social Security Changes: Under the 
new Social Security Disability Pro- 
visions, a person under age 65 and his 
dependents can collect monthly benefits 
if a mental or physical impairment pre- 
vents him from doing work for which he 
is suited by education and experience. 
The impairment must have lasted or be 
expected to last a year. Ordinarily, a 
person needs to work under Social Se- 
curity for at least five to ten years pre- 
ceding disability to be eligible for bene- 
fits. However, under the new law, a per- 
son disabled by blindness may be eligible 
for benefits with as little as 1% years 
of work covered by social security, de- 
pending upon when he became blind. 

Blind workers age 55 and over also 
benefit from the new law. The definition 
of disability applicable to them has been 
liberalized somewhat. 

Another change in the law permits use 
of social security funds to provide vo- 
cational rehabilitation services to dis- 
abled beneficiaries, with the objective of 
helping them return to work. For fur- 
ther information, contact the local Social 
Security Office or write: U.S. Depart- 
ment of Health, Education, and Welfare, 
Social Security Administration, Bureau 
of Disability Insurance, Baltimore, 
Maryland 21241. 


OVERSEAS INFORMATION 


Blind Marksmen: Shortly before 
Christmas this year a shooting competi- 
tion between two six-man teams repre- 
senting Australia and England will take 
place. One fact will make the competi- 
tion remarkable; all 12 marksmen will 
be blind. The teams will shoot in their 
respective countries and exchange scores 
by correspondence. The Royal Victorian 
Institute of the Blind Rifle Club (Aus- 
tralia) will shoot against a team from 
St. Dunstan’s Brighton, (England), 
which has similar equipment. 

The technicians at St. Dunstan’s built 
the first rifle aiming device some years 
ago. When the rifle is aimed through 
the tip of a brass ring, sound from two 
oscillators can be heard. When the rifle 
is aimed exactly in the centre of the 
bulls-eye, there is no difference in the 
frequency of the oscillators, but as the 
rifle is moved off the bulls-eye, the fre- 
quency of one of the oscillators is 
changed and the change in frequency 
causes a high-pitched whine through 
headphones worn by the shooter. The 
blind shooter must sight the rifle until 
there is complete silence through the 
headphones and hold it steady as he 
squeezes the trigger. 

—Vision 

Dr. Bourgeault in Taiwan: Stanley 
Bourgeault, former Assistant Professor 
at Colorado State College, has joined the 
staff of the American Foundation for 
Overseas Blind as a special consultant. 

Until August, 1966, Dr. Bourgeault 
was in charge of the teacher preparation 
program in the area of the visually 
handicapped at Colorado State College, 
where he received a Doctor of Education 
degree. He was previously a consultant 
in special education for the Minnesota 
Department of Education. 

Dr. Bourgeault has been assigned to 
the integrated education project in Tai- 
wan which AFOB is conducting in co- 
operation with the government of the 
- Republic of China, the Provincial Gov- 

ernment of Taiwan, and the Tainan 
Normal College, and with the assistance 
of UNICEF. His assignment, planned 
for a duration of two to three years, 
will include the setting up and direction 
of teacher training courses at the Tainan 
Normal College, the selection of pros- 
pective teachers for the courses and the 
enrollment of other lecturers, the ar- 
rangement for a supply of braille text- 
books from a printing plant in Taipei 
previously established with AFOB assist- 


ance, the selection of schools for the en- 
rollment of blind children and the place- 
ment of teachers at the conclusion of 
the first teacher training course. 

—The New Outlook 


Education of the Blind in India: Suresh 
C. Ahuja, executive officer, National As- 
sociation for the Blind, Bombay, India, 
comments in regard to education in 
India: “There are about 80 schools for 
the blind in the country now. All the 
schools are run by voluntary associa- 
tions though in recent years a number 
of schools have been established by State 
Governments in areas where none existed 
earlier. A total of about 4,000 children 
are currently receiving education in 
these schools. The standard of education 
is poor in most of them. There are no 
laws prescribing minimum standards 
for the blind nor is there a standard cur- 
riculum. In spite of this, however, some 
of the schools, notably those in the states 
of Maharashtra and Madras, maintain 
a high standard. 

“Although considerable progress has 
been made in the field of education of 
the blind in India over the past 20 years, 
much still remains to be done when one 
considers that there are at least 400,000 
blind children in the country. Further- 
more, although most of the towns and 
cities have facilities for the education 
of blind children, there are no special 
schools or classes in the villages. The 
bulk of the blind population is to be 
found in the villages and that is where 
the need for special services is greater.” 

—ANZATB Newsletter 


Ethiopian Eye Hospital: A modern 
eye hospital is to be built in Addis Ababa 
as a result of an Anglo-Ethiopian plan. 
This follows the visit to Ethiopia last 
year of a group of eye specialists from 
the Westminster Hospital, London, who 
carried out a number of corneal grafting 
operations, almost all of which have 
been successful. There are an estimated 
90,000 blind people in Ethiopia, and one 
of the tasks of the new eye unit will be 
to carry out a survey in the country to 
ascertain in what areas blindness is most 
prevalent. Types of blindness will also 
be investigated. The hospital will have 
an eye bank, and an appeal for donors 
in Ethiopia has been launched. 

—The New Beacon 


Malnourishment Results: Preschool 
malnutrition is responsible for the early 
deaths of millions of children. If it does 
not kill, it permanently impairs physical 


growth and probably causes irreversible 
mental and emotional damage. In de- 
veloping areas overseas, where aS many 
as 70 per cent of children may suffer 
from malnutrition, it weakens the pro- 
ductive capacities of adults who survive 
the irreparable damage incurred in early 
childhood. 

These points, established through re- 
search in some 20 countries, were 
brought out at the International Confer- 
ence on Prevention of Malnutrition in 
the Preschool Child held in Washington, 
D.C. in December 1964. 

The recently issued conference report 
stated that vitamin A deficiency is re- 
sponsible for widespread blindness and 
impaired vision, as well as high mor- 
tality, in Asia, the Middle East, parts of 
Africa and Latin America. 

The full conference report is available 
from the National Academy of Sciences- 
National Research Council, 2101 Consti- 
tution Ave., Washington, D.C. 20418. 

—The Sight-Saving Review 


Mobile Ophthalmological Units: An 
estimated two million children and adults 
in India are blind according to a report 
by Dr. Victor C. Rambo, associate pro- 
fesor of ophthalmology for village work, 
Christian Medical College and Brown 
Memorial Hospital, Ludhiana, Punjab. 
Individuals live in crowded cities, mud- 
hut villages and in the remote jungle 
areas in the foothills of the Himalayas. 

Rehabilitation of the blind in India 
has progressed slowly because of difficult 
access by patients to services. Through 
funds now available in India from the 
sale of surplus United States wheat, the 
U.S. Vocational Rehabilitation Adminis- 
tration has recently sponsored a _ re- 
search project which will explore the 
value of a mobile ophthalmological unit 
under the direction of the Christian 
Medical College and Brown Memorial 
Hospital. 

The mobile unit will set up eye camps 
to bring medical and rehabilitation serv- 
ices to ten village and jungle sites. A 
team comprising physicians, nurses, 
technicians, social workers and health 
educators will collect, diagnose and 
classify patients, providing medical and 
surgical treatment when possible and 
referring more complicated cases to the 
base hospital. 

—International Rehabilitation 
Review 


Training for Farmers: The Far East 
Regional Officer of the Royal Common- 
wealth Society for the Blind, Ronald 
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Babonau, is investigating a new scheme 
for training blind farmers. The proposal 
is that with the approval of the Director 
of Agriculture, selected blind trainees 
from the Kuching Centre should take 
the sighted young farmers course for 
three months at the agricultural station 
at Simangok (12 miles from Kuching). 
The Director of Agriculture is consider- 
ing allocating a site of approximately 
ten acres which would include some high- 
yielding rubber. The site would also 
provide the blind trainees with sufficient 
land for vegetable plots, paddi experi- 
ments and a fish pond. The only staff 
required would be a trained instructor 
for the blind who would be responsible 
for taking charge of the blind section. 
As far as possible, the blind trainees 
would take the normal course and inte- 
grate with the sighted students. This 
scheme, if adopted, would also provide 
a follow-up service for placement and 
help. 
—The New Beacon 


Vocational Rehabilitation of the Blind 
in India and Pakistan: Funds have been 
made available to the Ramakrishna Mis- 
sion, Ashrama, West Bengal to investi- 
gate training techniques for rehabilitat- 
ing the blind into competitive employ- 
ment. Traditional training in the past 
has prepared the blind to become musi- 
cians or handicraftsmen, occupations of 
low employability in India. The project, 
centered in the Calcutta area, will pro- 
vide training for manual factory jobs 
which can be competently handled by 
properly trained blind men and women. 

In Pakistan, where there are an esti- 
mated four million blind people, a simi- 
lar project is being conducted under the 
auspices of the Adult Blind Center, 
Karachi, to develop vocational rehabili- 
tation techniques for blind adults and 
prepare them for competitive employ- 
ment. Industrial training workshops 
have been set up and a nucleus group 
of trainees selected. Trainees will not 
only receive vocational training but also 
be taught to care for themselves and 
travel independently. 

—TInternational Rehabilitation 
Review 


PERSONNEL 


Teaching Position Open: The Board 
of Education of Prince’s County, Mary- 
land, is looking for a teacher to work 
with visually-impaired children in Pub- 
lic School Programs. The applicant 
should be sighted and able to drive. A 


person with training to work with both 
blind and partially sighted is preferred. 
The salary scale for the teacher with a 
B.S. or B.A. degree is $5,600 to $9,520, 
in 14 steps. There are differentials for 
teachers holding additional credits over 
Bachelor or Master degree. Inquiries 
should be directed to: Supervisor of Spe- 
cial Education, Board of Education of 
Prince George’s County, Upper Marl- 
boro, Maryland. Phone: 627-4800, Ext. 
241. 


PUBLICATIONS 


Blindness Information: Blindness, 
1966, has been recently published by the 
American Association of Workers for 
the Blind, Inc. The Association (1511 
K Street, N.W., Washington, D.C.) 1966. 
235 p. This is the third issue of an an- 
nual published by the Association under 
a grant from the Vocational Rehabilita- 
tion Administration. The useful listing, 
“U.S. Government-Sponsored Research 
to Study Blindness,” is again supple- 
mented. The continuing series, “Best of 
the Past for the Present,” is represented 
this year by a reprinting of Diderot’s 
famous “Letter on the Blind for the Use 
of Those Who See.” 

—The New Outlook 


Braille Music Information: The Divi- 
sion for the Blind and Physically Handi- 
capped, Library of Congress, has re- 
cently published a list of braille music 
available for use in a National Federa- 
tion of Music Clubs, Junior Festivals, 
1967-1968, including the Piano Solo 
Event, Piano Concerto Event, Piano Ac- 
companiment Event, Hymn Playing 
Event, Vocal Solo Event, Violin Solo 
Event, Violin Concerto Event, Cornet or 
Trumpet Solo Event, and Musicianship 
Section. The listing indicates composi- 
tions that can be obtained from the 
Royal National Institute for the Blind, 
Howe Press of Perkins School for the 
Blind, American Printing House for the 
Blind, Illinois School for the Blind, and 
Division for the Blind and Physically 
Handicapped. 

Persons desiring copies of this listing 
should write: Mrs. Mary Mylecraine, 
Division for the Blind & Physically 


Handicapped,. Library of Congress, 
Washington, D.C. 20540. 
Brain Dysfunction Report: The first 


report in a series of special medical and 
educational needs of children with mini- 
mal brain dysfunction, “Task Force I— 
Minimal Brain Dysfunction in Children,” 
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was released in late June by the U.S. 
Public Health Service Office. The publi- 
cation deals with terminology and identi- 
fication. It is available as NINDB 
Monograph No. 3. Order from: Supt. of 
Documents, Government Printing Office, 
Washington, D.C. 20402. (Price: 20¢ 
each; $15.00 per 100 copies.) 
—NPA-BIC Newsletter 


Careers Publication: A new pamphlet 
has been issued by the Publications Di- 
vision of the AFB Information Depart- 
ment to promote careers in work for the 
blind among high school, college and 
university students. The pamphlet, en- 
titled For Your Consideration—Five Ca- 
reers, describes social work, rehabilita- 
tion teaching, vocational rehabilitation 
counseling, orientation, and mobility in- 
struction, and the teaching of blind and 
visually handicapped children. General 
information is also included on growth 
opportunities and salary trends, as well 
as facts concerning blindness in the 
United States. 

—AFB Newsletter 


Compressed Speech: Dr. Emerson 
Foulke, Professor, Dept. of Psychology, 
University of Louisville (Kentucky), in 
his article, “Comparison of Comprehen- 


sion of Two Forms of Compressed 
Speech,’ appearing in the November 
1966 issue, Exceptional Children, de- 


scribes an experiment performed to de- 
termine the influence of word rate and 
the met'iod used in compressing speech 
upon listening comprehension. One 
group of subjects heard speech made 
rapid by means of a tempo regulator. 
The other group heard speech made 
rapid by playing a record at a faster 
speed than the one used during record- 
ing. Each group was further divided 
into three-subtests, and each _ subtest 
heard the selection at a different accele- 
rated word rate. The three word rates 
employed were 253, 300, and 350 words 
per minute. Following this, subjects 
took a multiple choice test of listening 
comprehension based upon _ selections 
heard. The analysis of variance of tests 
scored showed the word rate variable 
to be highly significant. However, the 
method used in compressing speech was 
not a significant variable. 
—Exceptional Children 


COMSTAC Report Available: The 400- 
page COMSTAC Report: Standards for 
Strengthened Services, the final report 
of the Commission on Standards in Ac- 
creditation of Services for the Blind, 





has now been published. The report con- 
tains sets of standards for administra- 
tion; agency functions; financial ac- 
counting and service reporting; person- 
nel administration and volunteer serv- 
ice; physical facilities, public relations 
and fund raising; and standards for 
service programs; education, library 
services; orientation and mobility serv- 
ice; rehabilitation centers, public work- 
shops, social service, and vocational serv- 
ives. Paperback editions at $3.00 and 
Library (hardback) editions at $6.00 are 
available by writing: American Associ- 
ation of Instructors of the Blind, 711 
14th St., N.W., Washington, D.C. 20005. 


Cookbook in Braille: “Easy Ways to 
Delicious Meals,” a cookbook containing 
a carefully selected collection of most 
popular recipes developed in Campbell’s 
Test Kitchens, is now available free of 
cost. With a grant from Campbell Soup 
Company, the Volunteers Service for the 
Blind has provided the braille editions 
of the cookbook, which can be ordered 
from Volunteers Service for the Blind, 
332 South 18th Street, Philadelphia, 
Pennsylvania 19107. 

—Braille Book Review 


Deaf-Blind Children Register: The an- 
nual statistical report showing the num- 
bers, distribution by age and state, edu- 
cational placement and evaluations of 
children under 20 years of age with 
impaired vision and hearing has been 
compiled for 1965-66 by Elizabeth M. 
Wagner, the AFB program specialist in 
services for deaf-blind children. 

The annual register is based on re- 
ports submitted by departments of edu- 
cation, health and welfare, and state and 
local agencies for the blind and schools 
for the deaf. 

A total of 457 deaf-blind children 
were reported for the past fiscal year. 
Of this number, 91 are in programs for 
the deaf-blind; 70 are in such other edu- 
cational programs as nursery schools, 
schools for the deaf or schools for the 
blind, or public school classes; 240 are 
at home; and 56 are in institutions for 
the mentally retarded. 

Interested persons who wish a free 
copy of the complete statistical report 
may write to Services for the Deaf- 
Blind, AFB, 15 West 16th Street, New 
York, N:y-.10011. 

—AFB Newsletter 


Educational Theraphy Book: Educa- 
tional Therapy in the Elementary School 
is a new handbook of special interest to 
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teachers and teacher-training colleges. 
Authored by Patrick Ashlock, Ed.D., 
and Alberta Stephen, M.A., it sketches 
general guidelines for the educational 
management of the child with learning 
problems. This easy-to-read book is de- 
signed to aid teachers in locating suit- 
able teaching materials and guide them 
in their reading. Educator N. C. Kep- 
hart, Ph.D., of Purdue U., in his intro- 
duction to this book, writes: ‘‘The pres- 
ent volume makes an important contri- 
bution by outlining the total problem, 
within the framework of the public 
school, and providing guidelines for the 
development of augmented facilities for 
dealing with the entire range of learn- 
ing problems in school children.” This 
book costs $6.75 and is available from 
the publisher, Charles C. Thomas, 30-327 
EK. Lawrence Ave., Springfield, Ill. 
62708. 
—ACLD Items of Interest 


Encyclopedia Brailled: Some months 
ago, a Mokine, Illinois, braillist com- 
pleted a 48-volume braille transcription 
of the Jewish Standard Encyclopedia. 
Mrs. Harry B. Ziffrin spent nine months 
on the book. 

Mrs. Ziffrin’s achievement was de- 
scribed by Dr. Jacob Freid, executive 
director of the Jewish Braille Institute, 
New York, as ‘a tremendously benefi- 
cial act of human devotion and effect. 
The encyclopedia in braille will serve as 
a window on the Jews and Judaism for 
non-Jewish blind readers in 34 nations 
on every continent.” 

—NBA Bulletin 


Foreign Language Manual Available: 
The 1963 Revision of the Foreign Lan- 
guage Manual became obsolete at the 
time of the publication of the 1965 Text- 
book Code. This new 1966 edition sup- 
plies additional information for tran- 
scribers of foreign language textbooks. 
The material does not oppose anything 
in the Code but enlarges on details. The 
pages of rules for syllabification of for- 
eign languages have been revised and 
one new language added: Italian. 

Also included is a new ruling by the 
Braille Authority about numerical punc- 
tuation in European languages. 

Copies may be ordered at 50 cents 
each from: Mrs. W. D. Earnest, Jr., 
RFD No. 1, Box 27, Butler, N.J. 07405. 

—NBA Bulletin 


Homemaking Manual: The School of 
Graduate Studies, Western Michigan 
University, Kalamazoo, Michigan, has 


recently published Homemaking Manual, 
A Reference Manual for Home Teachers 
Working with the Adult Blind. The 
manual was prepared by the staff of 
Community Services for the Visually 
Handicapped, Illinois Dept. of Children 
and Family Services. It emerged from 
two forces: The need on the part of the 
teaching staff for an orderly and planned 
program of instruction to the blind 
homemakers and the administration’s 
desire to standardize methodology that 
would insure that each teacher ap- 
proached her task on the basis of ac- 
cumulative information that has been 
tested and evaluated under various cir- 
cumstances. 

Included in the publication are chap- 
ters dealing with personal care (care of 
hair, use of make-up, care of nails, 
shaving, care of clothing); identification 
of personal and household items (loca- 
tion, size, shape, weight, texture, sound, 
smell, labels and marks); cleaning 
(washing dishes, cleaning flat surfaces, 
use of vacuum, scrubbing and waxing, 
cleaning mirrors, etc., cleaning wood 
and upholstery); laundrying; cooking; 
household record keeping and money 
identification. 

A limited number of copies are avail- 
able by writing: Mr. Donald Blasch, 
Director, Blind Rehabilitation Programs, 
Western Michigan University, Kalama- 
zoo, Michigan 49001. 


Large Print Books: Harper and Row 
is now offering a series of large-type 
books, printed in 18-point type, on off- 
white paper with minimum shine. They 
are distributed under the library edition 
line called ‘‘Harpercrest.” 

Titles currently available are: 

Anything Can Happen, by Helen and 

' George Papashvily 

The Ashes of Loda, by Andrew Garve 

Death Be Not Proud, by John Gunther 

Old Yeller, by Fred Gipson 

The Return of Hyman Kaplan, by Leo 

Rosten 

Tomorrow Is Now, by Eleanor Roose- 

velt 

For further information and price 
lists, write: Harper and Row, Publish- 
ers, 49 East 33rd Street, New York, N.Y. 
10016. —Talking Book Topics 


Large Print Books: F. A. Thorpe, 
Publishing, Ltd., has recently issued a 
new catalogue of their Ulverscroft large 
print books, which have been specifically 
designed to produce readable material 
for low visioned persons. The list in- 
cludes many time famous books by well 
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known writers. The current catalogue 
lists all books in print available Septem- 
ber 1966, and forthcoming titles to be 
published September 1966-March 1967. 
All books are hard bound and are 8” x 
11” in page size. The English-published 
books sell in the United States for $4.00 
per volume. 

The publication of large print books 
by F. A. Thorpe, Ltd., was launched on 
a non-profit making basis and is entirely 
dependent upon the support it receives 
from city and county public libraries, 
associations for the blind, welfare au- 
thorities, hospital organizations, Red 
Cross, and schools for the partially 
sighted, etc. In view of the non-profit 
aspect of this series, the sales of these 
books are restricted to the aforemen- 
tioned organizations. 

All orders and inquiries should be ad- 
dressed to: W. Thirlby, Esq., 1749 Grand 
Concourse, Bronx, N.Y. 10453. 


Large Print Books: Franklin Watts, 
Inc., has recently issued a new cata- 
logue of Keith Jennison Books, Editions 
in Large Type. A total of 66 titles are 
currently available. The list price is 
$6.95 each; the library net price is $4.95. 
For a copy of the Fall 1966 catalogue of 
Keith Jennison books, write: Franklin 
Watts, Inc., A Division of Grolier, Inc., 
575 Lexington Avenue, New York, N.Y. 
10022. 


Large Print Music: The Sigma Alpha 
Iota, National Music Fraternity, is cur- 
rently undertaking a project of prepar- 
ing music in large print. The organiza- 
tion advises that sheets of 11x16 large 
staff paper known as E-Z SEE are avail- 
able from the Passantino Brands Music 
Supphes, 250 West 49th Street, New 
York, N.Y. The sheets come in pads of 
100 with four staves on a page, with 
lines a quarter inch apart. Two pens 
have been found satisfactory, the PEN- 
TEL pen and the Nylon-tip DRI-MARK 
pen. The Fraternity adds that, as with 
Braille, permission of the publisher to 
copy the music should be secured, and 
so stated on the title page of the manu- 
script. 


Mental Health Information: An anno- 
tated bibliography on The Community 
General Hospital as a Mental Health Re- 
source, has recently been published by 
the National Institute of Mental Health, 
U.S. Public Health Service. The publi- 
cation was prepared especially for those 
concerned with establishing or improv- 
ing mental health services provided by 


general hospitals. It covers professional 
and scientific publications which deal 
with functions, organization, and staff- 
ing of such services. 

The publication will also be of interest 
to students and faculty members of uni- 
versities which train mental health pro- 
fessionals. 

Order the bibliography, Public Health 
Service, Publication No. 1484, from: 
Public Inquiries Branch, U.S. Public 
Health Service, Washington, D.C. 20201. 
(Price: 25¢) 


Mobility for the Blind: Mr. Thomas 
J. Murphy, director of education, Illi- 
nois Visually Handicapped Institute, 
Chicago, has authored the article, “Mo- 
bility Restoration for the Blind,” ap- 
pearing in the September-October 1966 
issue of Journal of Rehabilitation. Mr. 
Murphy points out the mobility needs of 
the visually handicapped, sights the 
establishment of training programs at 
Boston College and Western Michigan 
University for the training of mobility 
instructors, and discusses some of the 
elements of a course in mobility instruc- 
tion important to effective programs. 


Music in Braille: Popular music scores 
in braille may be obtained for 15 cents 
each from the National Music Transcrip- 
tion Bureau, Quebec Division, Canadian 
National Institute for the Blind, 1425 
Crescent Street, Montreal, Quebec. 


NASA Pamphlet: “Trip to the Moon 
in Project Apollo,” is an article contain- 
ing descriptions of the National Aero- 
nautics and Space Administration’s Sa- 
turn V space vehicle, the Apollo space- 
craft, and the flight plan to be used for 
the first trip to the moon. Available in 
braille with a typewritten copy enclosed, 
it may be obtained, free of charge, by 
writing to Mr. James Funkhouser, Chief, 
Public Affairs Office, Michoud Assembly 
Facility, P.O. Box 29300, New Orleans, 
Louisiana 70129. 

—Braille Book Review 


Nemeth Code Errata: Dr. Abraham 
Nemeth has prepared a list of errata to 
the Nemeth Code of Braille Mathematics 
and Scientific Notation 1965. Print 
copies may be obtained by sending 10¢ 
and a self-addressed, stamped envelope 
to: Mrs. Ferdinand J. Mann, 1766 Blos- 
som Court, Highland Park, Ill. 60035. 
A charge of 25 cents will be made for 
anyone desiring a braillon copy of the 
Errata. 

—NBA Bulletin 
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Nemeth Code Information: Reference 
Manual for Bralle Mathematics Based 
on the Nemeth Code of Mathematics and 
Scientific Notation, 1965, a clarification 
and explanation to assist in the inter- 
pretation and usage of the Nemeth Code, 
is now available. The publication in- 
cludes examples, diagrams and graphs. 
The Suggested Lesson Guide, prepared 
by the NBA Committee on Mathematics 
and Scientific Notation, subcommittee on 
training materials, is an outline con- 
taining references to the Nemeth Code 
book. Exercises and their answers can 
be found in the Reference Manual. Both 
of these NBA publications are multi- 
punched and unbound, to facilitate the 
addition of supplements. Orders will be 
filled on a prepaid basis only. Prices 
for Reference Manual, $2.50, and Sug- 
gested Lesson Guide, 25¢, including post- 
age and handling. Make checks payable 
to the National Braille Association, Inc., 
and send with order to Mrs. Howard 
Weisskopf, 4719 Humboldt Avenue 
South, Minneapolis, Minn. 55409. 

—NBA Newsletter 


Physical Fitness Publications: Adult 
Physical Fitness illustrates simple, pro- 
gressive home exercises for men and 


women. It includes a section on Iso- 
metrics. 64 pages, illustrated, 35¢ single 
copy. 

Vim, a complete exercise plan for 


girls, 12-18, also includes tips on figure 
development, posture, health care, diet 
and weight control. 24 pages, illus- 
trated, 25¢ single copy. 

Vigor, for boys, 12-18, includes the 
same basic information as Vim, plus 
special sections on Isometrics, weight 
training and strength development. 24 
pages, illustrated, 25¢ single copy. 

All booklets published by the Council 
are available from the Superintendent 
of Documents, Government Printing Of- 
fice, Washington, D.C. 20402. 

—President’s Council on 
Physical Fitness Newsletter 


Professional Standards Publication: 
The Council for Exceptional Children 
has recently completed a publication on 
professional standards. The publication, 
Professional Standards for Personnel in 
the Education of Exceptional Children, 
is a report of two-year CEC Profes- 
sional Standards Project. Copies of this 
publication are available by writing: 
Council for Exceptional Children, NEA 


Building, 1201 Sixteenth St. N.W., 
Washington, D.C. 20036. (Price: $1.25; 
87 pages) 


Recreation Book: Maurice Case, Ed. 
D., has recently authored a book, Recre- 
ation for Blind Adults, published by 
Charles C. Thomas, Springfield, Illinois 
(1965; 208 pages; $8.75). The book is 
chiefly concerned with organized pro- 
grams in special education centers for 
blind adults, but its content is applicable 
to other settings where the health and 
welfare of blind individuals are a con- 
cern. Intended for workers who are 
already reasonably competent in regular 
organized recreation programs, the ma- 
terial covers a wide variety of specific 
activities in many recreational classifi- 
cations. It also discusses leadership in 
the administration of the programs. 

—The Sight-Saving Review 


Rehabilitation of the Handicapped: A 
Public Affairs pamphlet, “Rehabilitation 
Counselor: Helper of the Handicapped,” 
by Elizabeth Ogg, FL 392, contains 
actual case illustrations portraying the 
work of the rehabilitation counselor in a 
variety of settings in urban and rural 
communities. The author shows how the 
Rehabilitation Counselor helps people 
with physical, psychological, or mental 
handicaps to return to the community 
and the working world. Copies of the 
pamphlet are available at 25¢ each. 
Order from: Public Affairs Committee, 
Inc., 381 Park Ave., South, New York, 
N.Y. 10016. 


Retina Article: Dr. Stephen J. Popo- 
vich, ophthalmologist, and member of 
the Board of Directors of the Braille In- 
stitute of America, discusses problems 
of visual impairment in his article, ‘The 
Retina—Brain Portion of the Eye,” ap- 
pearing in the Autumn 1966 issue of 
Light. Dr. Popovich indicates that the 
retina is actually a portion of the brain, 
enveloped within the outer coats of the 
eye in early embrological development. 
He points out the importance of the 
macula and discusses some of the prob- 
lems in connection with macular involve- 
ment, particularly in the failing of cen- 
tral vision in older people. 

Light magazine is published twice a 
year by the Braille Institute of America, 
Inc., 741 North Vermont Avenue, Los 
Angeles, California 90029. 


Seventeen In Braille: Beginning with 
the October issue, Seventeen will be 
available in braille on loan from your 
Regional Libraries for the Blind. Braille 
subscriptions may also be purchased 
from Clovernook Printing House for the 
Blind, 6990 Hamilton Ave., Cincinnati, 
Ohio 45231. —Braille Book Review 
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RESEARCH 


Antirubella Vaccine: An attenuated 
live antirubella vaccine has been de- 
veloped in Melbourne at the Common- 
wealth Serum Laboratories, announces 
Dr. W. G. Lane, technical director. The 
vaccine will be released for general use, 
reports Medical Tribune, if the current 
testing program envisaged is successful. 
Plans are being made for tests to be 
conducted for at least one year by the 
Medical Research Council of Great 
Britain in conjunction with the Com- 
monwealth Serum Laboratories. 

—The Sight-Saving Review 


Blinding Diseases Detection: A team 
of researchers based at the famous 
Moorfields Eye Hospital in London, are 
working on the development of an 
“early warning system” for the detec- 
tion of certain blinding diseases in time 
so that otherwise irreversible damage 
may be prevented. The technique uti- 
lizes the principle of both the cardio- 
gram and the brain wave analyzer. 
Wires are attached to the forehead by 
means of sticking-plaster and electrical 
impulses from the eye to the visual cen- 
ter in the brain are analyzed and the 
data fed into a computer. The British 
Braille magazine predicts that this may 
well prove to be the greatest advance 
yet achieved in the prevention of blind- 
ness. Its greatest impact may be in the 
early detection of congenital abnormali- 
ties, which now constitute the third 
greatest cause of blindness. 

—Braille Forum 


Eye Research Funded: The U.S. Pub- 
lic Health Service has awarded the 
Massachusetts Eye and Ear Infirmary 
an unrestricted grant of 2.8 million dol- 
lars for the study of extrinsic and in- 
trinsic ocular disease. The American 
Journal of Ophthalmology reported in 
January that the grant covers a period 
of seven years and will permit the In- 
firmary to conduct clinical ophthalmic 
research on a scale heretofore impos- 
sible. 

Identified by the National Institutes 
of Health as a Center Grant Project, the 
grant has two main purposes: to provide 
core facilities for clinical and basic sci- 
ence research at the Infirmary, including 
the Howe Laboratory of Ophthalmology, 
and to cover research in glaucoma, the 
cornea and retina, ocular motility, ex- 
perimental pathology, ophthalmic bio- 
chemistry and uveitis. 

—The Sight-Saving Review 


Eyes in “Bank” for Transplant: A re- 
cent article in the Los Angeles Herald- 
Examiner indicates that donated human 
eyes are now cold-stored indefinitely for 
use in grafting corneas in blind persons 
at the Eye Bank of the University of 
California’s San Francisco Medical Cen- 
ter. Donated eyes have been stored up 
to seven months in the new technique of 
preservation for the initiated. The ar- 
ticle indicates that the key to the suc- 
cess in cold-storage of donated eyes for 
long periods of time has been in the use 
of dimethyl sulfoxide. “The new method 
freezes the donated eyes without dam- 
aging the corneas. Without DMSO and 
other measured substances used in the 
freezing process, corneas would be dam- 
aged in freezing and in defreezing. The 
technique prevents, for example, forma- 
tion of ice crystals inside the corneal 
cells, and crystals break up the cells,” 
explains Dr. Thomas E. Moore, asso- 
ciate clinical professor of ophthal- 
mology and director of the Eye Bank. 

Eye donations come to the Univer- 
sity of California’s San Francisco Eye 
Bank from nine Western states: Cali- 
fornia, Arizona, Colorado, Idaho, Mon- 
tana, Oregon, Utah, Washington and 
Wyoming. 


Eye Tissue Test: The International 
Eye Foundation, Washington, D.C., for- 
merly known as the International Eye 
Bank Division of MEDICO, has an- 
nounced that it is working on methods 
for preserving eye tissue in liquid nitro- 
gen. The tests are currently being per- 
formed in Algiers and San Salvador. 

—The Sight-Saving Review 


Prosthetics Research Bulletin: The 
Spring 1966 issue of the Bulletin of 
Prosthetics Research BPR 10-5 is now 
available for purchase from the Super- 
intendent of Documents. The scope of 
this issue has been broadened to include 
several major articles on sensory aids 
for the blind. The Sixth Technical Con- 
ference on Reading Machines sponsored 
by the Veterans Administration is out- 
lined, and several papers presented at 
the Conference are included. 

The book includes regular sections— 
Notes and News, Reported Abroad, Pub- 
lications of Interest, Recent Patents and 
Calendar of Interest. In addition, it con- 
tains a “cumulative contents” of the 
first four issues of the Bulletin, BPR 
10-1 through BPR 10-4. The cost of this 
issue is 65¢. 

Still available from the Superinten- 
dent of Documents are BPR 10-3, Spring 
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1965, at 70¢, and BPR 10-4, Fall 1965, at 
75¢ per issue. One payment may be 
made for all three issues of the Bul- 
letin, or for one or two issues; all re- 
quests must specifically indicate which 
copy or copies are desired. 

Prepayment must be made by check, 
money order, Superintendent of Docu- 
ments coupons, or by Superintendent of 
Documents deposit account. Order from: 
Superintendent of Documents, U.S. 
Printing Office, Washington, D.C. 20402. 


“Television for the Blind’: Dr. Ara- 
mando del Campo, 39, Mexican inventor, 
has been working on a device called 
“Amauroscope,” with the hope of giving 
sight to the blind. The sight-giving ap- 
paratus can be described as a closed-cir- 
cuit television system. Instead of flash- 
ing an image on a screen, the television 
signal passes along nerves directly to 
the brain, where sensations of light and 
shadows are provoked, making it pos- 
sible to distinguish the outline of sub- 
jects. “While the Amauroscope is still in 
experimental stages,” said Dr. del 
Campo, a researcher who has been work- 
on his device for years, “I feel that by 
1967 or 1968 the apparatus will be of 
vast benefit to the sightless! ... The 
system of electrical controls which for- 
merly covered the entire surface of an 
office desk has been reduced to the size 
of a pack of cigarettes, which a blind 
person can hold in his hand. . . . When 
light hits the cells this produces a weak 
current that passes through a minia- 
ture electronic system. Electrodes 
touching the face transmit the signal to 
the trigeminal nerve, which controls 
movements of the face. Passing along 
this nerve the signal reaches the brain, 
activating the visual center to produce 
sensations of light and shadow. ... At 
first the sight will be hazy, but it is 
hoped that eventually the point will be 
reached where the Amauroscope within 
limits will approximate human sight. 

Today, the portable Amauroscope de- 
vice costs between $480 and $560 to pro- 
duce. Within two years, using mass 
production methods, the cost can go 
down to less than $100. 

—Buffalo Courier-Express 


Toxoplasmosis Study: A _ grant of 
$99,858.00 has been awarded by the John 
A. Hartford Foundation, New York, to 
the Francis I. Proctor Foundation for 
Research in Ophthalmology at the Uni- 
versity of California San Francisco 
Medical Center. It will be used for a 


study of ocular toxoplasmosis, under 
direction of Drs. Richard E. O’Connor 
and Michael J. Hogan. 

—The Sight-Saving Review 


RECORDINGS-RECORD SERVICE 


Journal of Rehabilitation Recording: 
“Talking Book” editions of the Journal 
of Rehabilitation have been available 
for the past year. American Founda- 
tion for the Blind and VRA assistance 
has made possible for the nominal fee of 
$2 the six bimonthly issues, to NRA 
members of at least associate status 
($5 annually). However, such subscrip- 
tions have so far been too few to justify 
cost of transcription. 

Members of NRA’s executive commit- 
tee recently restated their conviction of 
the value of translating the professional 
literature in the Journal to recorded 
form and are hopeful that increased de- 
mand will justify continuing this project. 

NRA’s blind readers may order a sub- 
scription to the recorded edition of the 
Journal by sending a check to cover 
1967 membership dues and the $2 sub- 
scription fee to NRA (1522 K Street, 
N.W., Washington, D.C. 20005). 

—NRA Newsletter 


Recording for the Blind Expansion 
Program: The establishment of a Mas- 
ter Tape Library at Recording for the 
Blind, Inc., has inaugurated a major ex- 
pansion of its free educational service to 
the blind and visually handicapped. Ef- 
fective October 1, 1966, master tapes of 
all newly recorded titles of textbooks 
and other educational material will be 
permanently retained in a Master Tape 
Library in the organization’s New York 
Headquarters. A_ three-to-five year 
period is estimated to convert their edu- 
cational disc library to an equivalent 
number of books on master tapes. At 
present, the disc library contains nearly 
12,000 titles in 72,000 copies and is the 
largest collection of its kind in the 
world. From the master tapes, Record- 
ing for the Blind will be able to run off 
copies in unlimited numbers, either on 
tape or discs, according to demand, 
which will be available free on loan to 
its borrowers. During this transition 
period, books already available from the 
library on discs will continue to be cir- 
culated until worn out or outdated. 

For additional information, contact: 
Caren Rubio, Recording for the Blind, 
Inc., 215 East 58th Street, New York, 
N.Y. 10022. 
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Recording of the Fountainhead: The 
AAIB Board of Directors has recently 
considered making the Fountainhead 
available in recorded form. Persons who 
would like to receive the Fountainhead 
recorded, are urged to inform the AAIB 
office as soon as possible. They should 
indicate if the newsletter is desired on 
tape or disc, and if they would be willing 
to pay an additional $2.50 annually for 
the recorded edition. (Such persons will 
also receive the print edition of the 
Fountainhead as part of their member- 
ship dues.) 


Talking Book Magazine: Natural His- 
tory, a magazine of special interest to 
science-curious adults and young adults, 
has been added to the list of talking 
book magazines available. This  peri- 
odical contains articles dealing with bio- 
logical sciences, the earth sciences, 
astronomy, and anthropology. It ap- 
pears monthly except for the combined 
June-July and August-September is- 
sues. The Talking Book magazine is 
available on loan from regional libraries 
for the blind. 

—Talking Book Topics 


SCHOLARSHIPS 


Stipends for Teachers: Stipends of 
$200.00 each will be made available by 
the American Foundation for the Blind 
to qualified educators of blind and visu- 
ally handicapped children who enroll in 
certain summer courses and workshops 
during the summer of 1967. 

Applicants must be administrators, 
supervisors, or teachers who will be em- 
ployed full-time in educational programs 
for blind and visually handicapped stu- 
dents for the 1967-68 academic year. The 
deadline for receipt of complete appli- 
cations is May 1, 1967. 

For further information and an appli- 
cation form, write: Mr. Hueston Colling- 
wood, Director, Personnel and Training 
Service, American Foundation for the 
Blind, 15 West 16th Street, New York, 
NY: 10077: 


TEACHER PREPARATION 


Portland College Program: The School 
of Education at Portland State College, 
Oregon, is now offering a program lead- 
ing to a master’s degree for teachers of 
the visually handicapped. The State 
Board of Higher Education has ap- 
proved the program. Miss Madge Leslie, 
assistant professor of education, is in 
charge of developing the program. Part 


of the training will be observation and 
student teaching with the Washington 
State School for the Blind in Vancouver, 
the Oregon State School for the Blind, 
in Salem, and the Portland public 
schools. 


VISION-PROBLEMS, INFORMATION 


Aerosol Can Danger: The aerosol can 
is potentially dangerous if abused or 
misused, warns the National Safety 
Council. Many common household prod- 
ucts, such as hair spray, insecticides, 
room fresheners, shaving cream, and 
paints are sold in this type of dispenser, 
and are responsible for serious eye in- 
juries from careless use. It is easy to 
point the can in the wrong direction, ac- 
cidently spraying its contents into the 
eyes. Defective cans have exploded, 
damaging eyes so seriously they had to 
be removed. Hair spray can be espe- 
cially dangerous because it is used so 
close to the face. A plastic eye shield 
can be worn without disturbing the hair 
while it is sprayed. 

Other precautions to remember are: 
Avoid shaking the can vigorously unless 
advised to; never immerse it in warm 
water; never toss it into a trash fire or 
use it around an open flame; keep it 
out of the hot sun and off warm radia- 
tors; never puncture it, and read direc- 
tions carefully. 

—The Sight-Saving Review 


Eyeglass Frame Danger: All eyeglass 
wearers should be warned that the 
frames they are using right now may 
well be flammable. The National So- 
ciety for the Prevention of Blindness 
for many years has urged everyone to 
buy flame-resistant frames when order- 
ing new glasses. 

In any case extreme care should be 
taken with an open flame, such as a 
lighted match or candle, that is near the 
eyes. Spectacle frames are not the only 
problem. Eye shades and caps with 
visors made of celluloid or some other 
highly flammable material have also 
been known to ignite. 

—The Sight-Saving Review 


Eye Operation Using Tooth: A team 
of surgeons in Glasgow, Scotland, re- 
cently performed a unique technique. 
They pulled one tooth from a 27-year- 
old woman, took a slice from it, and after 
fitting a tiny plastic window to the 
opening, inserted the piece of tooth in 
a slit cut in her eye. 

The first step of the operation began 
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when a dental surgeon extracted a tooth 
intact from the upper right side of the 
patient’s mouth. A diamond cutter was 
then used to slice several cross-sections 
of the tooth to a thickness of just two- 
tenths of a millimeter. Then a tiny, 
two-millimeter drill was used to bore 
out the center of the sliver, which was 
cut three-eighths of an inch in diameter. 
While dental surgeons carefully pre- 
pared the piece of tooth, eye surgeons 
prepared the patient’s left eye. The 
most difficult part of the operation was 
the filling of the hole in the tooth disc 
with acrylic perspex, a clear plastic. 
The fitting had to be perfect. 

The final step was to slip the “new 
eye’ into the cornea. Then several 
stitches were required to close the cut. 
After a few days, the pad which pro- 
tected the patient’s eye was removed, 
and she could make out figures standing 
by her bedside. Dr. R. J. McWilliam, 
Chief Surgeon at the Glasgow Eye In- 
firmary, termed the operation a com- 
plete success. 

—National Enquirer 


Low Vision Aids Manual: The Na- 
tional Society for the Prevention of 
Blindness has recently announced the 
publication of Recommended Aids for 
the Partially Sighted, by Louise L. 
Sloan, Ph.D. The 36-page manual pro- 
vides a _ systematic description and 
classification of useful optical and other 
needs for the partially sighted, with par- 
ticular emphasis on non-spectacle read- 
ing aids. It also describes testing equip- 
ment and procedures which facilitate se- 
lection of the most suitable devices for 
the patient. Order from: National So- 
ciety for the Prevention of Blindness, 16 
East 40th Street, New York, N.Y. 10016. 
(P405; price $1.00) 

Vision Book Reprinted: The Science 
of Seeing, widely respected as one of the 
best books for laymen on the visual 
process, is once again available in this 
country. Compact, informative, and 
highly enjoyable, this book makes clear . 
that “there is more in sight than just 
seeing.” 

The updated paperback edition pub- 
lished in Australia in 1962 is being dis- 
tributed in the U.S.A. for $3.50 by the 
Australian Book Center, P.O. Box 634, 
New Rochelle, N.Y. 

—The Sight-Saving Review 


MISCELLANEOUS 


Blind Gardener: The Associated Press 
reported recently that Jack Francis of 


Ellingham, England, who is totally blind 
and cultivates his garden by the sense 
of touch, won best in show, 17 first 
prizes, two seconds and a third at El- 
lingham’s produce show. 


—New Life 
Cartoonist Honored: Charles M. 
Schulz, world famous cartoonist and 


creator of the “Peanuts” strip, received 
the Mason Huntington Bigelow Award 
of the National Society for the Preven- 
tion of Blindness at a dinner in the 
Fairmont Hotel, San Francisco, on Sep- 
tember 8. The award honors a non- 
medical person, organization or agency 
for an outstanding contribution to pre- 
vention of blindness. 


Mr. Schulz is the only cartoonist to 
have twice received the Reuben Statu- 
ette of the National Cartoonist Society 
(the previous award was in 1965). 


—The Sight-Saving Review 


Discarded Eyeglasses Wanted: Since 
1932, a Short Hills, N.J. organization 
has helped over half a million persons 
to see. The volunteer, non-profit organi- 
zation, called New Eyes for the Needy, 
Inc., provides eyeglasses for those who 
cannot afford them. With the nation- 
wide help of countless individuals and 
organizations, this unique charity col- 
lects discarded eyeglasses and precious 
metal scrap, such as old watches and 
dentures with bits of gold, discarded 
silver, and real or costume jewelry. 
Anyone can have a share of this great 
work by looking through their drawers 
and cupboards for articles such as those 
mentioned. Collected glasses with un- 
broken, plastic frames are sorted, 
graded, and sent to medical missions in 
different parts of the world to improve 
the vision of people who do not have 
access to new glasses. 


There is a heavy demand from tropi- 
eal countries for dark glasses which 
protect against the sun’s glare. Leper 
colonies ask for and receive sunglasses 
to shield the light-sensitive eyes of 
those who otherwise would have to re- 
main in the dark. 

—POB News 


Library Award Presented: Howard 
Haycraft, author, and president and 
treasurer of the H. W. Wilson Com- 
pany, New York, received the first 
Francis Joseph Campbell Citation for 
outstanding contributions to the achieve- 
ment of library services to the blind. 
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The award, administered by the 
American Library Association’s Round 
Table on Library Service to the Blind, 
was presented to Mr. Haycraft at a 
luncheon during the ALA’s annual meet- 
ing in New York in July. 

The citation accompanying the gold 
metal said that Mr. Haycraft ... has 
made the entire library profession sym- 
pathetic to library service for his na- 
tion’s blind persons. His leadership in 
bringing to national attention the read- 
ing resources available dates to the very 
beginning of the coordinated program. 
In 1932, he wrote and published the ar- 
ticle “The New Status of Library Work 
for the Blind.” In 1962, a revision en- 
titled “Books for the Blind” appeared in 
the ALA Bulletin, and the demand for 
reprints broke all records for that 
journal. Updated in 1965, the article re- 
appeared as a brochure of which more 
than 100,000 copies were distributed. 

—The New Outlook 


Number Work with Perkins Braillers: 
“Use of the Perkins Brailler for record- 
ing number work,” appearing in The 
Teacher of the Blind, is an informative 
article describing technique of using the 
Perkins Brailler for number work. Ex- 
amples for setting up problems dealing 
with addition, subtraction, short multi- 
plication, multiplication involving other 
units, short division, long division, long 
multiplication, decimals, and _ percent- 
ages are included in the article. 

The Teacher of the Blind is the of- 
ficial organ of the College of the Teach- 
ers of the Blind, Liverpool School for 
the Blind, Church Road North, Waver- 
tree, Liverpool 15, England. 


Tangible Illustrations: Mrs. Elisabeth 
D. Freund, Curator/Museum, Overbrook 
School for the Blind, suggests the fol- 
lowing method for making tangible 
illustrations: 

Cover a window screen pad with 
newsprint paper and draw a line with 
an oil crayon; the mesh of the screen 
retains the oily material of the crayon 
in such a way that the line can easily 
be felt. Such window screen pads are 
used by totally blind children in draw- 
ing. 

Mrs. Freund states that “it is amazing 
how the children are able to express 
themselves. It opens quite an unusual 
vista into the picture the blind child has 
of the world around him. The pictures 
the children made were of animals, 


plants and construction models they had 
seen in the Touch and Learn Center, 
giving a further proof of the value of 
such exhibits.” 

Another use for the screen pads, Mrs. 
Freund indicates, is in the use of in- 
struction of handwriting. With an oil 
crayon the letter produced can be felt 
on the surface of the paper, the blind 
student can thus observe while he is 
writing. 


Tangible Aids Book in Preparation: 
Mr. Wilbur Fulker, principal, Depart- 
ment for the Blind, Colorado School for 
the Deaf and the Blind, is completing 
preparation of a book dealing with tan- 
gible apparatus, entitled Techniques in 
Tangible Aids. When this book is avail- 
able it should provide valuable assist- 
ance to teachers of the visually handi- 
capped in all types of educational set- 
tings. Charles C. Thomas, Publisher, 
will be printing the book. 
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AGENCY INFORMATION 


California Project for Visually Handi- 
capped: ESEA Title II, Textbooks for 
the Visually Handicapped, Grades 9 
through 12, is a three-year project, ap- 
proved by the California State Board of 
Education in the spring of 1966. It is 
providing schools serving visually hand/’- 
capped pupils enrolled in grades 9 
through 12 with new textbooks in large 
print, braille, and recorded media. 

The project, now being administered 
for its second year, allows approximately 
$125,000 for the purchase of textbooks 
in special media. Textbooks for the first 
time are being procured at the sec- 
ondary level in large print, braille, and 
recorded media comparable to and in 
the wide variety of those provided for 
students with normal vision. Through 
the Depository operations, these books 
will be circulated among schools ac- 
cording to the changing needs of indi- 
vidual students. 

—Special Education Newsletter 


Eyemobile Activity: The Vision Cru- 
sade Foundation, a New Jersey non-profit 
organization has in operation an Eye- 
mobile. With the aid of this conveyance, 
in 4% months 10,000 people have been 


processed through vision screening. The 
information obtained from this screening 
is fed into a computer system so as to 
enable the VCF to retrieve various data. 
The Eyemobile, a self-contained vehicle, 
35’ x 8’, is divided into 4 rooms, recep- 
tion, vision screening, evaluation and 
tonometry. 

The VCF is a jointly sponsored pro- 
gram of Lions International District 16A 
and the Bergen-Passaic Optometric So- 
ciety assisted by the Optometric Societies 
of Hudson and Sussex. —AOA News 


Eyes for the Needy: Eyes for the 
Needy, Short Hills, New Jersey, provides 
eyeglasses for those who cannot afford 
them. Discarded eyeglasses and precious 
scrap metal (from watches, old dentures, 
etc.) as well as glasses with unbroken 
plastic frames are needed. The latter are 
sent primarily to foreign missions to 
assist natives otherwise unable to obtain 
glasses. The former, and also metal 
framed glasses, are sold to a refinery, the 
money realized used to buy new prescrip- 
tion glasses for needy persons in the 
U.S. (Sunglasses and artificial eyes are - 
also accepted and used.) 

—The California Transcriber 


Houseparents News Requests: News 
items and _ articles of interest to house- 








parents in residential schools for the 
visually handicapped, are requested for 
the Spring issue of Shoe Dweller’s News. 
Please submit all such items by March 
15th to: Mrs. Mollie A. Phillips, Editor, 
The Shoe Dwellers’ News, Missouri 
School for the Blind, 3815 Magnolia Ave., 
St. Louis, Missouri 63110. 


IRS Training Course: A_ training 
course that would prepare blind persons 
to be tax assistors for the Internal Reve- 
nue Services and perhaps expand into 
other fields of governmental occupations 
is expected to be instituted at the Ar- 
kansas Enterprises for the Blind early 
next year. The program has been under 
consideration since early fall. The proj- 
ect, known as the Little Rock Pilot Pro- 
posal, would be forerunner of other pro- 
grams throughout the nation designed to 
train blind persons for government posi- 
tions. —New Life 


MSU Instructional Materials Center: 
Michigan State University has recently 
announced the establishment of its In- 
structional Materials Center, as one of a 
network of ten regional centers estab- 
lished by the U.S. Office of Education to 
aid teachers across the country in im- 
proving the basic education of handi- 
capped children and youth. The Center 
at Michigan State operates on a year- 
round basis; it articulates with both the 
learning systems Institute and the Un- 
dergraduate and Graduate Preparation 
and Research Programs of the Depart- 
ment of Elementary and Special Educa- 
tion. 

The Center will serve as a base for 
activities and services including the col- 
lection, evaluation, production and loan 
of instructional materials, intensive con- 
sulting services, and extensive activities 
in stimulation and coordination of field 
research. As such, it will serve as a 
central collection and repository agency 
for commercial and field-developed in- 
structional materials for handicapped 
children. It will provide consultation and 
guidance services to teachers and their 
administrators or related personnel re- 
garding instructional materials and the 
use of these materials; and, the Center 
will arrange credit. and non-credit courses, 
institutes, workshops and in-service train- 
ing for teachers or related personnel as 
needed and requested. 

Registration forms should be com- 
pleted by potential users in advance of 
requests for material or information. 
Write: Mrs. Lou Alonso, Director, In- 


structional Materials Center for Handi- 
capped Children and Youth, College of 
Education, 218 Erickson Hall, Michigan 
State University, East Lansing, Michi- 
gan 48828. 


Music Composition Contest: The AAIB 
is pleased to announce that through the 
courtesy and financial backing of Mr. 
Hubert Smith, President, and his organi- 
zation, Ways and Means for the Blind, 
Inc., of Augusta, Georgia, that a second 
Charles and Melva Owen Music Com- 
position Contest will be conducted. Prizes 
of $100.00, first place; $50.00, second 
place; and $25.00, third place, will be 
presented at the 49th Biennial Confer- 
ence of the AAIB to be held in Toronto, 
Canada, June, 1968. 

Rules for entry into the present con- 
test are currently being established by 
the AAIB Music Workshop. It is antici- 
pated however that they will be similar 
in nature to the requirements outlined 
for the 1966 event. Interest in the 1966 
Contest was wide spread. Compositions 
from entrants in the States of Texas, 
Kansas, Oregon, Wisconsin, Nebraska, 
Maryland, Connecticut, North Dakota, 
Arizona, Oklahoma, and the Province of 
Ontario were received. With mounting 
enthusiasm in this activity at this time, 
it is anticipated that there will be an 
even wider representation in the 1968 
Musical Contest. 


National Accreditation Council Holds 
First Meeting: The National Accredita- 
tion Council for agencies serving the 
blind and visually handicapped, held its 
first organizational meeting in New York 
City, November 16-17, 1966. Established 
as the successor organization to the 
Commission on Standards and Accredi- 
tation of Agencies Serving the Blind, 
the new Council will begin operations on 
January 3, 1967 at Suite 501, 84 Fifth 
Avenue, New York, N.Y. 10011. 

At the first meeting, Arthur L. Bran- 
don was selected as President. Mr. Alex- 
ander F. Handel was appointed as first 
Executive Director of the Council. 


Necrology Reports Requested: Super- 
intendents and Directors of Programs 
for the Visually Handicapped are re- 
quested to notify the AAIB Central Office 
of the death of persons in their areas, 
who have been active in this field of 
special education. The AAIB Necrology 
Committee, under the chairmanship of 
Dr. Francis M. Andrews, is desirous of 
preparing a Necrology Report, as accu- 


rate and complete as possible, for presen- 
tation at the 49th Biennial Conference of 
the AAIB to be held in Toronto, June 
23-27, 1968. 


Perkins Research Laboratory: On No- 
vember 7, 1966, the new Perkins Re- 
search Library was dedicated. The new 
structure, erected to house the historic 
collection of works on the education of 
the blind and deaf-blind, known as the 
Perkins Blindiana Library, is located 
inside a courtyard completely surrounded 
by the Howe Building. The brick walls 
blend perfectly with older buildings 
erected in 1910, but its lines are defi- 
nitely modern in design. 

Wide use has been made of the Blindi- 
ana selection of books over the years. 
Since 1949, apart from Perkins teacher- 
trainees, students have used the library 
from Australia, Israel, India, Greece, 
Germany, Brazil, Newfoundland, South 
Africa, Pakistan, Canada, Argentina, 
Haiti, Yugoslavia, New Zealand, Eng- 
land, Egypt, Holland and Japan. 


CONVENTIONS, INSTITUTES, 
MEETINGS 


AAIB-CEPS Joint Luncheon Scheduled: 
The American Association of Instructors 
of the Blind in connection with the 
Council for the Education of the Par- 
tially Seeing, a division of the Council 
for Exceptional Children, has scheduled 
a joint luncheon-meeting to be held in 
connection with the Council for Excep- 
tional Children’s National Convention 
next March in St. Louis. The luncheon 
has been set for Wednesday, March 29, 
1967, in The Gourmet Room of the Chase- 
Park Plaza Hotel, St. Louis. Dr. Ger- 
aldine Scholl, Associate Professor of 
Special Education, University of Michi- 
gan will be the Guest Speaker. She will 
treat the topic, “Teacher Preparation 
for the Education of the Visually Handi- 
capped Child,” and will include attention 
to the necessity for teachers of the 
visually impaired to be broadly prepared 
not only in working with “normal” chil- 
dren, but with children having a variety 
of handicaps as well. 

Presiding at the session will be Miss 
Madge Leslie, President, CEPS, with 
Mr. William H. English, AAIB First 
Vice-President, serving as Master of 
Ceremonies. Dr. William C. Geer, Exec- 
utive Secretary, CEC, will be present to 
extend greetings on behalf of CEC to 
the AAIB and CEPS members repre- 
sented. 


AAIB Conference Sites Selected: The 
next three regular AAIB Biennial Con- 
ferences have been scheduled as follows: 

49th Biennal Conference—June 23-27, 
1968, Royal York Hotel, Toronto, On- 
tario, Canada. 

50th Biennial Conference—June 28- 
July 2, 1970, Roosevelt Hotel, New Or- 
leans, Louisiana. 

51st Biennial Conference—June 25-29, 
1972, Shoreham Hotel, Washington, D.C. 

AAIB Regional Career Days Sched- 
uled: Due to the success of the Regional 
Career Day programs held during the 
last two years, the AAIB Guidance 
Workshop and the American Foundation 
for the Blind have once again joined 
forces with state and local schools and 
agencies in two sections of our country 
for the planning of Regional Career Day 
programs to be held early in the spring 
of 1967. 

The first Regional Career Day will be 
held March 17-19, 1967, at the Overbrook 
School for the Blind, Philadelphia. Co- 
sponsor, in addition to the school, is the 
Pennsylvania State Office for the Blind 
and Visually Handicapped. Participants 
will come from the states of Connecticut, 
Delaware, Maryland, Massachusetts, New 
Hampshire, New Jersey, New York, 
Pennsylvania, Rhode Island, Vermont, 
Virginia and West Virginia. 

The second Regional Career Day will 
be held March 31- April 2, 1967, at the 
Nebraska School for the Visually Handi- 
capped in Nebraska City. Co-sponsor, in 
addition to the school, is the Nebraska 
Services for the Visually Impaired. 
Participants will come from the states of 
Iowa, Kansas, Minnesota, Nebraska, 
North Dakota, South Dakota and Wis- 
consin. 

High school students in grades 9-12, 
older teen-agers in ungraded programs, 
the parents of these students, and the 
administrators and counselors in schools 
and agencies working with visually 
handicapped youth are invited to be 
Career Day participants. 

Persons interested in attending either 
of these Career Day Events, and who 
reside in the states included in these 
activities, should write: Mr. David W. 
Olson, Principal, Overbrook School for 
the Blind (64th and Malvern Avenue, 
Philadelphia, Pennsylvania 19151), or, - 
if living in the sections served by the 
Nebraska Program, such persons should 
write: Mr. Jerry Regler, Superintendent, 
Nebraska School for the Visually Handi- 
capped (824 10th Avenue, Nebraska City, 
Nebraska 68410). 


AAIB Regional Conference Planned: 
The American Association of Instructors 
of the Blind has scheduled a Regional 
Conference to be held in Harrisburg, 
Pennsylvania, November 10-11, 1967. Ac- 
tivities of the conference will center 
around the theme: ‘Recognition and De- 
velopment,” which will be treated in three 
general sessions, three concurrent dis- 
cussion sessions and a special evening 
banquet. Registration for the confer- 
ence is scheduled from noon to 1:45 
p.m., November 10. It is to be followed 
at 2:00 p.m. by General Session I “Rec- 
ognition of Potential,” where emphasis 
will be given to the recognition of po- 
tential in visually handicapped children, 
considering possibilities for development 
academically, emotionally, socially, phys- 
ically, and vocationally. A Friday eve- 
ning banquet, 6:30 p.m., will highlight 
the topic “The Teacher — Catalyst,” 
stressing the importance of the work of 
an understanding teacher from the point 
of recognizing the potential of a visually 
handicapped child and in effectively aid- 
ing and guiding the development of it. 

General Session II (Saturday, Novem- 
ber 11, 9:00 a.m.) will treat the topic: 
“Development through Seeing.” This 
subject will emphasize the importance of 
the sense of sight (and touch) in the 
learning process of the child. General 
Session III (3:45 p.m. Saturday) will 
discuss “Development Through Listen- 
ing,” stressing the importance of devel- 
oping potential through effective listen- 
ing. 

National and Regional persons, prom- 
inent in the education of visually handi- 
capped children, will participate in the 
conference. 

Simultaneously with the conducting of 
this conference, there will be a special 
conference for Houseparents working in 
Residential Schools for the Visually 
Handicapped. This special conference 
will convene at the Overbrook School for 
the Blind on the same dates as the Har- 
risburg meeting—November 10-11, 1967. 
The principal topics under discussion at 
the Harrisburg sessions will also be 
treated at Overbrook, with special em- 
phasis given to the important roles 
Houseparents play in the overall ad- 
vancement and development of the visu- 
ally handicapped. 

While all persons interested in attend- 
ing either of these conferences are most 
cordially invited to be present, special 
encouragement is extended to residents 
of Connecticut, Delaware, Maine, Mary- 
land, Massachusetts, New Hampshire, 


New Jersey, New York, Ohio, Ontario, 
Pennsylvania, Rhode Island, Vermont, 
Virginia and West Virginia. 


AAWB Convention Scheduled: The 
American Association of Workers for the 
Blind will hold their 1967 Convention in 
Miami Beach, Florida, July 9-14, at the 
Deauville Hotel. The Convention theme, 
“Reality, The Keystone of Service,” will 
be featured in the discussions of seven 
general sessions and in various indi- 
vidual interest group sessions through- 
out the Conference. 

For further information about the 
Conference write: Mr. Sidney B. Cohen, 
Executive Secretary, American Associa- 
tion of Workers for the Blind, Inc., 1511 
K Street, N.W., Washington, D.C. 20005. 


AOA Congress Planned: The Ameri- 
can Optometric Association will conduct 
its 70th Annual Congress, June 27 - July 
1, 1967, at the Portland-Hilton Hotel, 
Portland, Oregon. Persons desiring to 
attend this congress should write for 
further information to: American Opto- 
metric Association, 7000 Chippewa Street, 
St. Louis, Missouri 63119. 


CEC Convention Scheduled: The Coun- 
cil for Exceptional Children’s 45th an- 
nual international convention will be held 
in St. Louis, Missouri, March 26 - April 
1, 1967, with headquarters at the Chase 
Park Plaza Hotel. It will offer a wide, 
varied, and highly structured series of 
meetings to the more than 4,500 persons 
expected to attend. Of particular inter- 
est to those concerned with the education 
of visually handicapped children, will be 
the section meetings dealing with “A 
Review and Analysis of Learning Diffi- 
culties of Visually Handicapped Chil- 
dren,’ Thursday, March 380, 10:30-12 
noon; “Research on the Visually Handi- 
capped,” Thursday, March 30, 2-4 p.m.; 
and “Materials Centers for Visually 
Handicapped,” Friday, March 31, 10:30- 
12 noon. 

The Convention’s “Program at a 
Glance” appears in the December 1966 
issue of Exceptional Children, pages 281- 
282. 


CEPS Activities Announced: The Coun- 
cil for the Education of the Partially 
Seeing, in connection with the Inter- 
national Convention of the Council for 
Exceptional Children, St. Louis, Mis- 
souri, Chase-Park Plaza Hotel, has an- 
nounced the following scheduled activi- 
ties: 


Tuesday, March 28, 1967—9 - 12 noon. 
CEPS Membership Workshop, Embassy 
Room. 

Wednesday, March 29, 1967—12 - 1:30 
p.m. AAIB-CEPS Luncheon Meeting, 
Gourmet Room. 

Wednesday, March 29, 1967—4 - 6 p.m. 
Annual CEPS Business Meeting, Empire 
Room. 

Thursday, March 30, 1967—12-1:30 
p.m. Joint Executive Board Meeting — 
AAIB-CEPS, Embassy Room. 


Child Welfare League Conferences: 
The Child Welfare League of America 
has recently announced their 1967 an- 
nual Regional Conferences. The confer- 
ences are composed of institutes, work- 
shops, general sessions, and formal get- 
togethers, designed to provide those in 
Child Welfare Work with an opportunity 
to exchange experiences, to examine and 
learn new methods and techniques, and 
to discuss vital issues in Social Legisla- 
tion currently affecting Child Welfare. 
The following Conferences have been 
scheduled: 

Eastern Region—March 2-4, Shelburne 
Hotel, Atlantic City, New Jersey. 

Central Region—March 16-18, Shera- 
ton-Cleveland Hotel, Cleveland, Ohio. 

Midwest Region—April 9-12, Savery 
Hotel, Des Moines, Iowa. 

Northeast Region—April 13-15, Statler- 
Hilton Hotel, Hartford, Connecticut. 

Northwest Region—April 16-19, Em- 
press Hotel, Victoria, B.C., Canada. 

South Pacific Region— April 27-29, 
Statler-Hilton Hotel, Los Angeles, Cal- 
ifornia. 

Southern Region—May 17-19, Francis 
Marion Hotel, Charleston, South Carolina. 

The National Conference on Social 
Welfare will be held May 21-26, 1967 
at the Adolphus Hotel, Dallas, Texas. 

For additional information about the 
Conferences, write: Elizabeth Christie, 
Conference Consultant, Child Welfare 
League of America, 44 East 23rd Street, 
New York, New York 10010. 


CTEVH Eighth Annual Conference: 
The Eighth Annual Conference of Cali- 
fornia Transcribers and Educators of the 
Visually Handicapped will be held at the 
Statler-Hilton Hotel in Los Angeles on 
March 16-18, 1967. 

Workshops are scheduled in literary 
braille and textbook format, introduction 
to Nemeth Code of Braille Mathematical 
and Scientific Notation, advanced mathe- 
matics, introduction to braille music, ad- 
vanced braille music, foreign language in 
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braille, large print formats, recording 
formats and techniques, what is available 
to students beyond the high school level, 
teaching braille to transcribers, and 
adapting illustrations in braille, large 
print, and recorded materials. 

For further information interested 
persons should contact Mrs. Ruth Lowy, 
188 South Meridity Avenue, Pasadena 
91106. 

—Special Education Newsletter 


NBA Announces Conference: NBA’s 
Ninth Conference originally scheduled 
for Philadelphia, has been changed to 
Saddle Brook, New Jersey, just ten min- 
utes from Manhattan. Dates for the bi- 
ennial meeting are May 4-7, 1967. The 
Marriott Motor Hotel on Garden State 
Parkway at Interstate 80, will be the 
Conference headquarters. Conference 
chairman is Mrs. Alvin A. Sobel; co- 
chairmen are Mrs. Richard Bente, Mrs. 
W. D. Earnest, Jr., and Mr. Carl Lappin. 
For information about the Conference, 
write: National Braille Association, Inc., 
51 East 42nd Street, New York, New 
York 10017. 


NFB Plans Convention: The 1967 Con- 
vention of the National Federation of 
the Blind will be held July 4-7, at the 
Statler-Hilton Hotel, Los Angeles, Cali- 
fornia. Requests for reservations should 
be sent to: Reservations Manager, Stat- 
ler-Hilton Hotel, Los Angeles, California. 
For further information about the con- 
vention, write: National Federation of 
the Blind, 2652 Shasta Road, Berkeley, 
California 94708. The NFB has also 
announced that its 1968 Convention will 
be held at Des Moines, Iowa, and its 
1969 meeting, in Columbia, South Caro- 
lina. 


Orthopsychiatric Meetings Set: The 
American Orthopsychiatric Association 
will hold its 44th Meeting, March 20-28, 
1967, in Washington, D.C., with head- 
quarters in the Washington-Hilton Hotel. 
Approximately 9,000 mental health spe- 
cialists, educators, political scientists and 
other professionals are expected to par- 
ticipate in the 16 sessions, 14 workshops 
and 8 panels devoted to the 1967 theme: 
“The Impact of Schools on Human De- 
velopment—A Critical Appraisal of a 
Social Institution.” 

Of particular interest to Educators of 
the Visually Handicapped, a panel dis- 
cussion will be held Tuesday, March 21 
(8:30-11:30 am.) treating the topic, 











“Treatment of Blind Children,’ under 
the chairmanship of Velma G. Wood. 
Subtopics include “Treatment of Selec- 
tive Mutism in a Blind Child: School 
and Clinic Collaboration,” ‘Patterns of 
Change in Disturbed Blind Children in 
a Residential Setting,” and ‘“Interdisci- 
plinary Approach to Learning Problems 
and Child Development in Multihandi- 
capped Children.”’ 


EQUIPMENT - MATERIALS 


Book Stand: National Aid to Visually 
Handicapped (3201 Balboa Street, San 
Francisco, California 94121) has an- 
nounced the availability of a wire book 
stand designed for use with N.A.V.H. 
large print books. The wire stands sell 
for $1.00 each and can be obtained by 
ordering directly from N.A.V.H. 


Eye Charts: The American Optometric 
Association has announced the availa- 
bility of an 8%” x 11” chart for class- 
room use in explaining vision and the 
anatomy of the eye. Entitled “Horizontal 
Section of Right Eyeball,” No. G-11, the 
charts are available in pads of 100 
charts for $1.25. Five pads can be pur- 
chased for $5.25. 

A 5” x 8” chart, “Horizonal Section 
of Right Eyeball,” No. G-11A can also be 
purchased. Pads of 100 sell for 75¢; 
five pads, $3.25. 

Order these materials from: American 
Optometric Association, 7000 Chippewa 
St., St. Louis, Missouri 63119. 


Pulse Jet Engine: J. Kirk Walter, 
Instructor at the Connecticut Institute 
for the Blind, in an article appearing in 
the recently initiated AAIB Industrial 
Arts Newsletter, advises that a pulse jet 
engine is available from Curtis Automo- 
tive Devices, Inc., Dyna-Products Divi- 
sion, P.O. Box 297, Westfield, Indiana. 
The engine has a diameter of 2%”, 
length of 2114”, and weight of 16 oz. 
with static thrust of 4% Ibs. Price $39.50. 

—AAIB Industrial Arts Newsletter 


Walking Wheelchair under Develop- 
ment: The Moonwalker, a vehicle origi- 
nally designed for walking around on 
the moon, can give. new freedom of 
movement to disabled people. 

Developed by Space-General Corp. of 
El Monte, Calif., the Moonwalker has 
been extensively modified to serve as an 
eight-legged walking wheelchair instead 
of a walker to explore the soft, uneven 
lunar surface. The present design car- 
ries a 75-pound child and travels about 


2 miles per hour—about the speed of a 
slow walk. 

The Moonwalker goes forward and in 
reverse, travels over dirt, loose sand, 
grass, low shrubs, climbs stairs, and 
navigates 8-inch curbs. The 90-pound 
walker can negotiate rough slopes of 15 
degrees or more and turn in a 6-foot 
radius. Controlled by a stick, the vehicle 
can be operated by hand, foot or chin. 

The Moonwalker is still in a very early 
stage of development and is not yet 
available for patients. 

—Rehabilitation Record 


FILMS 


Reproduction Film Strip: An educa- 
tional slide program developed to teach 
five to twelve year old children the ori- 
gins of life, “How Babies are Made,” 
has been prepared by Creative Scope, Inc. 
(509 5th Avenue, New York, New York 
10017). The 34 full color slide program 
encompasses the beginnings of life in 
three sections—the flower, the animal 
and the human being. A free hand slide 
viewer is included with the slide pro- 
gram, along with a complete outline of 
helpful information and suggestions for 
use. Price: $12.00. 


School Eye Safety Film: Ninety percent 
of all eye accidents in our schools are 
preventable. This is a major note struck 
repeatedly by a new instructional film 
called, ‘““Expedite—School Eye Safety.” 
The 12-minute documentary, in color, has 
been produced by the National Society 
for the Prevention of Blindness, Inc. for 
the purpose of instructing high school 
and college students in the accepted 
practices of eye safety in chemistry lab- 
oratories and industrial arts-vocational 
training workshops. The film portrays 
eye hazards in these several school ac- 
tivities and recommends specific eye- 
safety equipment for jobs and hazardous 
areas. 

Prints of the new film are available 
for preview and loan without charge or 
may be purchased from the National So- 
ciety for $110. each (color; 16mm). 


School Film Prepared: Iowa Braille 
and Sight Saving School has announced 
the production of a 27-minute documen- 
tary about its students, entitled Blindness 
Is ... The entire production was filmed 
on the IBSSS Campus by the Motion Pic- 
ture Unit of the University of Iowa. 
Danny Kaye narrates the film. 

Blindness Is . . . was premiered in 
Iowa City on October 26 and at the 


IBSSS in connection with the National 
Education Week, November 8. The film 
has been very well received in these 
showings. It is currently available 
through the Motion Picture Unit at the 
University of Iowa, Iowa City, Iowa. 


LEGISLATION 


Grants-In-Aid: A supplement to the 
Handbook on Programs of the U.S. De- 
partment of Health, Education, and Wel- 
fare, has now been published. Grants- 
In-Aid and Other Financial Assistance 
Programs Administered by the U.S. De- 
partment of Health, Education, and Wel- 
fare, lists and describes the various 
forms of financial aid administered by 
the Department. Certain kinds of infor- 
mation are presented uniformly on each 
type of aid—djits purpose; financing; 
method by which Federal funds are dis- 
tributed; matching requirements, where 
these apply; who may receive Federal 
funds; how application for funds is 
made; significant developments during 
the past year; and the legal basis under 
which funds are made available. 1966. 
527. pares, 2. tab. . Catalog VNo. KS 
1.6/6:966 ($3.50). Order from: Super- 
intendent of Documents, U.S. Govern- 
ment Printing Office, Washington, D.C. 
20402. 


PL 89-10 Opportunities: A _ reprint 
from Exceptional Children, May 1966, 
pages 593-598, “Opportunities for Edu- 
cation of Handicapped under Title I, 
Public Law 89-10,” by Romaine P. 
Mackie, is available from the Office of 
Education, U.S. Department of Health, 
Education, and Welfare, Washington, 
D.C. 20201. This article explains that 
Public Law 89-10 and its amendment, 
Public Law 89-818, provide financial 
assistance for handicapped children pro- 
grams. Funds are to be used for the 
expansion of existing programs and the 
extension of new ones. Sample programs 
in curriculum and instruction, identifi- 
cation and evaluation, administration and 
in-service training personnel are pre- 
sented. 


OVERSEAS INFORMATION 


Education of the Blind in Jamaica: The 
Salvation Army School for the Blind at 
Kingston (Jamaica) has over a hundred 
students. Enrollment has trebled in ten 
years and there is now an urgent need 
for a new school on a larger site. Since 
-1958, the students have taken the Ja- 
maica public examinations and, compet- 
ing with all schools in the island, have 


achieved outstanding results; since 1960, 
seven boys and two girls have gone to 
local high schools to take their General 
Certificate of Education, and so far all 
the blind pupils who have taken this 
examination have passed in every subject 
offered. During the past ten years, 38 
students from the Salvation Army School 
have completed their education. Thirty- 
one are now employed, amongst them a 
physiotherapist (trained in England), 
six shorthand-typists and _ telephonist, 
nine farmers and four craftsmen. 
—The New Beacon 


Eskimo Men “Go Blind”: A three-year 
medical study by British physician Dr. 
Arnold Freedman has shown 90 per cent 
of Eskimo men in Labrador begin to go 
blind at the age of 40 because of a 
mysterious disease, the cause of which is 
unknown. The study shows most Eskimo 
men contract the disease, the exception 
being those who hold indoor jobs. It was 
first believed to be related to snowblind- 
ness, but this theory was later disproved. 

—CCB Outlook 


Eye Camps in India: “Eye Camps” 
operated from the Schell Eye Hospital, 
Vellore, India, are described in the Octo- 
ber/November Newsletter of the Royal 
Commonwealth Society for the Blind. 

The camps are intended for the very 
poor in rural areas, and patients are 
usually suffering from ulcers of the eye, 
glaucoma or eye injuries. The eye camp 
team consists of three or four doctors, a 
nursing sister, an operations room as- 
sistant, a pharmacist and domestic staff, 
and usually deals with about 250 to 300 
patients a day. 

A camp lasts for ten days, and costs 
about 1,800 rupees (90 pounds), expenses 
being kept to an absolute minimum. Fif- 
teen camps were held between July 1965 
and June 1966: outpatients numbered 
4,648, inpatients 708, and there were 867 
operations; the total cost was 27,000 
rupees (1,350 pounds). 

—The New Beacon 


Eye Care in the Bahamas: There is a 
well-equipped eye unit in the Princess 
Margaret Hospital in Nassau (built in 
1960 at a cost of 60,000 pounds, of which 
45,000 pounds was raised by local ap- 
peal). It has beds for 14 adults and 20 
children, two consultant ophthalmic sur- 
geons and a specially trained nursing 
staff; 350 operations are performed an- 
nually, including 75 for cataract. So- 
phisticated techniques for the diagnosis 















































and treatment of glaucoma save many 
eyes each year. 

A demonstration of the value of such 
a unit was provided four years ago when, 
following an outbreak of German measles, 
25 babies with bilateral cataract were 
treated successfully. 

—The New Beacon 


PERSONNEL 


Educational Aids Positions Opened: 
The Instructional Materials Reference 
Center of the American Printing House 
for the Blind has openings for profes- 
sional personnel in the development and 
evaluation of educational aids and ma- 
terials for visually handicapped children. 

The development group will have the 
responsibility for development of educa- 
tional aids. This will include develop- 
ment from ideas put forth by educators, 
bringing locally developed aids to pro- 
duction prototype stage and developing 
adaptations of commercially available 
materials so that these could be used by 
visually handicapped children. 

The evaluation operation will be re- 
sponsible for setting up evaluations of 
materials through a series of review 
panels and conducting field tests of ma- 
terials and developing user manuals for 
educational aids. 

Desired requirements include: 

1. A degree in education or psychology 

at or above the B.A. level. 

2. Teaching experience in the field of 
the visually handicapped. 

3. Interest and experience in develop- 
ment of educational materials. A 
background in industrial arts would 
be helpful. 

The salary for these positions is open. 
Interested persons are requested to send 
a Personal Data sheet to: Carl W. Lap- 
pin, Director, Instructional Materials 
Reference Center for the Visually Handi- 
capped, American Printing House for the 
Blind, 1839 Frankfort Avenue, Louis- 
ville, Kentucky 40206. 

Orientation and Mobility Instructor 
Position: The Minnesota Braille and 
Sight Saving School is seeking applicants 
for a position on the staff as an orienta- 
tion and mobility instructor. Applicants 
should have at least one summer session 
of formal orientation and mobility train- 
ing. The salary is open and will be based 
on formal training and teaching experi- 
ence. Persons interested in this position 
are requested to contact: Mr. Louis L. 
Kramer, Principal, Minnesota Braille and 
Sight Saving School, Faribault, Minne- 
sota 55021. 


Teacher for Deaf-Blind Children De- 
sired: Mr. C. E. Ronayne, Superintend- 
ent, Minnesota Braille and Sight Saving 
School, has announced an opening for a 
teacher of deaf-blind children. Mr. Ro- 
nayne has indicated that “This individual 
should be prepared in the area of vision 
or in the area of hearing and would then 
receive special training at Perkins in 
Watertown, Massachusetts. Dr. Water- 
house has already agreed to accept an 
appropriate candidate. After one year of 
training at Perkins, this individual 
would then return to the Minnesota 
School.” 

For additional information on this 
position, contact: Mr. C. E. Ronayne, 
Superintendent, Minnesota Braille and 
Sight Saving School, Faribault, Minne- 
sota 55021. 


PUBLICATIONS 


AAIB 48th Biennial Conference Publi- 
cation: Copies of Proceedings of the 
48th Biennial AAIB Conference, held 
June 26-30, 1966, Salt Lake City, Utah, 
are now available at the AAIB central 
office. The 104-page publication contains 
selective presentations given at the vari- 
ous sessions of the conference including 
the addresses of Dr. Donald Brieland, 
Dr. Berthold Lowenfeld, Miss Freda 
Henderson, Dr. Carson Y. Nolan, Mr. 
Lawrence E. Blaha, Dr. Natalie C. Bar- 
raga, Miss Cornelia Benton, Miss Carol 
Halliday, Mrs. Ruth Holmes, Miss Paul- 
ine M. Moor, Mr. Maurice Tretakoff, Dr. 
Randall K. Harley, Sister M. Rose Imelda, 
Mr. John K. Dupress, Miss June E. Mor- 
ris, Mrs. Ferne K. Root, Mrs. Elizabeth 
Maloney, Mr. Raymond M. Dickinson, 
Mrs. Myrtis Jones, Mrs. Elisabeth D. 
Freund and Dr. Edward J. Waterhouse. 
Also included are the Presidential Report 
of the 1964-66 Biennium by Lee A. Iver- 
son; the AAIB-AAWB Braille Authority 
Report, Bernard M. Krebs; AAIB Finan- 
cial Report and 1966 Budget, R. Paul 
Thompson; Amendments to the Consti- 
tution and By-Laws of the AAIB; Report 
of the Resolutions Committee, Lee Jones; 
Association Business; Report of the 
Nominating Committee, Herbert D. An- 
gus; and Report of the Necrology Com- 
mittee, Dorothy Bryan. 

Copies of the report have been mailed 
to all 1966 AAIB members. Additional 
copies are available to all interested per- 
sons and agencies by writing to the 
AAIB Office (711 14th Street, N.W., 
Washington, D.C. 20005). Price $2.00. 


Blindness Adjustment: Mrs. Mary K. 
Bauman and Dr. Norman M. Yoder in 
their recent book, Adjustment to Blind- 
ness—Re-viewed, have combined to pre- 
sent a volume dealing with the psycho- 
logical and sociological problems of ad- 
justment to blindness. Designed to meet 
the need of counselors related to re- 
habilitation, educators of blind children, 
families of persons with serious visual 
loss, counseling and training units, stu- 
dents and research workers in psychol- 
ogy, medicine, opthalmology and social 
work, this new book makes a major con- 
tribution to the understanding of blind- 
ness and its associated problems. It ex- 
amines the tendency so pronounced in 
recent years to evaluate rehabilitation of 
handicapped and blind persons in rela- 
tion to the individual’s ‘‘adjustment” to 
his handicap. Relevant research in the 
fields of prematurity, impact of the 
handicap on the family, parent-child re- 
lationships, effects of early experience on 
the child’s development; aging, anxiety 
and stress, frustration and _ conflict, 
trauma to the ego, and learning and 
motivation are examined. 

This book may be purchased from the 
publisher, Charles C. Thomas, 301-32 
East Lawrence Avenue, Springfield, Illi- 
nois at $7.50. A limited number of 
copies are still available to persons in 
the education and rehabilitation of the 
blind, at the reduced price of $3.50. 
Orders for copies of the book at this re- 
duced price should be mailed to Person- 
nel Research Center, 1604 Spruce Street, 
Philadelphia, Penna. 19103; checks must 
accompany these orders and should be 
made out to The Committee for Re- 
search on Problems Associated with 
Blindness. 


Blindness Information: Blindness, 1966, 
has been recently published by the Amer- 
ican Association of Workers for The 
Blind, Inc. The Association (1511 K 
Street, N.W., Washington, D.C.) 1966. 
235 pp. This is the third issue of an 
annual published by the Association 
under a grant from the Vocational Re- 
habilitation Administration. The useful 
listing “U.S. Government-Sponsored Re- 
search to Study Blindness,” is again sup- 
plemented. The continuing series “Best 
of the Past for the Present,” is repre- 
sented this year by a reprinting of 
Diderot’s famous “Letter on the Blind 
for the Use of Those Who See.” 

—The New Outlook 
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Braille Book Bank Catalog: The Braille 
Book Bank of the National Braille Asso- 
ciation, Inc., has announced the avail- 
abiltiy of its catalog for the price of 50¢. 
Supplements to the catalog will be sent 
periodically. 

Order from: Braille Book Bank, c/o 
American Red Cross, 74 Godwin Avenue, 
Ridgewood, New Jersey 07450. 


Braille Music Article: Mrs. Rose San- 
sone, Sigma Alpha Iota’s Braille Music 
Project Chairman, has authored a recent 
article in Pan Pipes of Sigma Alpha Iota, 
November, 1966. Mrs. Sansone notes the 
activities and developments at the close 
of the sixth year of the Braille Music 
Project, which serves under the auspices 
of the International Music Fund. 

The Braille Music Project’s original 
purpose was to interest and encourage 
members to learn the codes, fill the local 
needs and to establish a National Braille 
Lending Library. The Project now is a 
many-faceted activity. It has enlarged 
in service and includes dictating to the 
blind musician, dictating onto tapes 
which can be mailed to the blind so that 
he can transcribe for himself at his con- 
venience, and teaches the blind student 
privately in the public school system, and 
also in colleges where increasing num- 
bers are being admitted. A new avenue 
of service was opened at the 1965 Con- 
vention in Minneapolis, that of copying 
music into Bold-Notes (large type) for 
the partially seeing music student. 

Mrs. Sansone, of Miami, Florida, is a 
member of the Miami Alumnae Chapter; 
she is certified by the Library of Con- 
gress in both Literary and Music Braille 
and the author of the Booklet, “Braille 
Music Dictation Guide,” published in 
1965 under the auspices of Sigma Alpha 
Iota. 


Braille Music Magazine: Music for the 
Blind, Ine., an organization devoted ex- 
clusively to the music interests and music 
needs of the blind, publishes the Braille 
Musician. This braille quarterly, pub- 
lished since 1942, is mailed free to sight- 
less musicians and music lovers. A non- 
profit organization, it and the magazine 
are supported solely by contributions. 
Prof. Paul Emerich, editor, includes arti- 
cles by prominent writers and experts, 
condensed essays appearing in leading 
print music periodicals, braille music re- 
views, news, recording reviews, editori- 
als, and inserts of braille scores. 

For more information about Music for 
the Blind and the Braille Musician, write: 





Professor Paul Emerich, Music for the 
Blind, Inc., P.O. Box 796, New York, 
New York 10023. 

—Braille Book Review 


Campfire Girls Book: The Education 
and Recreation Center of the Kansas 
City Association for the Blind has avail- 
able for free loan to any blind person, 
a hand brailled copy of the “Book of the 
Campfire Girls.” Anyone wishing to bor- 
row it should write to Braille Library, 
3821 Flora, Kansas City, Missouri 64109. 

—Braille Book Review 


Ceramics Article: In the November 
issue of Popular Ceramics Magazine, 
there is a three-page feature article en- 
titled, ‘Mud Factory Aids the Blind,” by 
Ceramics Supervisor Lola Owens and 
Center Director Frank Kells. It describes 
the program at the Phoenix Center for 
the Blind, Inc., in some detail, empha- 
sizing how volunteers, both sighted and 
blind, experienced and _ inexperienced, 
create and carry out the many kinds of 
projects. 


Child Development Book: Your Child 
From Six to Twelve, Children’s Bureau 
Publication No. 324 (1966, 98 pp., 25¢) 
gives parents detailed information in a 
practical, easy to read way on the child’s 
total growth and development during the 
vital years from six to twelve. It gives 
special attention to physical, mental and 
emotional changes which occur during 
these years and discusses health, food, 
rest and sleep, clothing, recreation, safe- 
ty, school, the neighborhood, the family 
and the community. 

Copies are available from the Super- 
intendent of Documents, U.S. Govern- 
ment Printing Office, Washington, D.C. 
20402, for 25¢ each with a discount of 
25 percent on lots of 100 or more copies 
sent to one address. 


Childhood Education: The Association 
for Childhood Education International, 
3615 Wisconsin Avenue, N.W., Washing- 
ton, D.C. 20016, has published Readings 
from Childhood Education, an anthology 
commemorating the fortieth anniversary 
of this publication. Price $3.75; 400 pp. 


Color Descriptions for the Blind: 
“Color—How Would You Describe Color 
to a Blind Child,” is a new publication 
just released by the AAIB office. The 
pamphlet contains short, descriptive 
statements about various colors prepared 
by students in the Advanced Instruction- 
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Elementary Level Class of Miss Hazel 
Christiansen, Lansing, Michigan. The 
outstanding work of the students under 
Miss Christiansen’s direction was report- 
ed at the AAIB office by Mr. George W. 
Andersen, Industrial Arts teacher at the 
Michigan School for the Blind. 

Typical excerpts include: “Yellow is 
the sourness of a lemon as it puckers 
your lips.” “Brown smells like burned 
toast.” ‘Pink is the softness of a rose 
petal.” “Green is the coolness of mint.” 

Order copies of the publication from 
the AAIB Central Office (711-14th St., 
N.W., Washington, D.C. 20005). Price 
10¢. 


COMSTAC Reports: Copies of the 
widely read COMSTAC REPORT: Stand- 
ards for Strengthened Services, are still 
available by writing to the AAIB Central 
Office, 711-14th St., N.W., Washington, 
D.C. 20005. The 393-page reference vol- 
ume is available in the paperback edition 
at $3.00 or the library edition (hard- 
bound) at $6.00. 

The National Accreditation Council for 
Agencies Serving the Blind and the Visu- 
ally Handicapped, Inc. (84 Fifth Ave- 
nue, Suite 501, New York, N.Y. 10011), 
successor to the Commission on Stand- 
ards and Accreditation of Agencies Serv- 
ing the Blind, the publisher of the text, 
has recently announced that recorded 
editions of the text will be available on 
or about March 1st and the Braille edi- 
tion will be available about June Ist, 
1967. 


Dental Care Book: The Care of Your 
Children’s Teeth, Children’s Bureau Pub- 
lication No. 439 (1966, 15¢) is a useful 
guide to parents who want their children 
to receive proper dental care. Good den- 
tal health care should start early—when 
a child still has his baby teeth. The 
pamphlet recognizes the value of fluor- 
idated water and urges those parents to 
support efforts to get fluorides added to 
the drinking water in communities where 
it is not now available. 

Copies are available from the Super- 
intendent of Documents, U.S. Govern- 
ment Printing Office, Washington, D.C. 
20402, for 15¢ each with a discount of 
25 percent on lots of 100 or more copies 
sent to one address. 


Education Association Directory: The 
recently published Education Directory, 
1965-1966, Part IV, Education Associa- 
tions, lists National and Regional Edu- 
cation Associations, College Professional 


Fraternities, Honor Societies, and Recog- 
nition Societies (National), State Edu- 
cation Associations, Foundations, Reli- 
gious Education Associations and Inter- 
national Education Associations. 1966. 
134 pp. Catalog No. FS 5.25:965-66/pt. 4 
(55¢). Order from: Superintendent of 
Documents, U.S. Government Printing 
Office, Washington, D.C. 20402. 


Encyclopedia in Braille: The 1966 
World Book Yearbook is now available 
in braille from the American Printing 
House for the Blind. The six volumes are 
priced at $24.30, plus $1.75 postage. 
Field Enterprises Educational Corpora- 
tion, publishers of the World Book En- 
cyclopedia and the Yearbook supported 
the platemaking for the 1966 edition. 
The price of the current Yearbook coy- 
ers the printing and binding costs. 


Foreign Language Publications: Cam- 
bodian, Basic Course, Volume One, Units 
1-45, provides samples of two different 
Cambodian dialects, Standard Cambodian, 
approved style of public education and 
mass communications; and the dialect of 
Phnom Penh, the capital city, which dif- 
fers sharply in phonology. The present 
volume contains units 1-45 of a projected 
100 unit Basic Course. Materials to sup- 
plement this course have been developed 
and fully recorded on tape by the Foreign 
Service Institute of the Department of 
State. 1966. 449 pp. Catalog No. S 
1.114/2:C 14/v.1 ($2.00). 


Turkish, Basic Course, Units 1-30, is 
the first of a projected three-volume 
series. This volume is an introduction to 
spoken Turkish which includes the major 
patterns of simple sentences and a vo- 
cabulary of about 475 high frequency 
items. The text is designed for use in 
classes taught by native-speaking lan- 
guage instructors and is the syllabus for 
about 240 hours of classroom instruc- 
tion. Materials to supplement this course 
have been developed and fully recorded 
on tape by the Foreign Service Institute 
of the Department of State. 1966. 385 
pp., illustrated. Catalog No. S 1.114/2:T 
84. ($2.25). 

Order these texts from: Superintendent 
of Documents, U.S. Government Printing 
Office, Washington, D.C. 20402. For in- 
formation on where tape recordings of 
these texts can be obtained write: Office 
of Information and Publications, Center 
for Applied Linguistics, 1717 Massachu- 
setts Avenue, N.W., Washington, D.C. 
20036. 
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Guidance Information: A report of a 
recent study made of current practices 
and preferred practices in elementary 
school guidance has recently been pub- 
lished. Guidance Services in Elementary 
Schools, a national survey, deals with 
selection of guidance personnel and their 
function, and with concepts of principle 
regarding their schools needs in guidance. 
1966, 143 pp., illustrated. Catalog No. 
FS 5.225:25045. 

Order from Superintendent of Docu- 
ments, U.S. Government Printing Office, 
Washington, D.C. 20402. (55¢.) 


Guide to National Parks and Monu- 
ments: The President’s Committee on 
Employment of the Handicapped has 
published an 81-page Guide to the Na- 
tional Parks and Monuments for Handi- 
capped Tourists. The Guide indicates 
that one of the biggest obstacles in the 
handicapped person’s path to independ- 
ence is the problem of architectural 
barriers. This directory, written in co- 
operation with the Veterans Employment 
Service of the U.S. Department of Labor, 
describes those features of our more than 
200 national parks and monuments which 
are accessible to persons who use wheel- 
chairs or who are severely disabled. 
The publication is available from Super- 
intendent of Documents, U.S. Govern- 
ment Printing Office, , Washington, D.C. 
20402. 


Imagery Tests: The “Stanford Multi- 
Modality Imagery Test for the Blind,” by 
Richard M. Suinn, W. L. Dauterman and 
Bernice Shapiro, appeared in Rehabili- 
tation Counseling Bulletin, September 
1966 (pp. 23-27). The article is a report 
on an experimental test of imagery skill 
conducted with 133 blind adults and 27 
blind children. Rehabilitation Counseling 
Bulletin is published by the American 
Personnel and Guidance Association, 1605 
New Hampshire Ave., N.W., Washington, 
D.C. 20009. 


Income Tax Information: Information 
on the preparation of individual Income 
Tax Forms is now available in braille. 
The three-volume, 293-page information- 
al publication concerning Income Tax 
Form No. 1040, and the one-volume, 50- 
page information booklet describing In- 
come Tax Short Form, No. 1040A can 
be obtained without cost by writing to: 
Division for the Blind and Physically 
Handicapped, Library of Congress, Wash- 
ington, D.C. 20540. 

















Industrial Arts Education: The U.S. 
Government Printing Office has recently 
published a report on a Nation-wide 
study of Industrial Arts in the public 
secondary schools as of the school year 
1962-63. The book, Industrial Arts Edu- 
cation, a Survey of Programs, Teachers, 
Students, and Curriculum, presents in- 
formation on the Industrial Arts pro- 
grams, responsibilities in teaching prac- 
tices of Industrial Arts teachers, and 
Industrial Arts courses and enrollment. 
1966. 1388 pp., illustrated. Catalog No. 
FS 5.233:33038. Order from Superin- 
tendent of Documents, Government Print- 


ing Office, Washington, D.C. 20402 
($1.00). 
Industrial Arts Newsletter: The In- 


dustrial Arts Workshop of the AAIB has 
initiated a newsletter to serve as an 
organ for collecting and reporting the 
on-going work in their area. J. Kirk 
Walter of Connecticut and Charles Ruf- 
fino of Batavia are serving as co-editors. 
The first edition prepared at the New 
York State School for the Blind included 
a digest of activities of I.A. Workshop 
held in connection with the AAIB 48th 
Biennial Conference in Salt Lake City, 
June, 1966, an article on “Power Mechan- 
ics” by J. Kirk Walter and a question- 
naire. 


Journal Concerning Children: Children 
is an interdisciplinary journal for the 
professions serving children. Written by 
and for people whose daily occupations 
are focused on children and young people, 
it publishes articles and comments on 
recent developments, projects, confer- 
ences, studies, films, books and other 
publications. Children keeps its readers 
informed of ways children and young 
people can be helped to meet the chal- 
lenges of this changing world; it is pub- 
lished every two months by the Chil- 
dren’s Bureau. A _ subscription for one 
year may be obtained by sending a check 
for $1.25 (50¢ more for foreign mailing) 
to the Superintendent of Documents, 
U.S. Government Printing Office, Wash- 
ington, D.C. 20402. 

—ACLD Items of Interest 


Large Print Books: National Aid to 
Visually Handicapped (3201 Balboa 
Street, San Francisco, California 94121) 
has recently prepared their Catalog Sup- 
plement, 1966 indicating new titles avail- 
able as of October 1, 1966, November 1, 
1966, and titles projected for completion 
by February 28, 1967. The books avail- 
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able treat the 
literature, 
studies. 

N.A.V.H. is a non-profit, philanthropic 
agency. The present cost of $2.56 per 
volume of the books which they have 
available includes only costs for paper, 
binding and printing. The balance of 
costs are borne by N.A.V.H. through 
voluntary contributions and memberships. 
The true cost per volume approximates 
$5.00. 

For a copy of the Catalog Supplement, 
1966 or for further information, write 
the National Aid to Visually Handicapped. 


subjects of language, 
reading, science and _ social 


Large Type Cookbook: An “Hasy-See” 
three-ring binder cookbook providing 
cooking hints and recipes in large type 
for visually handicapped persons, has 
been prepared by a group of volunteers 
from the Women’s Club of Chevy Chase, 
Maryland. It is obtainable free from: 
Mrs. W. Reeves Tilley, Women’s Club of 
Chevy Chase, 7931 Connecticut Avenue, 
Chevy Chase, Maryland 20015. 

—The Council Bulletin 


Large Type Weekly: The New York 
Times has announced that beginning 
March 6, 1967 it will publish a Large 
Type Weekly. The paper will be a 24-page 
tabloid-size newspaper. The paper will 
contain edited material from the regular 
editions of the Times. A special staff will 
select the materials which will include 
editorials, sports news, business and fi- 
nance news, the arts and entertainment, 
and other suitable subjects. One full 
page will be devoted to the Times cross- 
word puzzle. The paper will have a two- 
column format that will use 18-point 
print. The Times hopes to serve an esti- 
mated six million “visually limited” 
Americans by supplying a_ regularly 
printed newspaper. The weekly will be 
sold by subscription only. A year’s sub- 
scription will cost $29.00 for 52 issues. 
For orders of ten subscriptions or more 
going to one address, there will be a 25 
percent discount. Inquiries and orders 
may be addressed to Large Type Weekly, 
The New York Times, 229 West 43rd 
Street, New York, N.Y. 10036. 

—News Briefs 


Library Guide: The Department of the 
Air Force has recently published, Li- 
braries, When to Buy What—A Buying 
Calendar for Annual Publications. The 
Guide is designed to provide: Assistance 
in the selection of annual publications 
to meet specific library requirements; a 


buying calendar for systematic ordering, 
before publications, of items selected; 
and a digest of bibliographic information 
about annuals. 1966. 32 pp. Catalog No. 
D301: 35:212-1-4/3 (35¢). 

Order from Superintendent of Docu- 
ments, U. S. Government Printing Office, 
Washington, D. C. 20402. 


Mental Retardation Publications: The 
U.S. Department of Health, Education, 
and Welfare has recently published a 
new bibliography of their publications 
concerned with mental health. Mental 
Retardation Publications of the Depart- 
ment of Health, Education, and Welfare, 
contains references arranged under broad 
subject headings. A brief description of 
the contents of each publication and how 
it may be obtained are included for each 
entry. Publications of private agencies 
and of state and local governments have 
not been included. 

Single copies of this bibliography may 
be obtained from the Secretary’s Com- 
mittee on Mental Retardation, Depart- 
ment of Health, Education, and Welfare, 
Washington, D.C. 20201. 


Mobility and Orientation Skills Book: 
The Michigan School for the Blind (715 
West Willow, Lansing, Michigan 48906), 
has recently published a curriculum guide, 
Pre-Cane Mobility and Orientation Skills 
for the Blind. The guide is for use by 
the classroom teacher, and provides for 
specific examples of activities, lesson 
plans and reference materials to ensure 
the student’s readiness for instruction 
by a mobility specialist. 

—The New Outlook 


Newsletter Available in Braille: The 
Royal Bank Newsletter is now in Braille. 
A copy in French or English may be 
obtained at no charge since the news- 
letter is sponsored by the bank as a 
service to blind Canadians. For many 
years this monthly bulletin has been 
essential reading for thousands of well- 
informed Canadians across Canada. Deal- 
ing in depth with a variety of topics from 
the United Nations to family life, the 
Royal Bank Monthly is widely read. 
Canadians may write for a copy to the 
CNIB Library, Toronto, indicating pref- 
erence for French or English. 

—National News of the Blind 


Orientation & Mobility Workshop 
Newsletter: The Orientation and Mo- 
bility Workshop of the AAIB plans to 
publish a bi-monthly newsletter. Articles 
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concerning orientation and mobility for 
the blind will be included in the publica- 
tion. Mr. Terrence R. Clark, Mobility 
Instructor Rehabilitation Center, Insti- 
tute, West Virginia, 25112, will serve as 
editor. 


Parent Counselling: Mr. T. V. Thomas 
has recently authored an informative 
article, “Counselling Parents of Pre- 
school and School Age Children,” appear- 
ing in The Chronicle, official organ of the 
New Zealand Foundation for the Blind 
(P.O. Box 9008, Newmarket, Auckland, 
New Zealand) Vol. 1, No. 37, July 1966, 
p. 21-27. He gives advice to counselors in 
working with parents of pre-school chil- 
dren and offers remedies for specific 
problems. 


Parenthood Planning: The California 
Council of the Blind, Inc. (2417 Green- 
wich St., San Francisco, Calif. 94123) has 
available for distribution a limited num- 
ber of braille pamphlets entitled ‘Plan 
Your Children for Health and Happi- 
ness,” published by the Planned Parent- 
hood organization. Copies will be mailed 
to interested persons upon request. 


Perceptually Handicapped Child Publi- 
cation: The Proceedings - Explorations 
Into the Problems of the Perceptually 
Handicapped Child, is a compilation of 
the views of outstanding authorities in 
the field of learning disabilities ex- 
pressed at the April, 1963 Conference 
sponsored by The Fund for Perceptually 
Handicapped Children, Inc. Copies of the 
Proceedings are available at $1.50 each 
and may be purchased by sending a check 
and order to LEARN, Box 656, Evan- 
ston, Illinois. —Perception 


Phenylketonuria Bibliography: A_ se- 
lected, annotated list of references on the 
major aspects of research on phenylke- 
tonuria prepared for public health work- 
ers, program planners in the field of 
mental retardation, and individual prac- 
titioners is now available. Phenylke- 
tonuria—A Selected Bibliography, con- 
tains references arranged under the fol- 
lowing subject categories: general, 
methods of detection and diagnosis, sur- 
veys and case-finding, dietary manage- 
ment and treatment, variations in intel- 
ligence, diets and recipes, material for 
lay persons and parents, genetic aspects, 
metabolic aspects, clinical and patho- 
logical findings and experimental phenyl- 
etonuria. The publication is available 
from: Superintendent of Documents, U. 





\ 























S. Government Printing Office, Wash- 
ington, D.C. 20402. (45¢) 


Physical Education Book: Dr. Charles 
EK. Buell’s recently published book, 
Physical Education for Blind Children, is 
available by writing to the publisher, 
Charles C. Thomas, 301-327 E. Lawrence 
Avenue, Springfield, Ill. 62703 (1966, 224 
p. $9.00). Dr. Buell, formerly the Athletic 
Director of the California School for the 
Blind at Berkeley, has based this text- 
book upon his 25 years of experience as 
a teacher of blind children. Various 
sports and competitions which have been 
adopted for the blind are described in 
Chapter Seven. 


Reading Disabilities: John Money, 
Ph.D., of Johns Hopkins University School 
of Medicine, is the author of a 1966 book 
for educators, The Disabled Reader. It is 
a collection of papers on reading disa- 
bilities and their remediation. The theory, 
information on teaching methods and 
program organization, examples, glos- 
sary, general bibliography, selected bibli- 
ography of tests, and the critique on 
methods for teaching reading are in- 
cluded in this book. It explains how to 
find children who have disability and 
provides an introduction to exercises and 
other materials necessary to deal with 


reading problems. Order from: The Johns 


Hopkins Press, Baltimore, Maryland 


21218 ($8.50). 


Recreational Newsletter: A _ free 
monthly newsletter is now available from 
the Information Center-Recreation for 
the Blind. The newsletter and other ma- 
terials on recreation can be obtained by 
writing to the Center at Southern II- 
linois University, Carbondale, Illinois 
62903. 

—The New Outlook 


Rubella Bibliography: The Children’s 
Bureau, U.S. Department of Health, Edu- 
cation, and Welfare has published a five- 
page “Selected Bibliography on Ru- 
bella.” The bibliography is available 
from the Children’s Bureau, U.S. Depart- 
ment of Health, Education, and Welfare, 
Washington, D.C. 20201. 


Rubella Information: A four page in- 
formative paper by Jane S. Lin-Fu, ‘“‘Ru- 
bella,” which discusses early diagnosis, 
treatment, and rehabilitation for infants 
born with the rubella syndrome, has re- 
cently been published. Order from Chil- 
dren’s Bureau, U.S. Department of 
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Health, Education, and Welfare, Wash- 
ington, D.C. 20201. (4 pp.) 


Services for the Handicapped: An Oc- 
tober 1966 list of directories with infor- 
mation on services for the handicapped 
is now available. This list will help those 
with referral responsibilities locate hard- 
to-find services for children and youth 
with special needs. A copy can be ob- 
tained by writing Earl C. Graham, Li- 
brarian, National Society for Crippled 
Children and Adults, 2023 West Ogden 
Avenue, Chicago, Illinois 60612. 

—ACLD Items of Interest 


Special Education Personnel: The U.S. 
Department of Health, Education, and 
Welfare has published a Directory of 
Special Education Personnel. The 18- 
page directory is available from the 
Superintendent of Documents, U.S. Gov- 
ernment Printing Office, Washington, 
D.C. 20402. (15¢) 


Special Reports Available: Copies of 
“Report of the AAIB Scouting Com- 
mittee,’ June, 1966, and “Report of the 
American Junior Blind Bowling Asso- 
ciation,” June, 1966, are available on re- 
quest from the AAIB Central Office. 
These reports were presented at the 
AAIB 48th Biennial Conference in Salt 
Lake City, Utah, June, 1966. 


Speech Information: Two Technical 
Circulars have recently been prepared 
by Mr. Alfred Korb, Division for the 
Blind and Physically Handicapped, Li- 
brary of Congress. TECH 66-8 dated 
November 21, 1966, discusses the Sym- 
posium on Compressed Speech which 
was initiated and implemented by the 
Division for the Blind and Physically 
Handicapped. The Symposium was held 
on October 19-22, 1966 at the University 
of Louisville, Louisville, Kentucky. It 
was hosted and sponsored by the Univer- 
sity of Louisville under the leadership 
of Dr. Emerson Foulke. Included with 
this report, are definitions of fast, con- 
strained, rapid, slow and _ expanded 
speech. 

TECH 66-9, dated November 23, 1966, 
discusses further the subject of Rapid 
Speech and discusses the applications 
for Rapid Speed listening. 

Copies of these circulars are available 
free of charge by writing: Division for 
the Blind and Physically Handicapped, 
Library of Congress, Washington, D.C. 
20540. 


Television Ophthalmoscopy: The Na- 
tional Institute of Neurological Diseases 
and Blindness has published Television 
Ophthalmoscopy, Proceedings of NINDB 
Workshop, 1965. This publication is a 
report of a workshop sponsored by the 
NINDB in 1965 for the purpose of evalu- 
ating the desirability of further research 
and development of tlevision ophthalmos- 
copy. 1966, 150 pages illustrated. Cata- 
log No. FS 2.22:Op 2 ($1.00). 

Order from Superintendent of Docu- 
ments, U. S. Government Printing Office, 
Washington, D. C. 20402. 


Visual Aids Article: “Visual Aids for 
Subnormal Vision,” by Gerald Fonda, ap- 
peared in American Academy of Ophthal- 
mology and Otolaryngology. Transac- 
tions. (15 Second Street, S.W., Rochester, 
Minn. 55901) May-June 1966, p. 358- 
366. The article is the text of a speech 
presented by the author at the 70th an- 
nual session of the Academy in 1965. 

—The New Outlook 


Volunteer News: Mrs. Maxine B. Dorf, 
Head, Volunteer Services Section, Division 
for the Blind and Physically Handi- 
capped, Library of Congress, publishes 
periodically an informative news _ re- 
lease, Volunteer News. The publication 
deals with activities of and items of 
interest concerning Volunteer Braille 
Transcribers and Proof Readers. Per- 
sons desiring to be included on the mail- 
ing list to receive this publication should 
write: Mrs. Maxine B. Dorf, Head, Vol- 
unteer Services Section, Division for the 
Blind and Physically Handicapped, Li- 
brary of Congress, Washington, D.C. 
20540. The publication is free of charge. 


VRA Project Reports: The Vocational 
Rehabilitation Administration has recent- 
ly released reports on the following proj- 
ects: The Blind: Space Needs for Re- 
habilitation. (RD 672) F. Cuthbert Sal- 
mon and Christine F. Salmon, Office of 
Engineering Research, Oklahoma 74075. 
82 pages. $2.50. 

This report states what architects and 
administrators need to know to create 
an efficient rehabilitation center for the 
blind. 

Based on a study of 14 rehabilitation 
centers and institutions for the blind, 
it tells how to pick a site for the center 
and how much space is needed to con- 
duct various rehabilitation activities. Ac- 
tivities include communications, mobility 
and orientation, physical conditioning, 
and techniques of daily living. 
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A Mobility Aid for the Blind to Sup- 
plement the Cane. (RD 1107) K. W. 
Gardner, Stanford Research Institute, 
333 Ravenwood Ave., Melnlo Park, Cali- 
fornia 94025. 70 pages. 

With the support of both VRA and 
Seeing Eye, Inc., Stanford Research In- 
stitute produced an experimental de- 
vice weighing about 2 pounds and worn 
on the chest, to detect objects above the 
waist, supplementing the cane which 
many blind people use in traveling. It 
employs a photocell and originates sig- 
nals which bounce off the object and are 
heard by the blind person. The report 
notes certain limitations in the use of 
this device as presently designed. 


The Rehabilitation Services for the 
Blind—A Pilot Study. (RD 1969) M. 
Anne McGuire, the Jewish Guild for the 
Blind, 1880 Broadway, New York, N.Y. 
10023. 92 pages. 

Firmly convinced that blind persons 
get far more benefit from rehabilitation 
services received at the earliest possible 
time, the Guild conducted a 1-year ex- 
ploration into the regrettably long lag 
that often exists between onset of severe 
visual problems and beginning of reha- 
bilitative programs. Emphasis in the 
study was on the extent of the time lag, 
the reasons for it, and ideas for reducing 
it as much as possible. 

—Rehabilitation Record 


RESEARCH 


Brain Research at Sussex University: 
An important scientific project is to be 
started at the University of Sussex un- 
der Dr. A. M. Uttley. The work, which 
is being supported by a Science Research 
Council grant of 72,000 pounds over a 
period of five years, is concerned with 
the application of pattern recognition 
theory to our understanding of the or- 
ganization of nerve cells in the brain 
by using a computer to set up simulated 
models. 

Dr. Uttley has also been awarded a 
grant by St. Dunstan’s (of 7,000 pounds 
per annum for five years) to support re- 
search at Sussex on reading aids for the 
blind. In addition, the Carnegie Insti- 
tution of Washington has made a grant 
of 9,000 pounds in support of Dr. Utt- 
ley’s research work. 

It is hoped that the program of re- 
search will extend our understanding 
of (a) the part played by the brain in 
perception and learning; (b) methods 
by which machines can be designed to 
carry out similar processes; and (c) 














ways of converting visual into auditory 
signals for the blind. 

The Science Research Council has also 
made an award, of 19,000 pounds, to 
Professor N. S. Sutherland, head of the 
Laboratory of Experimental Psychology 
at Sussex. He will be comparing models 
of perception and learning with data 
derived from psychological studies of 
human and animal subjects. 

It is hoped that this brain research at 
Sussex will provide a clearer insight 
into the functional organization of the 
brain and the way in which it controls 
behavior; it should also lead to im- 
provements in the development of com- 
puters by enhancing their ability to 
perform tasks of pattern recognition and 
information retrieval. 

—The Teacher of the Blind 


Ophthalmic Research Grants: The See- 
ing Eye recently approved five grants 
totaling $120,333 in the fields of oph- 
thalmie research facilities and mobility 
devices. Recipients of the building fund 
grants were Columbia Presbyterian In- 
stitute of Ophthalmology, The Retina 
Foundation of Boston, The Jules Stein 
Eye Institute, Los Angeles, and Yale 
University Medical School’s Department 
of Ophthalmology. The Stanford Re- 
search Institute received a grant of $20,- 
000 for an experimental mobility aid 
device. These latest grants brought to 
$297,375 the total amount invested in 
other activities during the year. 

—The Seeing Eye Guide 


Refraction Research: Under a grant 
from the American Optometric Founda- 
tion, the Massachusetts College of Op- 
tometry will make a study comparing 
refractions of the diabetic to the non- 
diabetic patient. Refractions are to be 
done at various times of the day, with 
each patient undergoing the same habits, 
such as eating the same meals, etc. The 
purpose of this research is to determine 
the best time of day to refract the dia- 
betic patient, whether it is better to do 
the refraction in the morning, after in- 
sulin, later in the day, when the blood 
sugar may be elevated or if the time of 
refraction is a factor. 

This will be a continuation of the 
work done with diabetics at the Elliott 
P. Joslin Camp in Charlton, Massa- 
chusetts. E. Bruce Kirn, a senior at MCO 
will conduct the research. 


Research Grants Announced: To find 
new methods of helping the handicapped 


Li 


through research, the Vocational Re- 
habilitation Administration awarded 75 
research and demonstration grants total- 
ing $3,786,070 during the fourth quarter 
of 1966. Of grants made in October, No- 
vember, and December, 23 totaling $1,- 
116,325 were for new projects and plan- 
ning. The remaining 52 totaling $2,669,- 
745 were for continuations of previously 
approved grants. 

VRA’s grants were made to universi- 
ties, rehabilitation centers, hospitals, 
voluntary organizations, State rehabili- 
tation agencies, scientific institutions, 
and other public and nonprofit groups. 

In addition to research grants, VRA 
awards teaching grants, fellowships, and 
traineeships to develop competent work- 
ers in the professional fields which con- 
tribute to vocational rehabilitation. The 
agency also administers a national re- 
habilitation program through state and 
voluntary agencies which placed 154,0000 
disabled people into production work 
during the past year. 


Research on Eyes: Scientists, trying 
to learn how a nervous system works, 
are looking at the world through flies’ 
eyes. They say they’ve gotten so good 
at it they can tell rather precisely what a 
fly sees and how well—as it buzzes away, 
transfixed, in a special fly “Planetarium.” 
The eye test is part of a program to 
study the entire nervous system to find 
how it works. Scientists hope, for in- 
stance, to see how light received by the 
eye is translated into consciousness and 
action. Ultimately, the research could 
help development of electronic eyes that 
read print. 

—The Kansas City Star 


Research to Serve the Blind: Dr. J. A. 
Moorhouse of the Winnipeg General Hos- 
pital recently received a grant of $1,350 
from The E. A. Baker Foundation for 
Prevention of Blindness. The grant will 
aid Dr. Moorhouse in his research re- 
lating to the tactical sense or sense of 
touch in the fingers of diabetics. Dia- 
betes is a serious cause of blindness and, 
in addition, often develops circulatory 
problems in the fingers which prevent 
the blind diabetic from reading Braille 
and using the fingers as a sense of 
touch. 

The award was one of seven grants 
made by the Baker Foundation in the 
past six months. 

—National News of the Blind 


Rubella Vaccine Predicted: Predictions 
of a vaccine against rubella before an- 


other major epidemic were issued at an 
international conference on _ vaccines 
sponsored by the World Health Organiza- 
tion and the Pan American Health Or- 
ganization. Speaking at a news meeting 
during the Washington gathering, Dr. 
Harry M. Meyer, Jr., said it no longer 
seems doubtful that a vaccine will be 
developed within a reasonable time. Dr. 
Meyer is associated with the Division of 
Biological Standards at the National In- 
stitute of Health. 
—The New Outlook 


Visual Perception Research: The Na- 
tional Institute of Neurological Diseases 
and Blindness, Public Health Service an- 
nounced today the awarding of a 3-year 
research grant of $62,000 to Dr. Vonne Bs; 
Porter, Dean of the Southern College of 
Optometry and Mr. William F. Wiseman, 
Research Associate. 

The research investigation, which was 
begun with supporting funds from SCO, 
will concentrate on one form of un- 
stable visual perception known as the 
“Troxier Effect.” This is a condition 
where peripheral targets tend to dis- 
appear when a steady fixation point 
is maintained. 

Dr. Porter joined the faculty at SCO 
in 1963 as Professor of Psychology and 
Research Coordinator. Mr. Wiseman was 
appointed Research Associate in 1964. 

—AOA News 


SCHOLARSHIPS 


Stipends for Teachers, Summer 1967: 
Stipends of $200 each will be made avail- 
able by the American Foundation for 
the Blind to qualified educators of blind 
and visually-handicapped children who 
enroll in certain summer courses and 
workshops during the summer of 1967. 
Applicants must be administrators, su- 
pervisors, or teachers who will be em- 
ployed full-time in educational programs 
for blind and visually handicapped stu- 
dents for the 1967-68 academic year. The 
deadline for receipt of completed ap- 
plications is May 1, 1967. For further 
information and application form, write 
to: Mr. Huesten Collingwood, Director, 
Personnel and Training Service, Amer- 
ican Foundation for the Blind, 15 West 
16th Street, New York, N.Y. 10011. 

—The New Outlook 


VISION-PROBLEMS, INFORMATION 


Cataract and Glaucoma Publication: A 
Public Health Service Pamphlet, “Hope 
Through Research Series—Cataract and 
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Glaucoma” is available from: Superin- 
tendent of Documents, Government 
Printing Office, Washington, D.C. 20402. 
(No. 99; price 15 cents) 


Eye First Aid: Dr. Frank Newell, of 
the University of Chicago Clinics, speak- 
ing at the National Conference on Dis- 
aster Medical Care, said, “Much ocular 
disability may be prevented if it is rec- 
ognized that, despite the eye’s delicate 
function, it is responsive to treatment.” 

Sixty seconds to ninety seconds may 
mean the difference between blindness 
and a momentary discomfort should you 
receive a chemical burn in the eye. A 
simple treatment might be the answer 
to save an eye (or eyes). The idea is to 
dilute the chemical with water as fast 
as possible and this can be done ex- 
pediently by placing the face in a water- 
filled bucket or sink, and opening the eye 
under water. It might be necessary to 
pull the lids apart. After the chemical 
has been thoroughly diluted, seek med- 
ical aid. 

—Chicago Daily News 


Eye Problems of Preschool Children: 
“Your Preschool Child’s Eyes,” pub- 
lished by the Children’s Bureau, U.S. De- 
partment of Health, Education, and Wel- 
fare, present symptoms of eye trouble 
and stresses the importance of eye ex- 
amination by age three even in the child 
with no symptoms of defective vision. 
The 15-page publication is available from 
the: Superintendent of Documents, U.S. 
Government Printing Office, Washington, 
D.C. 20402. (15 cents) 


Mascara Pencils Spread Trachoma: 
Dr. Phillips Thygeson of the University 
of California’s Proctor Foundation at 
San Francisco told a conference spon- 
sored by Research to Prevent Blindness, 
Inc. that the swapping of Mascara 
pencils by school girls to adorn their eye- 
lids has been found to be a dangerous 
new avenue for spreading trachoma, the 
world’s leading cause of blindness. The 
disease, an infection of the eyelids caused 
by a virus-like germ, affects approxi- 
mately one-sixth of the world’s popu- 
lation—mostly in Africa. Dr. Thygeson 
also said that the inter-change of mas- 
eara pencils can spread germs of an- 
other eye disease called ‘follicular con- 
junctivitis” but noted that this malady 
rarely causes any permanent eye dam- 
age. 

—CCB Outlook 





Vision Screening Information: Vision 
Screening of the Preschool Child, by 
Roberta A. Savitz, Robert B. Reed, and 
Isabelle Valadan, has been published by 
the Children’s Bureau of the U.S. De- 
partment of Health, Education, and Wel- 
fare. This descriptive study, limited to a 
small number of subjects, was under- 
taken to test several visual functions 
with available procedures, to clarify the 
abilities and preferences of young pre- 
school children with respect to these 
procedures, and to detect vision problems 
in the population studied. Available 
from: Superintendent of Documents, U.S. 
Government Printing Office, Washington, 
D.C. 20402. (1964, 7 pages, price: 45¢) 


MISCELLANEOUS 


Art Specialist Available for Special 
Instruction: Miss Charlotte Haupt, sculp- 
tor, teacher, and lecturer, is available 
for conducting special workshops in art 
for the visually handicapped. Miss Haupt 
has been a Workshop Consultant to 
teachers of sighted as well as blind 
children. In 1965 and 1966, she conducted 
special summer education courses, “Art 
for the Handicapped,” at Columbia Uni- 
versity. During the summer 1966 she 
taught a similar course at William and 
Marys College. This was followed by six 
weeks of special consultative service 
which she gave to a “Catch up Project” 
for 600 disadvantaged negro children in 
Dinwiddie County, Virginia. 

Persons interested in sponsoring work- 
shops or special institutes under the di- 
rection of Miss Haupt may be able to 
contact her at 15 West 75th Street, New 
York, New York 10023. 


Architectural Barriers Study: Search- 
ing for more ways to eliminate archi- 
tectural barriers, the Vocational Re- 
habilitation Administration has 
proved a grant to the National League of 
Cities for a two-fold study which will 
examine state and local laws as well 
as work being done by non-government 
agencies in reducing barriers. The prob- 
lem of gaining access to buildings af- 
fects a quarter of a million people in 
wheelchairs and a similar number of 
other persons wearing heavy leg braces. 
There are 5 million people with heart 
conditions. There are about 150,000 peo- 
ple with artificial limbs, and there are 
about 18 million people over 65 who 
would benefit by easier access to build- 
ings. 

It was the magnitude of the prob- 
lems which last year prompted John W. 


ap- 


19 


Gardner, Secretary of the Department of 
Health, Education, and Welfare, to ap- 
point a National Commission on Archi- 
tectural Barriers to work with VRA 
Commissioner Mary E. Switzer on seek- 
ing ways to solve the “barrier” problem 
in the construction which lies ahead, as 
well as modifying present buildings with 
ramps, hand rails, lowered drinking foun- 
tains, and other measures developed by 
the American Standards Association 
(ASA). 

Under the VRA-sponsored project, the 
National League of Cities will study 
state and local laws enacted to help the 
handicapped gain access to buildings. 

The study, which is expected to take 
one year, will include a survey of the 
public’s awareness of the problems which 
handicapped persons have in gaining ac- 
cess to buildings. The amount of the 
federal grant has not yet been ap- 
proved, but is expected to be approxi- 
mately $70,000. 

—The Braille Monitor 


Blind Artist Cited: Gilmore Hanko, of 
Vancouver British Columbia, has been 
cited for his artistic paintings. Painting 
was only a hobby, but when Hanko lost 
his sight, he made up his mind that he 
would become the world’s first profes- 
sional blind artist. After devising a spe- 
cial technique and getting down to seri- 
ous work, 29 dramatic canvasses were 
accepted by the Royal Galleries in Mon- 
treal for a one-man show. Last year 
one of his paintings was part of an 
exhibition at the Montreal Museum of 
Fine Arts. 

Mr. Hanko indicates that he paints 
from mental impressions of things he 
remembers—and knows what he’s doing. 
He outlines his abstract impressions 
with fine copper wire, then paints the 
various sections. 

—The Vancouver Province 


Blind Educator Dies: Mr. Louis W. 
Rodenberg, past Superintendent of the 
Braille Print Shop at the Illinois Braille 
and Sight Saving School, died on No- 
vember 15, 1966. Mr. Rodenberg was an 
outstanding contributor to the develop- 
ment of Literary Braille and Braille Mu- 
sic Notation. He received many honors 
including the Migel Award in 1943. 

Mr. Rodenberg created the Illinois 
Braille Messenger, a quarterly publica- 
tion for the blind, and remained its editor 
until his death. He authorized Key to 
Braille Music Notation, published in 1925 
and co-authored the Notatione Musicale 


Internationale Braille in 1929 following 
his serving as a delegate to the Inter- 
national Conference on Braille Music in 
Paris. In 1952 he was the U.S. delegate 
to the World Council on Braille held 
under the United Nations in London and 
co-authored Standard English Braille at 
that time. 


Handicapped American for 1966: Art 
Edgerton, a blind radio-TV newsman and 
jazz musician, of Toledo, Ohio, who 
earned his own way to three college de- 
grees, has been named Handicapped 
American of the Year by the President’s 
Committee on Employment of the Handi- 
capped. He will receive the President’s 
Trophy at the Annual Meeting of the 
President’s Committee on April 27, 1967, 
in the Washington Hilton Hotel. 

Egerton, 88, works the 4:30 p.m. to 
12:30 a.m. “trick” on the news desk of 
WTOL Radio and TV in Toledo where he 
writes the news for late night and 
morning broadcasts. He also serves as 
Music Director for the station since he 
is an excellent percussionist, organist and 
pianist. 

Edgerton was cited for his determina- 
tion and the outstanding example he 
has set for other handicapped persons. 
In addition, he has been extremely ac- 
tive in Toledo and Ohio in promoting 
employment of the handicapped. For the 
past two years he has covered the An- 


nual Meeting of the President’s Com- 
mittee and has interviewed many of the 
participants. 


UCLA Eye Institute Opens: Dedica- 
tion ceremonies on November 3, 1966 set 
the stage for the opening of the $6 
million Jules Stein Eye Institute at the 
UCLA Center for Health Sciences. The 
new facility, one of the largest and most 
complete of its kind in the nation, was 
named for philanthropist Jules Stein, 
who is chairman of the board of MCA, 
Inc., and was at one time a practicing 
ophthalmologist. 

Highlight of the event was the an- 
nouncement by the trustees of ‘Research 
to Prevent Blindness, Inc.,” of the first 
award of $25,000 for distinguished scien- 
tific contribution in the field of ophthal- 
mology and the prevention of blindness. 

The five-level 83,000 square foot in- 
stitute houses the most modern teach- 
ing and research facility, three pow- 
erful electron microscopes, a _ 60-bed 
hospital unit, specially equipped oper- 
ating rooms, an out-patient clinic which 
can serve 2000 patients monthly, over- 
head operating room microscopes that 
magnify minute surgical procedures, 
closed circuit television capable of in- 
itiating worldwide broadcasts via space 
satellites, TV monitoring of patients 
from nursing stations, and a _ special 
audio system for patients unable to see. 
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AGENCY INFORMATION 


AAIB-AAWB Braille Authority Mem- 
bership Announced: The American As- 
sociation of Instructors of the Blind and 
the American Association of Workers of 
the Blind have recently announced that 
the membership of the AAIB-AAWB 
Braille Authority, the nationally recog- 
nized body for the review, research and 
development of existent or needed braille 
codes, has recently been enlarged from 
three to five members. Persons named 
to the Authority are: Mr. Bernard M. 
Krebs, one-year appointment; Mrs. Max- 
ine B. Dorf, two-year appointment; Miss 
Marjorie S. Hooper, three-year appoint- 
ment; Mrs. Alice Mann, four-year ap- 
pointment; and Mrs. Freda Henderson, 
five-year appointment. 

Members of the Authority are ap- 
pointed by the Presidents of the AAIB 
and AAWB. Deliberations and decisions 
of this body are presented to the mem- 
bership of the two sponsoring associa- 
tions at their national conferences for 
consideration and adoption by the mem- 
bership. Persons are selected for mem- 
bership on the Authority on the basis of 
their professional positions and_ back- 
ground, their thorough understanding of 
braille codes and their willingness to 


render 


service in a most 


responsibility. 


CEPS-DVH Activities: The Council for 
the Education of the Partially Seeing, 
held several important meetings in con- 
nection with the CEC International Con- 
vention at St. Louis, Missouri, March 
28-381. A workshop was held Tuesday, 
March 28, at which 28 persons were 
present. The joint AAIB-CEPS Lunch- 
eon, Wednesday, March 29, attracted 
approximately 60 people. The annual 
business meeting was held Wednesday 
afternoon, March 29, and had two impor- 
tant tasks. The Constitution and By- 
laws were passed with Dr. Leo Cain, 
President of Palos Verdes College, Cal- 
ifornia, and a past president of CEC, 
acting as parliamentarian. 

The name of CEPS was changed to 
Division for Visually Handicapped: Par- 
tially Seeing and Blind. The purpose 
was broadened to read: “The purpose of 
the Division shall be to advance the 
education and training of children and 
youth with visual handicaps which im- 
pede their educational progress; to bring 
about a better understanding of the edu- 
cational, emotional, or related problems 
which may be associated with visual 
handicaps; to encourage the study of 


important 


new ideas, practices, and techniques to 
disseminate this information widely 
through professional meetings, work- 
shops, and publications; to initiate or 
cooperate in research or demonstration 
projects and studies; to maintain the 
standards established for a division by 
the Council.” 

An office was added, that of the vice- 
president. Regional representatives, the 
Newsletter editor, and the chairmen of 
the standing committees were added to 
the executive board. 

DVH officers elected include; Dr. Ran- 
dall Harley, president; Miss Madge Les- 
lie, past-president; Mrs. Clara Robert- 
son, president-elect; Mrs. Lou Alonso, 
vice-president; Mrs. Dorothy Bryan, 
Mrs. Joyce Bromley, Miss Olive Chase, 
Mrs. Pat Carpenter, Miss Helen Gib- 
bons, Mrs. Loetta Hart Hunt, Mr. Mau- 
rice Olsen, Dr. Ralph Peabody, and Miss 
Evelyn Rex, directors. Elected to the 
CEC Board of Governors to take office 
May 31—Miss Madge Leslie. Mr. Don 
Walker was appointed editor of the 
Newsletter. Committee chairmen ap- 
pointed were Dr. Gwen Retherford, Leg- 
islative; and Miss Helen Gibbons, Pro- 
fessional Standards. The rest of the 
chairmen will be appointed by the presi- 
dent. Regional Representatives are: New 
England—Miss Charlotte Cooper, Mrs. 
Wilma Hull; South Central (East)— 
Mrs. Dolores Price, Miss Betty Sue Hill; 
North Central (Midwest)—Miss Peggie 
Chambers; Northwest—Miss Lucille Til- 
lotson; North Central (East)—Mrs. Lou 
Alonso; Middle Atlantic—Miss Elinor 
Long; South Atlantic—Mr. Robert S. 
Bray; and Southwest—Miss Beatrice M. 
Woof. 

A joint AAIB-DVH Board Meeting 
was held March 30. A number of spe- 
cific and excellent suggestions were 
made, which will enable the two groups 
to work more closely together for the 
common good of children who are visu- 
ally handicapped. The suggestions which 
were made were discussed further at the 
final DVH executive board meeting on 
Friday, March 31. The recommendations 
will also be presented to the AAIB Board 
of Directors at its October 1967 meeting. 


Computer-Based Teacher Service: The 
National Education Association has es- 
tablished a nationwide computer-based 
system to help teachers and counselors 
find the job they want and to help school 
systems fill their vacancies. The system, 
called NEA SEARCH, will match job 
openings with job seekers, using elec- 


tronic data-processing equipment for 
speed, accuracy and low cost. 

Teachers and school counselors may 
apply by completing and mailing “Form 
T/Teachers Questionnaire” supplied by 
NEA. The annual registration fee for 
applicants is $8.00. Applicants this year 
will be restricted to those seeking full- 
time positions in public and _ private 
schools, kindergarten through grade 12. 
NEA SEARCH may eventually be ex- 
panded to serve college faculty, school 
administrators, school nurses, teacher 
aides and others. 

Employers may request “Form V” in 
order to indicate the basic qualifications 
desired in an employee. They then pay 
$4.00 for each name they receive. It is 
possible for an employer to stipulate the 
number of names desired. The computer 
will furnish the names in descending 
rank order according to how closely they 
conform to the requirements laid down 
by the employer. 

For further information write: NEA 
SEARCH, 1201 16th Street, N.W., Wash- 
ington, D.C. 20036. 


DVH Invites Membership: Officers of 
the Division for the Visually Handi- 
capped: Partially Seeing and Blind, a 
Division of the Council for Exceptional 
Children, encourage all persons inter- 
ested in the education of the visually 
handicapped children to affiliate with 
their organization. Any member of CEC 
may obtain membership in DVH. Mem- 
bership dues are $3.00 a year, and in- 
clude a subscription to the DVH News- 
letter, a quarterly publication. Persons 
wishing to obtain a membership, should 
submit their name, address and CEC 
Chapter affiliation, together with their 
check to: Council for Exceptional Chil- 
dren, 1201 Sixteenth Street, N.W., Wash- 
ington, D.C. 20036. 


Music Programs for Visually Handi- 
capped Students: Michigan State Univer- 
sity, where the 1966 AAIB sponsored 
Summer Youth Music Program for 
visually handicapped students was con- 
ducted, has extended invitation to the 
students who participated in the pro- 
gram 1966 to participate in the regular 
1967 Summer Youth Music Program. 
The current program however will not 
include special features of the 1966 
special program. Student enrollment fee 
will be $160. For further information 
write: Dr. Robert Sidnell, Director, Sum- 
mer Youth Music, Dept. of Music, Michi- 
gan State University, E. Lansing, Michi- 
gan 48823. 


RFB Grant: The Seeing Eye has 
recently approved a grant of $50,000 to 
Recording for the Blind, New York 
City. The money will be used to assist 
RFB in its new five-year program to 
change over from recording on discs to 
recording on tape, thus permitting the 
organization to serve many more persons 
interested in acquiring a higher educa- 
tion or vocational training. 


Teachers and MHouseparents Obtain 
AAIB Certification: Interest remains 
high in the obtaining of AAIB Certifi- 
cation. In the period from June 1, 1966- 
March 31, 1967, the following certifi- 
cates have been awarded: 

Teacher Class A—10 
Teacher Class AA—17 
Teacher Class AAA—12 
Houseparent Class A—1 
Houseparent Class AA—1 


Trade School for Blind and Deaf: Bids 
were opened on Wednesday, October 12, 
for what has been termed ‘“a_ special 
trade school for the blind and deaf— 
the first of its kind in the world.” The 
initial phase of the trade school complex 
to be constructed at a site on the Syla- 
cauga Highway will cost approximately 
$600,000. When completed, the trade 
school complex will provide approxi- 
mately 50,000 square feet of space di- 
vided between an administration build- 
ing, an evaluation center, and 10 trades’ 
buildings. 

The trade school will provide a variety 
of trades’ training, ranging from the 
largest piano technical school in the 
world, a greenhouse with laboratory 
plot, to an auto mechanics center equip- 
ped with its own gas station. 

Initially, 125 blind and deaf students 
will be admitted for training with an en- 
rollment expanding to 250 over a period 
of five years. —Alabama Brass 


Vocational School Dedicated: The 
Colorado School for the Deaf and the 
Blind’s new H. Chase Stone Vocational 
Building was dedicated September 24th. 
The modern 11-class room, two-level 
building cost $849,000 to build and an- 
other $88,000 to equip. Of the 260 stu- 
dents enrolled at the CSDB, 150 will use 
the new facility. Vocational fields avail- 
able include vocational sewing for girls, 
business education, drafting and blue 
print reading, dry cleaning, woodwork- 
ing, cabinet making and_ upholstery, 
printing trades. Other vocational pro- 
grams offered but not in the vocational 
center, are baking, horticulture, painting, 
cosmetology and piano tuning. 


CONVENTIONS, INSTITUTES, 
MEETINGS 


AAIB-CEPS Luncheon: The AAIB in 
connection with the Council for the Edu- 
cation of the Partially Seeing, held a 
joint luncheon-meeting in connection 
with the Council of Exceptional Chil- 
dren National Convention, Wednesday, 


March 29, at the Chase-Park Plaza 
Hotel, St. Louis. Miss Madge Leslie, 
President CEPS, presided, with Mr. 


Maurice Olsen serving as Master of 
Ceremonies. Dr. William C. Geer, Execu- 
tive Secretary, CEC, extended greetings 
on behalf of CEC to the AAIB and 
CEPS members represented. Dr. Gerald- 
ine Scholl, Associate Professor of 
Special Education in the University of 
Michigan, delivered a provacative and 
interesting commentary on her paper, 
“A Look Into the Future.” Almost 60 
persons were present for the function. 


AAIB Regional Career Days Held: 
Two Regional Career Days have recently 
been completed under the director of 
the Guidance Workshop of the Ameri- 
can Association of Instructors of the 
Blind. Both events were under the 
general direction of Mr. Robert McQuie, 
AAIB Guidance Workshop Chairman and 
Counsellor, Missouri School of the Blind, 
and Mr. Arthur L. Voorhees, Specialist 
in Rehabilitation, American Foundation 
for the Blind. Over 470 visually handi- 
capped youth, their parents and school 
counsellors participated in these two 
events. 

The first of these activities, conducted 
at the Overbrook School for the Blind, 
March 17-18, was under the sponsorship 
of the AAIB Guidance Workshop, Amer- 
ican Foundation for the Blind, Over- 
brook School for the Blind, and the 
Pennsylvania State Office for the Blind 
and Visually Handicapped. 

The second event held March 31-April 
1, at the Nebraska School for the Visu- 
ally Handicapped, was likewise spon- 
sored by the AAIB Guidance Workshop 
and the American Foundation for the 
Blind. Further assistance in the direc- 
tion of this event was provided by the 
Nebraska Services for the Visually Im- 
paired. 


AAIB- Regional Conference: The 
American Association of Instructors of 
the Blind has scheduled a Regional Con- 
ference to be held at the Penn-Harris 
Hotel, Harrisburg, Pa., November 10-11. 
The conference is designed particularly 
for teachers and administrators of pro- 


grams for the visually handicapped, and 
will include important information on 
teaching visually limited children 
through the senses of sight, touch and 
hearing. In addition to lectures, discus- 
Sions, and demonstrations, exhibits of 
the latest teaching materials and equip- 
ments will also be available. 

A special conference for houseparents 
and child care workers employed in pro- 
grams for the vitually handicapped, will 
be held at the Overbrook School for the 
Blind, Nov. 10-11, the same days as the 
Harrisburg Meeting. The principal topics 
under discussion at the Harrisburg ses- 
sions will also be treated at Overbrook, 
with particular emphasis given to the 
important roles houseparents, super- 
visors and child care workers play in 
the overall advancement and develop- 
ment of the visually handicapped child. 

Attendance at these conferences is 
open to all persons interested in the 
education of the visually handicapped 
children. Special encouragement is ex- 
tended to residents of Connecticut, Dela- 
ware, Indiana, Kentucky, Maine, Mary- 
land, Massachusetts, Michigan, New 
Hampshire, New Jersey, New York, 
North Carolina, Ohio, Ontario, Pennsyl- 
vania, Rhode Island, Vermont, Virginia 
and West Virginia. 


AAWB Mid-West Regional Workshop: 
American Association of Workers for the 
Blind has scheduled its mid-west regional 
workshop for May 10-12, at the Pick- 
Nicolett Hotel, Minneapolis. “Coordina- 
tion of Services for the Blind,” the 
central theme of the workshop, will be 
discussed in general sessions and sec- 
tional meetings. Mr. Elmer Engstrom, 
Vice-President, Harbridge Home, Boston, 
Massachusetts, will be the keynote 
speaker. Problems of the aging blind, 
blind child development, employment of 
the blind, and the multiply impaired 
blind will be treated in section meetings. 
Dr. Harriet Blodgett, Dr. Douglas E. 
MacFarland, Dr. Geraldine T. Scholl, 
and Mrs. Mildred F. Stern will direct 
the section meetings. 


AAWB National Convention An- 
nounced: The American Association of 
Workers for the Blind will hold its 1967 
Convention in Miami Beach, Florida, 
July 9-14, at the Deauville Hotel. 
“Reality, the keystone of service,” the 
convention theme, will be featured in 
the discussions of seven general sessions 
and in various individual interest group 
sessions throughout the conference. 


For additional information regarding 
the conference write: Mr. Sidney B. 
Cohen, Executive Secretary, American 
Association of Workers for the Blind, 
Inc., 1511 K Street, N.W., Washington, 
D.C. 20005. 


ACB Convention Planned: The Ameri- 
can Council of the Blind will hold its 
1967 Convention at the Broadview Hotel, 
Wichita, Kansas, July 19-22. In addi- 
tion to the usual informative sessions, 
tours and other activities are being 
planned. For additional information 
write: Reese Robrahn, President, ACB, 
541 New England Bldg., Topeka, Kansas 
66603. 


ACLD 1967 Conference: The Associa- 
tion for Children with Learning Disa- 
bilities 1967 Conference, held at the 
Waldorf-Astoria in New York City, 
March 9-11, attracted more than 5,000 
persons. Proceedings of the Conference 
are planned but publication details are 
not yet available. Quiries on the con- 
ference should be sent to: Mrs. Martha 
Bernard, ACLD’s 1967 Conference Co- 
ordinator, NYABIC, 305 Broadway, New 
York, N.Y. 10007. 


Child Care Workshop: The Ohio Valley 
Region Annual Workshop for Child Care 
Personnel is a five-day workshop for 
houseparents, social workers, adminis- 
trators and Board Members, to be held 
August 7-11, at the University Center, 
University of Louisville. The opening 
general session features a keynote ad- 
dress by Dr. Kenneth W. Kindelsperger, 
Dean, Kent School of Social Work, treat- 
ing the subject “Knowledge for Doing.” 
Workshop sessions will be held for ad- 
ministrators, social workers and house- 
parents. The conference fee is $25.00. 
For additional information write: Mr. 
John N. Woods, Special Programs Co- 
ordinator, University College, Louis- 
ville, Ky. 40208. 


Dance Training for the Handicapped: 
Dance, Inc. is offering a three-day clinic 
presenting methods of instruction in 
dance training for deaf, blind, retarded 
and cerebral palsied children. The in- 
struction is to be held June 25-28 at the 
University of Dayton, Dayton, Ohio. A 
fee of $22.00 will include 3 night lodging, 
3 days’ meals (on campus), 3 days in- 
struction, written material and_ the 
Dance, Inc. Annual Dinner-Performance 
on Tuesday, June 27, Lectures, demon- 
strations, films, question and answer 
periods, discussions, and participating 
sessions will be included in the program. 


For further information write: Dance, 
Inc., 155 Franklin Street, Dayton, Ohio 
45402. 


Eastern Area Music Festival: The 
Eastern Area Music Festival was held 
at the New York Institute for the Edu- 
cation of the Blind April 14-15, with 170 
pupils and 25 music teachers in attend- 
ance. Participating in addition to the 
host school, were the Oak Hill School, 
Overbrook School for the Blind, Perkins 
School for the Blind and the New York 
State School for the Blind. Friday even- 
ing and Saturday morning, the indi- 
vidual schools presented concerts featur- 
ing instrumental and vocal selections by 
soloist and ensembles. A group of 17 
students from the Oak Hill School per- 
formed Baroque style compositions of 
Bach, with modern syllables, to the ac- 
companiment of a snare drummer. The 
group calls themselves “The Bar-Oak 
Hill Singers.” 

The combined choral groups of the 
schools appeared in a festival concert, 
Saturday evening, April 15, performing 
numbers by Bach, di Lasso, Purcell, 
Handel, Thompson, C. Villiers Stanford, 
Poulenc and Britten. Paul L. Bauguss, 
Perkins! Harold W. Gilbert, Overbrook; 
John E. Grapka, N.Y. State School; 
James W. Hayes, Oak Hill; and Eliba- 
beth Thode, N.Y. Institute directed the 
activities. 


Mobility Conference Planned: The 
Dept. of Special Education and Rehabili- 
tation, Florida State University, has 
planned a two-day conference on Orien- 
tation and Mobility of the visually handi- 
capped, to be held in June 15-16. The 
conference will center around the inter- 
est and concerns of mobility instructors, 
classroom teachers and agency personnel 
involved in orientation and mobility. 
Participants in the conference must be 
independently sponsored either by them- 
selves or by their respective agencies. 
There will be a $6.00 registration fee 
which will include a luncheon on June 
16th and a printed copy of the proceed- 
ings. Persons desiring to attend the 
conference should complete a “Informa- 
tion Sheet for Mobility Conference,” 
and submit it by May 15. For further 
information write: Dr. Gordon R. Jones, 
Coordinator, Program for visual Diabili- 
ties, Bldg. 24, Florida State University, 
210 South Woodward Street, Tallahassee, 
Fla. 32306. 


NBA Conference: The National Braille 
Association’s Ninth Conference will be 


held May 4-7 at the Marriott Hotel, 
Saddlebrook, New Jersey. Workshops 
will be conducted covering the following 
subjects: Nemeth Code for beginners, 
elementary mathetics, advanced ma- 
thetics, foreign language, music braille, 
textbook format, Library of Congress 
materials and techniques, large type, 
round table discussions for parents of 
blind students, educators’ round table, 
recording, thermoforming, administrat- 
ors, teachers in Nemeth Code, teachers 
of English braille, resources, and proof 
readers. For further information about 
the conference, write: National Braille 
Association, Inc., 51 East 42nd Street, 
New York, N.Y. 10017. 


EQUIPMENT - MATERIALS 


Continuity Checker: Science for the 
Blind has announced the availability of 
a continuity checker consisting of a 
small box measuring approximately 2” 
x 3” 1%” and containing a loud speaker, 
a 9-volt battery, a transistor circuit 
board, and a 3-hole socket into which the 
accessories are plugged. The device is 
used for checking lighted telephone but- 
tons, switchboard signals, and computer 
panels, liquid levels, light bulbs or fuses, 
electronic components and to see if lights 
have been lift on. The checker complete 
with all accessories sells for $21.50. 
Order from: Science for the Blind, 
Haverford, Pennsylvania 19041. 


Fricton Pads Kit: The American Print- 
ing House for the Blind (1839 Frank- 
fort Ave., Louisville, Ky. 40206) has 
recently announced the availability of 
a friction pad kit consisting of three 
assorted sizes of self-adhesive plastic- 
foam strips which are designed for easy 
application to the backs of flat metal, 
wooden or plastic devices which are in- 
clined to slip around on desk tops when 
in use. Catalog Number - 1-0139. Price: 
$1.25 plus 10¢ insurance. 


Recreational and Educational Games: 
Touch Aids of Escondido, California, of- 
fers several games for the visually 
handicapped to play with the sighted. 
The games include: “Walk-The-Doggie,” 
$3.25; “Tic-Tac-Toe,” $2.25; “Numbers 
and Letters,” $1.00; “Braille Map Game,” 
$3.50; “Run Mouse Run,” $3.00; “Touch- 
Ringo,” $4.00; and “Letters Are For 
Fun,” $6.75. Prices quoted are in Escon- 
dido, California. Add 25¢ for postage 
and insurance for one game. Order from: 
Touch Aids, C & E Krueger, 1790 South 
Juniper Street, Escondido, Calif. 92025. 


Tape Recorder Available: Science for 
the Blind has recently included among 
the items they supply, the Lafayette 
RK-142 tape recorder. The machine is 
recommended as one of the best in its 
price range. The recorder, when ordered 
through Science for the Blind, carries a 
one year guarantee. Price $70.00 in- 
cluding shipping. Order from: Science 
for the Blind, Haverford, Pennsylvania 
19041. 


Training in Attention and Concentra- 
tion: Educational Research Associates 
has announced its new TAC program, 
an individually administered cognitive 
training program for children 3-12 who 
have difficulty in attention and concen- 
tration. TAC consists of 25 multi-level 
lesson plans. It includes a custom de- 
signed portable vinyl-covered combina- 
tion instrument case and work area, 
together with magnetized manipulanda. 
Price $90.00. For further information 
write: Educational Research Associates, 
Inc., P.O. Box 6604, Philadelphia, Pa. 
19149 


FILMS 


Orientation and Mobility Film: A 25- 
minute film demonstrating development 
of incidental and specific skills in orien- 
tation and mobility of blind children has 
been announced. Titled, ‘From Here to 
There,” it was produced primarily for 
teacher preparation by Tom Kellis, a 
resource teacher for visually handi- 
capped students in the Berkeley (Cali- 
fornia) Unified School District; Philip 
Hatlen, associate professor of education 
at San Francisco State College; and 
Robert Collins, of the Audio Visual De- 
partment, Marin County Schools. 

For more information about the film 
write to Philip Hatlen, 1515 Huston 
Road, Lafayette, California. 

—The New Outlook 


Physical Education Film: The Illinois 
Braille and Sight Saving School has de- 
veloped a film on physical education 
entitled, “Vim, Vigor and the Visually 
Handicapped.” This 13-minute film shows 
the physical education classes in pro- 
gress at the school. 

Anyone interested in showing this film, 
may borrow it by writing: Mr. Jack R. 
Hartong, Superintendent, Illinois Braille 
& Sight Saving School, Jacksonville, 
Illinois 62650. 


Safety Film: The National Society for 
the Prevention of Blindness has an- 
nounced the availability of a new safety 


film, “EExpedite—School Eye Safety,” a 
12 minute, color/sound, 16 mm documen- 
tary. The new film informs educators 
of accepted eye safety practices in lab- 
oratories and workshops and recommends 
specific eye-safety equipment for jobs 
and hazardous areas. 

The safety film is available for sale 
at $110; it can be obtained on loan free 
of charge, by writing: National Society 
for the Prevention of Blindness, 16 East 
40th Street, New York, N.Y. 10016. 


LEGISLATION 


Legislation for Education: The Feb- 
ruary 1967 issue of American Education, 
published by U.S. Dept. of Health, Edu- 
cation and Welfare contains an 11-page 
section entitled “1967 Report on Federal 
Money and Recent Legislation for Edu- 
cation.” This section includes informa- 
tion on “Federal Money for Education— 
Programs Administered by the U.S. 
Office of Education,” indicating the type 
of assistance, authorization, purpose, 
appropriation, who may apply and where 
to apply; “What’s New in the ESEA 
Amendments”; “Desegregation Guide- 
lines”; and “International Education Act 
of 1966.” 


OVERSEAS INFORMATION 


Aids and Appliances Needed: Aids and 
appliances for use in the education of 
the visually handicapped children are 
very much needed by Mr. A. R. Rao, 
Teacher of the Blind, 2640 Chamundi 
Extension, Mysore-4, South India. Mr. 
Rao would appreciate receiving any such 
material that is no longer needed or 
might be spared to assist him in his 
teaching. 


Ghana Schools for the Blind: An in- 
formative article, “Work In the School 
for the Blind—Wa, Ghana,” by Benjamin 
K. Awumee, Headmaster, appeared in 
the January 1967 issue of The Teacher of 
the Blind (official Organ of the College 
of Teachers of the Blind, the Royal 
School of Industry of the Blind, West- 
bury-on-Tyrm, Bristol). The article dis- 
cusses the educational program at the 
Wa School, where the present enrollment 
is 89 pupils. 


Labrador Eskimos Afflicted by Blind- 
ing Disease: British physician Arnold 
Freedman, M.D., reports in Medical 
World News on a mysterious disease 
which causes 90 percent of Labrador’s 
male Eskimos to start losing their sight 
at 40 years of age. The disease, known 


as Labrador keratopathy, causes a 
frosted, glass-like film to form at the 
edge of the eye and advance with age 
to affect the whole eye, causing almost 
total blindness. Dr. Freedman. conducted 
a three-year study on the disease from 
a base camp established in 1963 at Happy 
Valley, Labrador. —POB News 


New Zealand Appointment: Mr. 
Thomas L. Rogerson, Homai College, 
New Zealand Foundation for the Blind, 
has been appointed by the New Zealand 
Government and the New Zealand Foun- 
dation for the Blind to start New Zea- 
land’s first Deaf-Blind School. Mr. Roger- 
son is presently studying at the Perkins 
School for the Blind, and plans to com- 
plete them in June. 


PERSONNEL 


Industrial Arts Teacher: Mr. Williams 
A. Schmand, 51 Prospect Street, Port- 
land, Connecticut 06480, is interested in 
obtaining employment as an Industrial 
Arts teacher in a school for the blind, 
preferably in the West or Southwest, 
beginning school year 1967-68. Mr. 
Schmand served as an Industrial Arts 
teacher at the Maryland School for the 
Blind, 1949-1957; since 1957 he taught 
educable retarded students in public 
schools in New York, North Carolina and 
Connecticut. Additional information re- 
garding Mr. Schmand’s professional 
background is available by writing di- 
rectly to him or: Personnel Referral 
Service, American Foundation for the 
Blind, 15 W. 16th Street, New York, N.Y. 
10011. 


Position Available: The Western Penn- 
sylvania School for Blind Children is 
seeking applicants for a staff position in 
the boys’ industrial arts section. The 
applicant should be qualified to teach 
electricity and electronics. In addition, 
he should have the necessary adminis- 
trative and leadership qualities to coor- 
dinate the activities of the present three- 
man staff. This is a newly created posi- 
tion and is part of a general expansion 
of the industrial arts program. The 
salary is open and will be based on 
formal training and teaching experience. 
Interested applicants should contact: 
Dr. R. F. Ferson, Assistant Superintend- 
ent, Western Pennsylvania School for 
Blind Children, 201 North Bellefield 
Avenue, Pittsburgh, Pa. 15213. Telephone 
number: 412-621-0100. 


Positions Available: The Department 
for the Blind of the Virginia School for 


the Deaf and the Blind, is seeking appli- 
cants for a position as an Orientation 
and Mobility Instructor. Persons inter- 
ested in such a position should contact: 
Mr. William H. English, Principal, De- 
partment for the Blind, Virginia School 
for the Deaf and the Blind, E. Beverley 
Street, Staunton, Virginia 24401. 


Positions Available: The Utah School 
for the Blind is seeking a teacher for 
secondary subjects, preferably social 
studies, and girls’ physical education. 
Salary is dependent on training and ex- 
perience. Interested persons should im- 
mediately contact Donald H. Edwards, 
principal, Utah School for the Blind, 
846-20th Street, Ogden, Utah 84401. 

An itinerant teaching position will be 
available for the 1967-68 school year in 
Davis County, just north of Salt Lake 
City, Utah. Interested prospects should 
contact Donald H. Edwards, State Con- 
sultant for the Visually Impaired, 846- 
20th Street, Ogden, Utah 84401. 


Position Desired: Mr. Raymond F. 
Keith, U. S. Peace Corps, Apartado 
Postal 219, Panama 1, Panama, is in- 
terested in obtaining a position as a 
teacher of the visually handicapped. Mr. 
Keith, age 27, unmarried, graduated 
from the Maryland School for the Blind 
in June 1958. He completed an M.S. 
degree in Elementary Education and 
Education of the Visually Handicapped, 
June 1965. From August 1965 to the 
present, Mr. Keith has served in the 
U. S. Peace Corps in general work with 
blind children and adults in the Republic 
of Panama. 

For additional information write di- 
rectly to Mr. Keith. 


Position Desired: Mr. David H. Ble- 
zard, Flat 1, 13 Cromer Terrace, Leeds 
2, Yorkshire, England, is interested in 
obtaining a teaching position in a school 
for the visually handicapped in the 
United States. Mr. Blezard indicates in- 
terest in getting experience as a teacher 
of blind children and comparing facilities 
and methods that exist in America with 
those in Britain. He plans to complete 
his doctorate degree July, 1967. 


Position Desired: Miss Del Sulsky has 
indicated her interest in obtaining a po- 
sition as a teacher of the visually handi- 
capped. She holds a Master’s Degree in 
Elementary Education and has _ taken 
additional Special Education to instruct 
visually limited children. Her credentials 
may be had from: North Dakota State 
Employment Service, Post Office Box 
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868, Teachers Division, Bismarck, North 
Dakota 58502. (Home telephone number 
875-4290) 


PUBLICATIONS 


AASL Materials Offered: Single copies 
of the following publications are avail- 
able free of charge from the American 
Association of School Librarians: “Every 
Child Needs A School Library,” 2nd 
edition 1962, by Mary Gaver; “The School 
Librarian and the Partially Seeing Child,” 
prepared in collaboration with the Na- 
tional Society for the Prevention of 
Blindness”; “Physical Requirements for 
Good School Library Service,” reprint 
of an article in American School & Uni- 
versity, by Elizabeth Hodges; “Yardstick 
for Planning School Libraries”; ‘The 
Role of School Administrators in School 
Library Development,” March 1962; and 
“Ten Steps in School Library Develop- 
ment.” Order from: AASL, 50 East 
Huron Street, Chicago, Illinois 60611. 


Blindness Statistics Books: The Na- 
tional Society for the Presentation of 
Blindness has recently published a new 
fact book, Estimated Statistics on Blind- 
ness and Vision Problems. This 109-page 
informative publication includes statistics 
on prevalence of blindness, new cases of 
blindness, distributions by age group, 
causes of blindness, trend data, school 
children needing eye care, partially-see- 
ing school children, population figures, 
and a glossary of eye terms. Order from: 
National Society for the Prevention of 
Blindness, 16 East 40th Street, New 
York, N. Y. 10016. (Price: $1.00) 


Braille Code Additions: At the 1966 
Conventions of the AAIB and AAWB, 
the recommendations submitted by the 
Braille Authority for clarifications and 
additions to the Braille Literary and 
Textbook Codes were unanimously 
adopted. The materials affecting these 
changes are now available from the 
American Printing House for the Blind 
(18389 Frankfort Ave., Louisville, Ky. 
40206). Of particular interest to educa- 
tors and transcribers is the addition to 
the textbook code of a new section set- 
ting forth the symbols and rules of 
usage for the writing of phonetics in 
braille. 


English Braille, American Edition, 1959; 

Revised, 1962, 1966: 

1966 Addendum (only): Braille—Cat. 
# 5-3592—35¢; Ink—Cat. 77-3592— 
10¢. 


1966 Revised Edition: Braille—Cat. #5- 
3591 — $5.05; Ink—Cat. #7-3591 — 
$1.10. 


Code of Braille Textbook Formats and 
Techniques 1965; Revised, 1966: 


1966 Addendum (only): Braille—Cat. 
# 5-24383—$1.85; Ink—Cat. #7-2433— 
30¢. 

1966 Revised Edition: Braille—Cat. #5- 
2432 — $7.05; Ink—Cat. #7-2432 — 
$1.60. 


Braille Conference Proceedings: Copies 
of the Proceedings of the 1964 Confer- 
ence on Nine-dot Braille is available 
from: Publications Director, American 
Foundation for the Blind, 15 West 16th 
Street, New York, N. Y. 10011. (Price 
50¢) —The New Outlook 


Braille—Hand-copied: The January 
1967 issue of Braille Book Review, con- 
tains a two-part, author-title index, al- 
phabetically arranged, of adult and 
juvenile hand-copied braille listed in the 
Braille Book Review issues of 1966. For 
copies of the index, contact Regional 
Libraries, or write: Division for the 
Blind and Physically Handicapped, Li- 
brary of Congress, Washington, D. C. 
20540. 


Braille Music Publications: The Amer- 
ican Printing House for the Blind has 
recently announced the publication of 
new braille music compositions. Included 
on the list are 19 piano solos, Grades 
I-III; 8 piano solos Grade IV; and ad- 
vanced piano selections including “Se- 
lected Works for the Piano” by Bartok, 
“Concerto in G Minor,” Mendelssohn; 
“Concerto in A Major,’ Mozart; “Con- 
certo in C Major,” Mozart; and “‘Le Tom- 
beau De Couperin” and “La Valse” by Ra- 
vel. “Carnival of Venice,” for wind instru- 
ments; “Thou, Who Are All Holy,” by 
Haydn (SATB anthem); ‘“Trumpeter’s 
Lullaby,” by Anderson (for band); and 
“Air and Rondo in D Minor” by Henry 
Purcell (for orchestra). 

For additional information and prices 
on these publications, request 1967 
Braille Music Supplement No. 1 and 
Supplement No. 2 from: American Print- 
ing House for the Blind, 1839 Frankfort 
Ave., Louisville, Kentucky 40206. 


Braille Publications Released: The 
American Printing House for the Blind 
has announced the release of recent 
titles in braille in the following subject 
areas: Health and Hygiene; History and 
Geography; Language Arts — Basic 


Readers; Language Arts — Literary 
Readers; Language Arts—Recreation 
Readers; Language Arts—English Gram- 
mer; Language Arts—Speech; Mathe- 
matics; Philosophy & Psychology; Edu- 
cational Tests and Measurements; 
Science (Physical); Social Studies; and 
Supplementary Reading and fiction. Re- 
quests copies of braille publication Sup- 
plement #5 and Supplement #6 from: 
American Printing House for the Blind, 
1839 Frankfort Ave., Louisville, Ken- 
tucky 40206. 


COMSTAC REPORTS: Copies of the 
COMSTAC REPORT: Standards for 
Strengthened Services, are available at 
the AAIB Central Office (711-14th St., 
N.W., Washington, D. C. 20005) paper- 
back edition—$3.00; Library Edition— 
(Hardbound)—$6.00. The National Ac- 
creditation Council for agencies serving 
the blind and visually handicapped (84 
Fifth Avenue, New York, N. Y. 10011) 
has recently announced that the recorded 
edition of this report (13-10” discs 
16-3/3 rpm)—$10.00 and the braille edi- 
tion (anticipated publication date, June 
1—9 volumes )—$6.00; these editions, as 
well as the regular print editions, can be 
obtained directly from the Council. 


Conference on Aid to the Visually 
Limited: Copies of proceedings of the 
Conference on Aid to the Visually Lim- 
ited, are available from American Op- 
tometric Association. The conference 
centered on identification of the needs, 
economic, visual, social, vocational and 
avocational, of visually-limited people 
and sought ways and means by which 
those needs could be better met. Order 
from: American Optometric Association, 
7000 Chippewa Street, St. Louis, Mo. 
63119. (Price: $5.00) 


HEW Publications Available: The De- 
partment, of Health, Education, and 
Welfare has recently announced the 
availability of the following publications: 


ERIC 1966. Folder. (OE-12022-66) 

Federal Teacher Training Programs In 
Fields of Disadvantaged and Handi- 
capped: 1966. 18 pages (OE-35088). 

Your Pre-School Child’s Eyes. 1964. 
15 pages. 15¢ (Children’s Bureau folder 
54) 


Language Publications Available: The 
National Braille Association has an- 
nounced the availability of 1966 Revision 
of the Foreign Language Manual, includ- 
ing syllabification rules for five Euro- 
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pean languages (Italian added). Braille 
copy $1.00; ink copy $.50. The NBA also 
has available a “Plan for Foreign Langu- 
age Workshops to be Conducted by Local 
Groups,” a kit consisting of instructions 
for the leader, print copies of problem 
sheets in five languages and brailled 
problem sheets. Cost of kit—$2.00; extra 
sets of problem sheets (all 5 languages, 
print)—$.85. Make checks payable to 
National Braille Association, Inc. and 
send to Mrs. W. D. Earnest, Jr., R.D. 1, 
Box 27, Butler, N. J. 07405. 


Large Print Textbooks Released: The 
American Printing House for the Blind 
has announced the recent publication of 
large print text-books in the following 
subject areas: Language Arts—Basic 
Readers; Language Arts—English Gram- 
mer; Language Arts—French; Language 
Arts—Spanish; Mathematics; Science 
(Physical); and Social Studies. Request 
“Large Print Textbooks Supplement 3,” 
from American Printing House for the 
Blind, 1839 Frankfort Ave., Louisville, 
Kentucky 40206. 


Large Type Materials Catalogue: Na- 
tional Aid to the Visually Handicapped 
has recently issued a 1967 Catalogue of 
Large Type Materials. The catalogue in- 
cludes large print textbooks in the sub- 
jects of language, literature, mathe- 
matics, reading, science, social studies, 
spelling, typing, Spanish, testing ma- 
terials, etc. The present cost of the books 
is $2.56 per volume, which includes cost 
of paper, binding and printing. The 
balance of the cost are borne by the 
NAVH through voluntary contributions 
and memberships. The true cost per 
volume approximates $5.00. For a copy 
of the catalogue and further information 
write: National Aid to the Visually 
Handicapped, 3201 Balboa Street, San 
Francisco, Calif. 94121. 


Learning Disabilities Journal: The 
Academic Therapy Quarterly, published 
by DeWitt Reading Clinic, is a journal 
directed to persons in the educational, 
medical and psychological areas, who are 
working with children and adolescents 
with learning disabilities. It places em- 
phasis on identification, diagnosis and 
remediation, and calls attention to per- 
ceptual inconsistencies, neurologic im- 
pairments, specific language disability 
and dyslexia. Subscription: $4.00 one 
year, $7.50 two years. 


Learning Disabilities Publication: A 
compilation of the views of outstanding 
authorities in the field of learning disa- 


bilities, expressed at the April 1963 con- 
ference sponsored by Fund for Per- 
ceptually Handicapped Children, Inc., 
Proceedings — Explorations into the 
Problems of the Perceptually Handi- 
capped Child, can be obtained at $1.50 
each. Order from: LEARN, Box 656, 
Evanston, Ill. 


Learning Disabilities Publications: A 
new list of publications on learning dis- 
abilities has recently been compiled. It 
has been prepared by the Orange County 
Chapter of the California Association for 
Neurologically Handicapped Children. 
Some 126 inexpensive publications from 
many sources are now in stock. Copies 
of this list are available without charge 
to individuals and groups from the Pub- 
lications Depository, Orange County 
Chapter of CANHC, 11291 McNab St., 
Garden Grove, California 92640. 

—ACLD Items of Interest 


Mental Health Benefits: A new Public 
Health Service publication, Mental 
Health Benefits of the Social Security 
Amendments of 1965, explains that not 
only the elderly but the medically in- 
digent, those who cannot afford medical 
expenses in addition to other costs of 
living, are eligible for aid to meet ex- 
penses resulting from mental or emo- 
tional illness under two major amend- 
ments to the Social Security Act, Title 
18 and Title 19. 

The booklet points out that additional 
coverage, available for $3. a month, is 
designed to cover up to 80 percent of 
physician’s fees, home health care not 
preceded by hospitalization, laboratory 
fees, X-rays and sickrcom furniture and 
supplies. 

Single copies of the pamphlet, Public 
Health Service Publication No. 1505, are 
available from the Public Inquiries 


Branch, U. S. Public Health Service, . 


Washington, D. C. 20201. 


Movement Behavior Book: Movement 
Behavior and Motor Learning by Bryant 
J. Cratty, Ed.D., Assistant Professor, 
Dept. of Physical Education, University 
of California, Los Angeles is published 
by Lea and Febiger, Philadelphia, Pa. 
19106 (Price: $6.50). The book presents 
information in four sections to provide 
those concerned with motor activity a 
clear understanding of human movement 
and skill learning. 


Multiply Handicapped Children Papers: 
Papers presented at the International 
convention of CEC, held at Toronto, 
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April, 1966, are included in the January 
1967 issue of CEPS Newsletter. Appear- 
ing in this issue are: “Programs for the 
Multiply Handicapped Child in Canada,” 
Hileen Scott; “An Experimental Approach 
to the Training of Profoundly Retarded, 
Visually Handicapped Children,’ Steven 
Matthis; “Dynamic Programming for the 
Multiple-Handicapped Blind Child,” Sis- 
ter M. Rose Imelda; “A Survey of Public 
and Private Day School Programs and 
Comments on Programs in Custodial 
Schools for the Mentally Retarded,” 
Pauline M. Moor; and “A Description of 
the Problems and a Survey of Residential 
School Programs,” Charles C. Woodcock. 


Orientation and Mobility Newsletter: 
The Orientation and Mobility interest 
group of the American Association of 
Workers for the Blind has initiated a bi- 
monthly newsletter. Editor for the pub- 
lication is Mr. Terrence R. Clark, Mo- 
bility Instructor, Rehabilitation Center, 
Institute, West Virginia 25112. (The 
January 1967 issue of the Fountainhead, 
erroneously mentioned that this news- 
letter was a publication of the AAIB 
Orientation and Mobility Workshop.) 


Reading Machines Conference Publi- 
eation: A recently issued Bulletin of 
Phosthetics Research, BPR 10-5, Spring 
1966, entitled “The Sixth Technical Con- 
ference on Reading Machines for the 
Blind,” presents highlights of the con- 
ference held in January 1966 in Wash- 
ington, D. C. Included on the agenda of 
the conference was discussion and dem- 
onstration on_ single-channel devices, 
direct translation machines, intermediate 
machines, recognition machines, output/ 
display systems, and other systems of 
reading for the blind, use of telephone 
network, and visual effects through stim- 
ulation of remaining parts of the visual 
system. 

Included in the Bulletin are: ‘The Op- 
tophone: Its Beginning and Develop- 
ment,” by Mary Jameson; “Elipses Sign 
and Sensory Aijds,”’ by Eugene F. 
Murphy; “Factors Affecting Reading 
Machine Instruction in Rehabilitation 
Centers,” by Loyal E. Apple; “Potential © 
Uses of the Optophone,” by Harvey L. 
Lauer; and “Problems in Machine Con- 
version of Print to Speech,” by Jane H. 
Gaitenby. 


Testing Pamphlet: “Your Child and 
Testing,” is a briefing for parents by 
Gene R. Hawes, consultant, editor, and 
writer, and published by the National 
Education Association. The 16-page 


pamphlet discusses the nature of intel- 
ligence tests, aptitude tests and achieve- 
ment tests. Copies of the publication are 
available in packages of 35 for $1.00; 
Stock #381-11784. Orders for $2.00 or 
less must be accompanied by payment. 
Shipping charges are added to billed 
orders. Order from: NEA, 1201-16th 
Street N. W., Washington, D. C. 20036. 


U. S. Government Publications: The 
following are recently released publica- 
tions available from the Superintendent 
of Documents, Government Printing Of- 
fice, Washington, D. C. 20402: 


Seven Services, How the Employment 
Service Helps the Handicapped. This 
publication describes how the public em- 
ployment service helps the handicapped 
person to find a job suitable to his phy- 
sical and mental abilities, aptitudes, in- 
terests, and personality; an equal chance 
to work for equal pay in competition with 
the nondisabled; and satisfactory adjust- 
ment to his work. 1966. 16 pages. Cata- 
log No. L 7.2:H 19/12. (154) 


Design of Facilities for the Mentally 
Retarded. This booklet provides guide- 
lines for the design and construction of 
physical facilities to give all mentally 
retarded children the treatment and care 
they need to develop their fullest po- 
tential. Design concepts, types and ele- 
ments of physical facilities, and basic 
planning considerations are among the 
subjects discussed. 1966. 45 pages illus- 
trated. Catalog No. FS 2.74/5:C-1. (35¢) 


New Vista for the Blind. This is an 
article reprinted from October 1966 
issue of Health, Education, and Welfare 
Indicators, a monthly magazine published 
by the U. S. Dept. of Health, Education, 
and Welfare. 1966. 18 pages illustrated. 
Catalog No. FS 1.20/a:B619. (Price 20¢) 


U. S. Wall Map—1964 revised Edition: 
This edition is printed on one sheet 42” x 
65” at the scale of 1:3,168,000 (1 inch 
equals 50 miles). This map is intended 
to be a general information map, the 
grid system being omitted to permit the 
printing to be accomplished on a smaller 
scale and on a single sheet. The many 
features of this map show when and how 
the Nation acquired its lands, historical 
boundaries, National Parks and Monu- 
ments, National Forests, Indian Reser- 
vations, Wildlife Refuges, and the cur- 
rent distribution of federally owned 
lands. Lithographed in twelve colors, 
identifications are readily made. Catalog 
No. I 53.11:Un 3/964. (Price: $2.00) 
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U. S. Wall Map—1965 Revised Edition: 
This edition is printed on two sheets 
each measuring 41” x 51” at the scale of 
1:2,500,000 (1 inch equals approximately 
40 miles). The rectangular grid system 
of land measurement, which was adopted 
in 1785 to identify the vast stretches of 
public domain lying west of the Thirteen 
Original Colonies, is included. It is based 
on a system of survey in which a “town- 
ship,” 6 miles square, formed the unit 
of measurement. This edition is also lith- 
ographed in twelve colors. Catalog No. 
I 538.11:Un 3/2/965/sh.1,2 (Price $3.00 
per set of two sheets). 


Spot Light on Day Care, Proceedings 
of the National Conference on Day Care 
Service. This publication contains the 
proceedings of the National Conference 
on Day Care Services, May 13-15, 1965. 
173 pages (Children’s Bureau publica- 
tion No. 438). Price: 55¢. 


VRA Information: The Vocational Re- 
habilitation Administration has published 
a number of fact sheets about its pro- 
grams. The sheets give information about 
objectives, types of grant projects, eli- 
gibility and administration. Programs 
covered include: grants to expand voca- 
tional rehabilitation programs; research 
and demonstration grants; vending 
stands for blind persons; grants for basic 
rehabilitation centers; workshops, and 
facility planning; and grants in support 
of professional training. Copies of the 
fact sheets may be obtained from the 
VRA, Department of Health, Education, 
and Welfare, Washington, D. C. 20201. 


RECORDINGS-RECORD SERVICE 


Folk Music Catalog Available: From 
the inventory of music Americana of 
the Music Division, Library of Congress, 
60 long-playing discs have been cata- 
loged and made available for purchase by 
mail. These discs contain a sampling of 
American folk music and tales, recorded 
mainly in the native environments. They 
are representative of the best of more 
than 16,000 records in the collection of 
the Archive of Folk Song in the Library 
of Congress. 

The catalog of these folk recordings 
has been transcribed into braille and is 
available on loan from the Regional 
Library, Division for the Blind and Phy- 
sically Handicapped, Library of Con- 
gress, Washington, D. C. 20540. It con- 
tains an alphabetical listing of titles 
and performers, place and date of re- 
cording, and other background informa- 


tion. Print copies of the catalog may be 
obtained from the Music Division of the 
Library of Congress. Complete instruc- 
tions for purchasing the records are 
given in the catalog. 

—Braille Book Review 


Literary Recording Catalogue: Com- 
mercial recordings of speeches, poetry, 
drama, and lectures available for pur- 
chase are listed in a 187-page booklet 
offered by Sam Goody, a New York 
record dealer. The listing is by author, 
and it provides a key to individaul pieces, 
such as short poems, directing one to the 
appropriate entry in the “Sam Goody 
Catalog.” Order “Comprehensive Listing 
of Speech, Literature, Drama, Poetry on 
Recordings” from Sam Goody, Inc., 235 
West 49th Street, New York, N. Y. 
10019. (Price: $1.00) 


——— 


announces that the Eltro Information 
Rate Changer Mark 11 is available for 
immediate delivery from New York stock. 
The Mark II operates on the same basic 
engineering principles as its predecessor, 
the MLR 38/15 Tempo Regulator, the 
invention of the Austrian scientist, Anton 
Springer. For additional information re- 
garding the speech compressor write: 
Gotham Audio Corporation, 2 West 46 
Street, New York, N. Y. 10036. 


en 


Rate Controlled Recordings: One out- 
come of the Louisville Conference on 
Time Compressed Speech, convened last 
October at the University of Louisville, 
has been the establishment of the Center 
for Rate Controlled Recordings. The 
Center is now able to provide, on a lim- 
ited basis, tape recorded speech that has 
been compressed or expanded in time 
by Fairbanks’ sampling method or by the 
method of reproducing a tape at a dif- 
ferent speed than the one used during 
recording. For further details, write to: 
Dr. Emerson Foulke, Director, Center for 
Rate Controlled Recordings, University 
of Louisville, Louisville, Kentucky 40208. 

The Proceedings of the Louisville Con- 
ference on Time Compressed Speech will 
be published shortly. Copies may be 
ordered from the Center for Rate Con- 
trolled Recordings at a cost of $2.50 per 
copy. 


Recording Concerning Visually Handi- 
capped Child: National Aid for the 
Visually Handicapped in connection with 
Media has prepared a documentary LP 
recording which presents the story of 
the visually handicapped child. “Days of 
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Shadow,” an LP recording, is a study 
based upon interviews with visually 
handicapped children, their parents, and 
physicians and educators. It is designed 
to further understand the particular 
needs of the visually handicapped child. 
Available from: National Aid to the 
Visually Handicapped, 3201 Balboa 
Street, San Francisco, Calif. 94121. Price 
(Donation) $10.00. 


Recorded Magazine: Look Magazine, is 
now available as a talking book periodical 
available on free loan from the Regional 
Libraries. For information about indi- 
vidual subscriptions, write: American 
Foundation for the Blind, 15 West 16th 
Street, New York, N. Y. 10011. 


Recording Service: Recording Service 
for Visually Handicapped, Inc. (P.O. 
Box #551, Falls Church, Va. 22046) is 
anon-profit voluntary organization which 
tape records textbooks and other printed 
matter for visually handicapped persons. 
The recording is done free of charge. 
Although most of this work is done for 
high school and college students, it is not 
unusual for RSVH to record for gram- 
mar school students or for adults. “The 
custom tailoring” recording is done 
through the work of the coordinator 


assigned to each student. By personal 


contact, the coordinator determines the 
reading which will be required, the dead- 
lines which must be met, the preferred 
type of voice and any other information 
which may be helpful in making the 
service of maximum utility. Activities 
of the RSVH are concentrated in, but 
not limited to, Northern Virginia and the 
District of Columbia. 

For further information write: Mrs. 
Susan Thomas, Executive Secretary, Re- 
cording Service for Visually MHandi- 
capped, Inc., P.O. Box 551, Falls Church, 
Va. 22046. 


RFB “Talking Book” Project: Over 
1.5 million Americans who cannot read 
for reasons other than blindness will have 
free access to taped “talking books” if 
this medium proves successful in a pilot 
program being started by Recording for 
the Blind, Inc. under a two year grant 
of $100,000 from the National Founda- 
tion on the Arts and the Humanities. 

According to Don Staley, National Di- 
rector of Recording for the Blind, Inc., 
the experimental taped “talking book” 
project will be conducted among patients 
in five hospitals. They are: The Rhode 
Island Hospital, Providence, Rhode Is- 
land; The Institute of Rehabilitation 


Medicine of New York University Med- 
ical Center, Goldwater Memorial Hos- 
pital, and Bellevue Hospital, all in New 
York City; and Walter Reed Hospital in 
Washington, D. C. 

In the two-year program, approxi- 
mately 1,800 titles will be produced in 
the general field of the humanities in- 
cluding literature, history, philosophy, 
art and music. The books will be selected 
by Recording for the Blind in coopera- 
tion with the National Foundation. 


Talking Book Publications Released: 
The American Printing House for the 
Blind has recently announced the release 
of talking book publications in the fol- 
lowing subject areas: Arts—F ine; Biog- 
raphy; Description and Travel; Folklore; 
History; Literature—Prose; Literature: 
Poetry; Philosophy and Psychology; Sci- 
ence (Physical); Social Sciences; and fic- 
tion. Request “Talking Book Publica- 
tion Supplement #3” from American 
Printing House for the Blind, 1839 
Frankfort Ave., Louisville, Ky. 40206. 


SCHOLARSHIPS 


Research Fellowships: The U. S. Office 
of Education is looking for prospective 
educational researchers as candidates for 
20 national post-doctoral fellowships to 
be provided beginning June 1st 1967. The 
Fellow will have the opportunity to en- 
gage in intensive post-doctoral training 
with some of the nation’s most outstand- 
ing researchers. They will help to pro- 
vide for the development and evaluation 
of new programs and techniques designed 
to further progress in education. To be 
eligible, an applicant must have demon- 
strated outstanding research interest and 
capability. Applicants will be selected on 
a basis of a nation-wide competition by 
a committee of eminent research schol- 
ars. Funds for the new program are 
provided under Title IV of the Elemen- 
tary and Secondary Education Act of 
1965. 

TEACHER PREPARATION 


Braille Grade Three Course: The Had- 
ley School of Winnetka, Illinois has in- 
troduced a new correspondence course in 
modified grade three braille. The course 
is designed to assist those who need to 
take notes speedly and read them easily 
at some future time. In order to master 
the system before the 1967-68 school 
year, students should enroll as soon as 
possible. For further information write: 
The Hadley School for the Blind, Win- 
netka, Illinois 60093. 
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Education of Deaf-Blind Children Pro- 
grams—Training programs for teachers 
of deaf-blind children are available at the 
following locations: 


San Francisco State College—SFSC is 
initiating a sequence of courses designed 
to prepare teachers in the education of 
deaf-blind children, beginning with the 
1967-68 academic year. The program will 
require one full calendar year of graduate 
study. Financial assistance is available 
to a limited number of qualified appli- 
cants, including a stipend of $2,000 for 
the academic year of study, $600 per 
dependent for whom the student is re- 
sponsible, and payment of all tuition and 
college fees. For further information 
write: Miss Eileen Jackson, Assoc. Pro- 
fessor of Education, Special Education 
Department, San Francisco State Col- 
lege, 1600 Holloway Avenue, San Fran- 
cisco, Calif. 94132. 


Perkins School for the Blind—Boston 
College—The Perkins Training Program 
for teachers of the Deaf-Blind extends 
from September to June, and consists 
of lectures, observation of classes and 
student teaching conducted at both Per- 
kins and Boston College. Upon successful 
completion of the year’s training, stu- 
dents receive a Perkins diploma. Credit 
applies to a Master’s Degree at Boston 
College. Scholarships are _ available 
through Perkins which cover the com- 
plete tuition for the academic year; 
room, board and laundry at Perkins; and 
cash stipends paid in monthly install- 
ments to assist in payment of personal 
expenses. Boston College also makes 
available a limited number of federal 
traineeships to those enrolled. For 
further information write: Dr. Edward 
J. Waterhouse, Director, Perkins School 
for the Blind, Watertown, Mass. 02172 


George Peabody College for Teachers— 
This training program leads to a Master 
of Arts Degree in Special Education with 
special emphasis on preparation for the 
special education of multiple handicapped 
and deaf-blind children. The program is 
associated with distinguished special ed- 
ucation programs in Learning Disabili- 
ties and Intellectual Differences, Be- 
havior Disorders, Visual and Communi- 
cation Disorders. U. S. Office of Educa- 
tion fellowships are available for $2,000 
plus dependency allowances, tuition and 
fees for the calendar year. For further 
information write: Dr. Randall K. Har- 
ley, Dept. of Special Education, George 
Peabody College for Teachers, Nash- 
ville, Tennessee 37203. 


Orientation and Mobility Training 
Programs: In order to satisfy the in- 
creasing needs for specialists in Orienta- 
tion and Mobility, the following teacher 
training programs are now available: 


California State College at Los Angeles 
—This Master’s Degree Program for 
training of students to become Orienta- 
tion and Mobility specialists for the blind, 
requires 12 consecutive months of in- 
struction. It is limited to 16 students a 
year, with four being admitted to the 
program each quarter. Classes begin in 
June, October, January and March. 
Traineeships include a stipend of $3,200 
per calendar year, plus all tuition and 
fees. For further information contact: 
Mr. Lawrence Blaha, Program Director, 
California State College at Los Angeles, 
5151 State College Drive, Los Angeles, 
California 90032. 


San Francisco State College—This is a 
Master’s Degree program in Orientation 
and Mobility Instruction of the visually 
handicapped. It requires one full calendar 
year as a full-time student at the college, 
consisting of two semesters and one sum- 
mer session. Applicants should submit 
inquiries concerning the program by 
December list of the year prior to their 
expected entry into the program. Qual- 
ified fellowship students will receive a 
stipend of $2,000 for the academic year, 
an additional $450 for summer session 
study, all tuition and college fees, $600 
per dependent for whom the student is 
responsible and transportation allow- 
ance for travel including clinical exper- 
iences, student teaching, and _ selected 
conference and field trips. For fur- 
ther information write: Miss Georgia 
Lee Able, Professor of Education, Dept. 
of Special Education, San Francisco 
State College, 1600 Holloway Avenue, 
San Francisco, Calif. 94132. 


Florida State University—This is a 
Bachelor’s Degree program for persons 
specializing in Peripatology. The cur- 
riculum consists of 40 semester hours of 
academic and clinical work taken over 
ten-month period, beginning with the 
Fall Term. Traineeships are available 
from Florida State University through 
the United States Office of Education. 
Each senior trainee will receive a stipend 
of $1,800 for the year, plus full tuition 
and registration fees. For further infor- 
mation write: Dr. Gideon R. Jones, 
Florida State University, Exceptional 
Child Education, Tallahassee, Florida 
32306. 


Boston College—This is a Master of Ed- 
ucation program in Peripatology involv- 
ing 12 months of study. Students may 
enter classes in June or in September. 
Traineeships are available which con- 
sist of a monthly stipend for living 
expenses plus all tuition and registration 
fees. For further information write: Dr. 
John R. EHichorn, Special Education & 
Rehabilitation, Boston College, 96 Col- 
lege Road, Chestnut Hill, Mass. 02167. 


Western Michigan University—WMU 
conducts a 12 month Master’s Degree 
program in the training of Orientation 
and Mobility specialists. Five students 
are allowed to enter the program at the 
beginning of each of the university sem- 
esters namely, September, January and 
April. A Master of Arts degree is 
awarded for successful completion of the 
required program. Fifteen students will 
be awarded traineeship grants annually, 
with each grant carrying a stipend of 
$3,200 for the calendar year, with addi- 
tional funds available for travel ex- 
penses related to participation in the 
program. For further information write: 
Professor Donald Blasch, Director, Blind 
Rehabilitation Programs, Western Mich- 
igan University, Kalamazoo, Michigan 
49001. 


Summer Courses In Education of 
Visually Handicapped: A directory of 
Summer courses for teachers of the 
visually handicapped appears in the 
March 1967 issue of The International 
Journal for the Education of the Blind. 
Information is included about ten uni- 
versity programs offering special course 
work in this field of education, Summer 
1967. The New Outlook for the Blind, 
March 1967, also contains a directory 
of summer courses. Reprints of this 
latter directory are available by writing: 


American Foundation for the Blind (15 
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West 16th Street, New York, N. Y. 
10011). Single copies of this directory 
are also available free of charge, from 
the AAIB Central Office. 


Teacher Preparation Courses: In ad- 
dition to the special summer courses for 
teachers of the visually handicapped 
enumerated in the March issue of The 
Intenational Journal for the Education 
of the Blind and the March issue of The 
New Outlook for the Blind, the following 
courses are available: 


The University of Wisconsin, Madison, 
Wisconsin 

194-541-9 Education of the Visually 
Handicapped Child 





194-635-9 Practicum: Visually Handi- 
capped 

These courses are taught by Mr. Wil- 
liam T. Heisler, director of teacher pre- 
paration, Perkins School for the Blind. 
The classes will be conducted at the Wis- 
consin School for the Visually Handi- 
capped, Janesville, Wisconsin, July 17- 
August 12. For further information con- 
tact: Mr. William T. Heisler, Director of 
Teacher Preparation, Perkins School for 
the Blind, Watertown, Mass. 02172; or 
Mr. R. E. Long, Superintendent, Wiscon- 
sin School for the Visually Handicapped, 
1700 West State Street, Janesville, Wis. 
53545. 


Wayne State University, Detroit, Mich- 
igan 
Clin. Psych. 6831 Introduction to Psy- 
chological Testing 
Spec. Ed. 5403 Education of Exception- 
al Children 
For further information write: Dr. 
John J. Lee, Chairman, Dept. of Special 
Education and Vocational Rehabilitation, 
College of Education, Wayne State Uni- 
versity, Detroit, Michigan 48202, or Dr. 
Gwen Retherford, Dept. of Special Edu- 
cation and Vocational Rehabilitation, 
College of Education, Wayne State Uni- 
versity, Detroit, Michigan 48202. 


Illinois State University, Normal, Illinois 
Teaching Skills of Mobility, Orienta- 
tion and Daily Living 
This class for teachers of Visually 
Handicapped Children, will be limited to 
20 experienced teachers of blind or par- 


tially seeing children employed to teach 
those children in the 1967-68 school year. 
Dates: June 26-July 22. 

For further information write: Mr. 
Donald Zahler, Institute Director, Fair- 
child Hall 114, Illinois State University, 
Normal, Illinois 61761. 


University of Oregon, Eugene, Oregon 

Workshop on Administration and In- 

terpretation of the Illinois Test of 
Psycholinguistic Abilities. 

This workshop, conducted by Dr. Bar- 
para Bateman, will provide supervision 
and practice in administering the ITPA 
and will deal with the interpretation of 
profiles and the implementation of diag- 
nostic findings in remedial programs. 
Dates: June 19-July 14. For further in- 
formation write: Dr. Barbara Bateman, 
Division of Psychological Services, School 
of Education, University of Oregon, 
Eugene, Oregon 97408. 


George Peabody College for Teachers, 
Nashville, Tenn. 

Special Education Workshop in the 
Use of the Abacus in Mathematics 
Programs for Blind Children. 

This course, taught by Mr. Fred Gis- 
soni and Dr. Randall Harley, extends 
from June 12 through June 20. It is 
designed to assist teachers in abacus 
instruction and to understand the prob- 
lems faced by blind children in develop- 
ing number concepts. 

For further information write: Dr. 
Randall K. Harley, Dept. of Special 
Education, George Peabody College for 
Teachers, Nashville, Tenn. 37203. 
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AGENCY INFORMATION 


AAWB Executive Secretary Dies: Mr. 
Sidney B. Cohen, Executive Secretary, 
American Association of Workers for the 
Blind died Thursday, April 27, following 
a heart attack. Mr. Cohen had served as 
Executive Secretary since September 1, 
1966. 

Mr. Cohen, 52, was born in Phila- 
delphia, Pennsylvania, and a resident of 
the Metropolitan area of Washington, 
D. C., since 1936. He held responsible 
financial and management positions in 
the Federal Security Agency, Depart- 
ment of the Air Force, Economic Sta- 
bilization Agency, Department of Health, 
Education, and Welfare, Food and Drug 
Administration, Vocational Rehabilita- 
tion Administration, National Institutes 
of Health, and served as Assistant Sec- 
retary Treasurer of the Board of Di- 
rectors and Business Manager, Gallaudet 
College. 

During his short yet productive tenure 
as Executive Secretary of AAWB, Mr. 
Cohen evidenced keen insight and or- 
ganizational ability in directing the af- 
fairs of the AAWB. His passing will not 
only be sorely missed by AAWB, but 
by many other persons and agencies in 
work for the visually handicapped. 


AFOB Appointment: The American 
Foundation for Overseas Blind has ap- 
pointed Paul J. Langan director of its 
Beirut office, which supervises its pro- 
grams throughout the Middle East and 
in North Africa. Mr. Langan has been 
a member of the AFOB professional 
staff for 11 years, assisting in setting up 
the organization’s programs in the Far 
East and serving as director of its 
Europe Regional Office in Paris. Before 
assuming his present post, he was pro- 
gram consultant in the Foundation’s 
world headquarters in New York City. 


Dental Study: Students at the Ala- 
bama School for the Blind are par- 
ticipating in a new type of dental pro- 
gram, sponsored by the Quaker Oats 
Company. The students were divided into 
three groups, one group eating “Cap’n 
Crunch” cereal from yellow bowls, an- 
other eating “Life” cereal from green 
bowls, and the third group eating raisins, 
prunes, or other dried fruits. This cereal 
was served every morning. The purpose 
of the program was to prove that pre- 
sweetened cereal is not harmful to one’s 
teeth. The students reportedly enjoyed 
the program and are grateful to the 
Quaker Oats Company and to Dr. Sidney 
B. Finn, Dental Consultant of the In- 


stitute, for making their participation 
possible. —The Alabama Brass 


Music Composition Contest: The AAIB 
is pleased to announce that through the 
courtesy and financial backing of Mr. 
Hubert Smith, President, and his or- 
ganization, Ways and Means for the 
Blind, Inc., of Augusta, Georgia, that a 
second Charles and Melva Owen Music 
Composition Contest will be conducted. 
Prizes of $100.00, first place; $50.00, sec- 
ond place; and $25.00, third place, will 
be presented at the 49th Biennial Con- 
ference of the AAIB to be held in Tor- 
onto, Canada, June, 1968. 

The competition is open to any ele- 
mentary or secondary student enrolled in 
a residential school, or a day school pro- 
gram for the visually handicapped, 
whose visual acuity is 20/200 or less in 
the better eye after correction. Each 
composer may submit only one number 
in the competition. Manuscripts must be 
legibly written in black ink, or clearly 
reproduced from legibly written master 
copies. Entries must be post marked 
not later than midnight, April 1, 1968 to 
be eligible for the competition. They must 
be sent pre-paid to: Mr. James W. 
Hayes, Chairman, AAIB Music Work- 
shop, 120 Holcomb, Hartford, Connecti- 
cut 06112. 


NBP_ Anniversary: The National 
Braille Press Incorporated observed its 
40th Anniversary on March 17, 1967 
with an Open House and a buffet lunch. 
Congratulatory letters and telegrams 
from volunteers and _ organizations 
throughout the country serving the blind 
and deaf-blind were received. 


Perkins Appointments: Dr. Edward J. 
Waterhouse, Director of Perkins School 
for the Blind has announced the follow- 
ing changes: Mr. Benjamin F. Smith, 
previously the Principal, has been ap- 
pointed to the new position of Assistant 
Director. Mr. Smith joined the Perkins 
faculty in 1937 and has been Principal 
since 1952. 

Mr. A. Claude Ellis, formerly As- 
sistant Principal, has been selected as 
Principal. Mr. Ellis joined the faculty 
in 1950, serving as Assistant Principal 
since 1964. 


Regional Libraries for the Blind: The 
Library of Congress, Division for the 
Blind and Physically Handicapped has 
announced the openings of two new 
Regional Libraries for the Blind. The 


New Mexico State Library in Santa Fe, 
has become the 33rd Regional Library. 
It was made possible by the construction 
of a new New Mexico State Library 
building which was dedicated in Novem- 
ber 1966. Prior to this, the blind of New 
Mexico had been served from the Denver 
Public Library. To serve New Mexico 
patrons who speak only Spanish or 
native Indian dialects, Regional Librarian 
Miss Mary Margaret Smith will initiate 
a pilot project to tape-record books in 
those languages. One copy of each re- 
cording will be sent to the Library of 
Congress where additional copies may be 
made for the blind in other areas. The 
address of the Library is Services for 
the Blind Division, New Mexico State 
Library, 300 Don Gasper, Santa Fe, N. 
Mexico 83301. 

During 1966 the New Jersey State 
Library began preparations for opening 
the 34th Regional Library for the Blind 
and Physically Handicapped. Residents 
of New Jersey, formerly served by the 
Philadelphia Library for the Blind, will 
now be served in Trenton. The New Jer- 
sey Library began providing mail service 
in February 1967 and will open its doors 
to the public as soon as all the necessary 
equipment and staff are obtained. Miss 
Adeline Franzel came from the Phila- 
delphia Library to head the New Jersey 
Library for the Blind and Handicapped, 
located at 1700 Calhoun Street, Trenton, 
N. J. 08638. 


CONVENTIONS, INSTITUTES, 
MEETINGS 


AAWB National Convention: The 
American Association of Workers for 
the Blind will hold its 1967 Convention 
in Miami Beach, Florida, July 9-14, at 
the Deauville Hotel. The hotel is re- 
serving 400-450 guest rooms for this 
occasion. The special convention rate for 
this period will be $7.00 per person for 
double occupancy and $10.50 per day, 
single occupancy on the European Plan. 
If the Modified American Plan (includ- 
ing breakfast and dinner nightly) is de- 
sired, this shall be available at $3.50 
per person daily (additional). 

For additional information regarding 
the Convention write: Executive Secre- 
tary, American Association of Workers 
for the Blind, 1511 K Street N.W., 
Washington, D. C. 20005. 


Family Relations Meeting Scheduled: 
The National Council on Family Rela- 
tions will hold its Annual Meeting at the 


San Francisco Hilton Hotel, August 
16-19, 1967. The Conference Theme, 
“Family Communication,” will be treat- 
ed in general sessions and special sec- 
tional meetings. Topics scheduled for 
discussion include: ‘Disruptive Family 
Communication,” ‘Communicating with 
Colleagues and Community,” “Commu- 
nication Involving Children,” “Children’s 
Perceptions of Love Expressed through 
Drawings and Prose,” and ‘Preschool 
for Emotionally Disturbed Children.” 

All interested persons and organiza- 
tions are invited to participate. Further 
information may be requested from: Mrs. 
Vance Jewson, Executive Officer, NCFR, 
1219 University Avenue S.E., Minne- 
apolis, Minnesota 55414. 


NBA Plans Fall Meeting: The Nation- 
al Braille Association will hold its Fall 
meeting, September 25-27, at the Albany 
Hotel, 17th and Stout Streets, Denver, 
Colorado. Planning for this meeting is 
under the direction of Helen R. Hub- 
man, with 16 NBA members from Braille 
Service, American Red Cross and Braille 
Service Temple Emanuel assisting. 

For further information on the meet- 
ing, write: Mrs. Helen R. Hubman, 2060 
Albion Street, Denver, Colorado 80207. 


NIB Meeting Set: The 1967 Annual 
Meeting of National Industries for the 
Blind will be held at the Park-Sheraton 
Hotel, Washington, D. C., October 15-19. 


Orientation and Mobility Workshop 
Planned: An Orientation and Mobility 
Workshop for Houseparents will be con- 
ducted at the Missouri School for the 
Blind, St. Louis, Missouri, June 5-7, 
1967. Special sessions of the workshop 
will treat use of the sighted guide, basic 
or pre-cane skills, activities of daily liv- 
ing, rules and regulations at residential 
schools, grooming, personal care, hand- 
shaking, table manners, posture, gait, 
and exercises. The individual workshops 
will be one hour and 20 minutes in 
length and the blindfold will be used for 
some. Instructors include: Miss Helen 
Becker, Mr. Donald Blasch, Dr. Ran- 
dall K. Harley, Miss Ruth Kaarela, Miss 
Eula Shultz, Mrs. Pamela Webb and 
Mr. Robert H. Whitstock. For further 
information write: Mr. Maurice Olsen, 
Superintendent, Missouri School for the 
Blind, 3815 Magnolia Avenue, St. Louis, 
Missouri 638110. 


Research Skills Institute: The Depart- 
ment of Special Education, Teachers Col- 


lege, Columbia University, has been 
awarded a grant by the U. S. Office of 
Education to conduct a special study in- 
stitute entitled “Enhancing the Research 
Skills of Teacher Educators in Special 
Education.” 

This institute, June 5 to June 23, will 
be designed to add to the skills of se- 
lected special education faculty members 
in creating, developing, and supervising 
student and community research. It will 
be open to special education faculty 
members who will have research re- 
sponsibilities in September, 1967. Ap- 
plicants should write to Dr. Herbert 
Rusalem, Department of Special Edu- 
cation, Teachers College, Columbia Uni- 
versity, New York, N. Y. 10027. 

—The New Outlook 


DVH NEWS 


DHV Members to Receive Fountain- 
head: In an effort to increase cooperative 
activities between the American Associa- 
tion of Instructors of the Blind and Di- 
vision for the Visually Handicapped— 
Partially Seeing and Blind, copies of this 
issue of Fountainhead are being sent to 
all members of DVH who do not cur- 
rently hold membership in the AAIB. By 
permission of the AAIB Board of Di- 
rectors, a special subscription price to 
Fountainhead will be extended to these 
persons. 

Mr. Don L. Walker, Editor for the 
DVH newsletter, has agreed to assist in 
the collection of news items for Foun- 
tainhead, and to be responsible for the 
DVH information which will be included. 


DVH Sessions Being Planned: Plans 
are already underway by the Division 
for the Visually Handicapped—Partially 
Seeing and Blind, for five sessions deal- 
ing with the area of vision, to be held 
in conjunction with the 46th Annual 
International Convention of Council for 
Exceptional Children, April 16-20, 1968, 
New York City. In addition to the five 
sessions, there will be a Saturday ses- 
sion designed to be instructional in na- 
ture, and planned particularly for par- 
ticipants who are unable to hear the 
presentations in the five regular sessions 
during the week. It will include a ques- 
tion-answer time and feature special ex- 
hibits in keeping with the discussion. 
Mrs. Clara H. Robertson, President- 
Elect of DVH is serving as program 
chairman for the planning of special ses- 
sions in the area of visually handicapped 
children. 
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Braille Mailing Tubes: The American 
Printing House for the Blind has an- 
nounced the availability of braille mail- 
ing tubes, made of heavy cardboard, de- 
signed to provide an almost crush-proof 
covering for braille sheets, primarily 
personal letters, which must be sent 
through the mails. The tubes are 11%” 
in length, with an inside diameter of 1”, 
holding from three to four sheets of 
Braille, depending upon the stiffness of 
the paper used. Self-adhering address 
labels (844” x 41%4” in size) are provided 
for use with the tubes. The tubes are 
very durable and can be used many 
times. 

A kit of mailing tubes consists of 40 
tubes and 40 mailing labels (Cat. No. 
1-0410. Price: $2.00). Additional, self- 
adhering mailing labels may be pur- 
chased separately in quantities of 100 
(Cat. No. 1-0411. Price: 85¢). Order 
from: American Printing House for the 
Blind, 1839 Frankfort Avenue, Louis- 
ville, Ky. 40206. 


Cataract Glasses: New improved, in- 
expensive cataract glasses made of col- 
orless polyester resin are available 
through Universal Ophthalmic Products, 
Houston. Manufactured under the trade 
name Unikat, the temporary glasses are 
available in 12 powers, in sizes 42 to 
48, and in styles for men and women. The 
glasses are reported to offer advantages 
of good design from a cosmetic view- 
point, extremely light weight, excep- 
tional optics, minimal image jump from 
distance to near, and a large reading seg- 
ment. —The Sight-Saving Review 


Electronic Travel Aid: Mr. Lawrence 
Hapeman, mobility instructor at the 
Missouri School for the Blind, St. Louis, 
is the author of an article, “The Ultra 
Sonic Aid for the Blind,’ appearing in 
the May 1967 issue of The New Outlook 
for the Blind. Mr. Hapeman includes 
techniques for holding and using the aid, 
discusses. difficult situations encoun- 
tered with the device, and points out pos- 
sibilities for using the aid as a sup- 
plement to a blind person’s travel. 


Jigsaw Puzzles: The Royal National 
Institute for the Blind has announced 
the availability of the following jigsaw 
puzzles: 

Terrier (25 pieces) #9408; price 5s. 

9d. 

Goat (25 pieces) #9409; price 5s. 9d. 

Horse (25 pieces) #9410; price 5s. 

9d. 


-miscellaneous devices. 


The size of each puzzle when as- 
sembled is 1154” x 814”. Weight (boxed) 
is 10 ozs. Order from: Director Gen- 
eral, The Royal National Institute for 
the Blind, 224 Great Portland Street, 
London W1, England. 


EQUIPMENT - MATERIALS 


Motorized Wheelchair: An_ electric 
wheelchair developed by Dr. Per Uddén 
of the Timra Medical Centre, can travel 
indoors as well as outdoors. The chair 
climbs curbs, travels over rough ter- 
rain, and if steps are properly spaced, 
climbs stairs. Permobil, the name given 
the electric wheelchair, uses 6- and 12- 
volt automobile batteries for power. Op- 
eration is controlled by a panel fitted to 
one of the arms, and the chair is adapt- 
able to special operational equipment, 
for instance, control by mouth. 

A safety feature of this chair is its 
immediate braking when the driver re- 
leases the control. Brakes are also acti- 
vated in the event of a power failure. 

Because mass-production of this item 
cannot be effected, cost is rather high 
(now $1,675). Another feature of the 
vehicle which might present indoor prob- 
lems in certain instances is its weight, 
400 pounds. Dimensions of the vehicle, 
however, are within normal ranges. 


—Rehabilitation Record 


Optical Aids Catalogued: A Catalogue 
of Optical Aids and a Supplement of 
Vision Testing Materials, has been pub- 
lished by The Lighthouse Low Vision 
Services, The New York Association 
for the Blind. The 26-page fully illustrat- 
ed Catalogue comes in five sections list- 
ing hand magnifiers, stand magnifiers, 
headborne magnifiers, distance aids and 
Included are 36 
black and white photographs of the aids 
with complete descriptions. The 6-page 
Supplement lists vision tests designed, 
developed and clinically tested by The 
Lighthouse Low Vision Clinic Staff, and 
recommended for use by ophthalmolo- 
gists, orthoptists, school nurses, teach- 
ers, educational psychologists, or any 
group interested in vision, or in work 
where evaluation of a visual handicap 
is important. 


The Catalogue and Supplement are 
available by request at The Lighthouse, 
111 East 59th Street, New York, New 
York. (Price: $2.00) 


FILMS 


Art Film: The Ford Foundation has 
make a grant of $511,500 to the Amer- 
ican Federation of Arts to support an 
experiment in the use of film to teach 
art in elementary and secondary schools. 
The grant will finance the production 
of 16 films for fifth-grade use. Rudolph 
Arnheim, a psychologist of art, will 
direct the films, which are designed ‘“‘to 
bridge the gulf between art and every- 
day life by helping the child to grasp 
and interrelate such aspects of life and 
art as shape, color, light, space and 
movement.”’ —New York Times 


= 
LEGISLATION 


Legislation—Elementary and Second- 
ary Education Amendments of 1967: In 
President Johnson’s education message 
to Capitol Hill, on Tuesday, February 
28, the following amendments to the 
Elementary and Secondary Education 
Act were proposed: 


I. Teacher Corp. The teacher corp pro- 
gram, now under Title V of the 1965 
Higher Education Act, would become a 
part of Title I of the Elementary and 
Secondary Education Act of 1965 and 
would be extended for three years, 
through fiscal year 1970. 


II. Comprehensive Educational Plan- 
ning. Title V of the Elementary and 
Secondary Education Act would be 
amended to establish a five-year pro- 
gram of grants to states by the Com- 
missioner of Education for programs of 
comprehensive, systematic, and continu- 
ous planning, and for evaluation of edu- 
cation at all levels. 


III. Innovation in Vocational Educa- 
tion. The Vocational Education Act of 
1963 would be amended to establish a 
five-year program of grants to state vo- 
cational boards, local educational agen- 
cies, and public and private agencies, 
organizations, and institutions to support 
the planning, development and operation 
of innovative projects to serve as models 
for vocational education programs. 

—Washington Outlook on Education 


Legislation—Higher Education Amend- 
ments of 1967: Highlights of President 
Johnson’s Health & Education Message 
to Capitol Hill on Tuesday, February 28, 
included the following: 

I. Extension of Higher Education Act 
of 1965 (PL 89-329). Most titles of the 
Higher Education Act expired at the 
end of fiscal year 1968. Early extension 


of the Act would allow schools and col- 
leges more ample lead-time for edu- 
cational, fiscal, and manpower planning. 
HEA would be extended for five years, 
through fiscal year 1973. Title V teach- 
er fellowship programs, would be incor- 
porated into the Education Professions 
Act. 

Il. Extension of the National Defense 
Education Act of 1958 (PL 85-864). This 
legislation, aimed at augmenting the 
supply of highly trained manpower in 
fields relating to security — science, 
mathematics, and foreign languages, has 
been amended from time to time, most 
recently by the Higher Education Amend- 
ments of 1966, to extend its coverage 
to virtually all areas of education. Title 
XI expires at the end of fiscal year 
1968. Its extension is not being request- 
ed, since it will be incorporated into the 
Education Professions Act. An appro- 
priation of $35.5 million for this Title is 
requested for FY 1968. 

III. Education Professions Act (Title 
V of Higher Education Amendments). 
The proposed Education Professions 
Act would bring greater order out of the 
present patchwork of educational train- 
ing legislation through flexible authority 
allowing the coordination, broadening, 
and strengthening of programs for the 
training of teachers and other educa- 
tion personnel for all levels of educa- 
tion. Grants would be made to state and 
local educational agencies and to in- 
stitutions of higher education, to enable 
them to identify and encourage quali- 
fied persons to enter or reenter the field 
of education. Fellowships under Title 
V-C of the Higher Education Act of 
1965 would be expanded to include pre- 
school and adult and vocational educa- 
tion personnel. In the field of training 
for careers in elementary, secondary, and 
postsecondary education, program de- 
velopment grants to institutions of high- 
er education would be offered to strength- 
en graduate and undergraduate pro- 
grams, including those for non-teaching 
personnel. Grants would also be made to 
institutions of higher education and to 
state and local educational agencies for 
preservice and inservice training, in- 
cluding, institutes, seminars and work- 
shops for personnel in all subject matter 
areas. A National Advisory Council on 
Education Professions Development 
would be established to review this leg- 
islation and all other federal programs 
for the training and development of 
educational personnel. The Council would 




















make annual reports of its findings and 
recommendations. 

IV. Extension of the National Voca- 
tional Student Loan Insurance Act of 
1965 (PL 89-290). The present Act 
provides that, after FY 1968, the Federal 
Government can insure loans only for 
students who have received prior in- 
sured loans under the Act. The amend- 
ment will provide insurance for loans 
made to new borrowers until June 30, 
1973, and for additional loans made to 
borrowers prior to that date to continue 
their education until June 30, 1977. 

Section 6 of the National Vocational 
Student Loan Insurance Act will be 
amended so that, under the federal loan 
insurance program, the maximum loan 
amount. per academic year shall be 
$1,500 and the aggregate loans to any 
student shall not exceed $3,000. 
—Washington Outlook on Education 


OVERSEAS INFORMATION 


Australian School for the Blind: The 
Royal Victorian Institute for the Blind, 
which last year celebrated its centenary, 
began its service to the blind babies, chil- 
dren and adults of the State with nine 
blind children in a cottage at Prahran. 
Larger premises soon became necessary 
and the Institute subsequently expanded 
on the site in St. Kilda Road it has oc- 
cupied ever since. 

Five years ago a new residential 
nursery and school for blind children 
was opened at Burwood (the St. Kilda 
Road quarters being needed for addi- 
tional services to adults). This school, 
one of the best in the world, contains a 
fully-equipped gymnasium; an indoor, 
heated swimming pool; a roller-skating 
and bicycle track; a sports ground and 
modern equipment for the training and 
education of handicapped children. More 
recently, a department for deaf-blind 
children has been established within the 
school, the only training center for 
multiply-handicapped children in Aus- 
tralia. Another recent innovation is a 
residential rehabilitation training center, 
mainly for newly-blinded adults. This 
also is the only one of its kind in Aus- 

tralia. —The New Beacon 


Garden for the Blind: Work has start- 
ed on the first public garden for the 
blind in North Wales. It is on the Rhyl 
promenade beside the Royal Alexandra 
Hospital. The land, given to the urban 
council at a peppercorn rental, will 
cost between 1,500 pounds and 2,000 


pounds and will be ready for late spring. 
The garden will include over 300 vari- 
eties of aromatic and scented plants. 
Much of the extensive seating which is 
to be one of the garden’s main features 
is being given by local organizations. 
—The New Beacon 

RCSB Annual Report: In the Annual 
Report, 1965-1966 submitted by the 
Royal Commonwealth Society for the 
Blind, progress in 28 Commonwealth 
countries of Africa, the Near and Far 
East, the Mediterranean, Caribbean and 
Pacific was enumerated. It was reported 
that Mobile Clinics, Dispensaries and 
Eye Camps provided or supported by 
the Society in 12 of the Commonwealth 
countries, treated 200,000 people at an 
average cost of 2/- per treatment. 

In January 1965, the Society sponsored 
a visit to Malaya, Singapore and Hong 
Kong by an eminent London eye surgeon. 
He operated on 76 patients, including 33 
who were blinded by leprosy. The sur- 
geon showed that modern corneal sur- 
gery can sometimes restore sight to 
people who have long been blind as a 
result of leprosy. A spectacular cam- 
paign for the treatment of trachoma in 
the Zambesi Valley was launched by the 
Rhodesian Council for the Blind, affiliat- 
ed fith RCSB, in October 1965. A mo- 
torized clinic, 12 ophthalmic dispensers 
on motor bicycles, and a small army 
of specially trained school children are 
collaborating in an effort which, over 
the next five years, can provide two mil- 
lion treatments for trachoma and al- 
lied diseases. 


PERSONNEL 


Position Desired: Miss Mary-Ann 
Coughlan who holds a Bachelor of Arts 
degree in Psychology and Sociology from 
the University of British Columbia, 
and is presently engaged in doing post 
graduate level work in adult education, 
is interested in obtaining employment 
as a teacher or worker with the blind. 
She has had experience working with 
blind children at the Institute for the 
Blind, Vancouver, B.C. Miss Coughlan 
indicates that she has guiding vision and 
is mobile with a white cane in familiar 
and unfamiliar places. For further in- 
formation write: Miss Mary-Ann Cough- 
lan, 2560 Blanca Street, Vancouver 8, 
B.C. 

PUBLICATIONS 


AAWB Annual Publication: Blindness 
—of which the December 1967 issue will 
be the fourth, is available from all 


Library of Congress Regional Libraries 
in both braille and recorded form. 
—AAWB News and Views 


Audiovisual Instruction: Anna L. Hyer 
is Editor of the publication, Audio-visual 
Instruction: Special Education, pub- 
lished by the Department of Audio- 
visual Instruction, NEA. The entire 
issue of this periodical is devoted to the 
many uses which can be made of audio- 
visual instructional materials in the edu- 
cation of the physically and mentally 
handicapped. An introduction by James 
Moss explaining the Office of Educa- 
tion’s commitment to improving the edu- 
cation of handicapped children and 
articles on the applications of new 
media for use with the deaf, the blind, 
and the mentally retarded are included. 
Order from Publications Sales Section, 
NEA, 1201 Sixteenth Street, N.W., 
Washington, D. C. 20036. (Price: 75¢) 


Braille Catalog: The 1964-1965 Catalog 
of Press Braille Books (adults) has 
been published recently. The titles in- 
cluded in this publication are provided 
by the Library of Congress and are 
available from the cooperating regional 
libraries. Copies of the catalog can be 
obtained from the Regional Libraries or 
by writing: Division for the Blind and 
Physically Handicapped, Library of 
Congress, Washington, D.C., 20542. 


Brain Injury Book: Dr. William M. 
Cruickshank is the author of a recently 
published book, The Brain Injured Child 
in Home, School and Community. The 
informative publication includes selected 
references of special interest to parents 
as well as selected references for teach- 
ers for each chapter. It includes charts, 
graphs and photos that assist in visual 
explanation, and includes actual case 
histories to specifically illustrate test- 
ing and teaching methods. Order from: 
Syracuse. University Press, Syracuse, 
New York 13210. (Price: $6.50) 


Brain Injury Book: A new publication, 
The Child’s Book About Brain Injury by 
Dr. Richard A. Gardner, has been issued 
by the New York Association for Brain 
Injured Children. This book is the first 
on the subject of brain injury specifically 
designed to be read by the brain injured 
child. It is written in simple language, 
well-illustrated, and may be read by the 
child alone or with an adult. Order 
from: NYABIC, 305 Broadway, New 
York, N. Y. 10007. (Price: $2.00) 


Clovernook Publications: Clovernook 
Printing House for the Blind (7000 Ham- 
ilton Avenue, Cincinnati, Ohio 45231) 
currently produces 26 periodicals in 
Braille ranging from Boy’s Life to New 
Outlook for the Blind. For information 
about the magazines and their sub- 
scription prices, request a list of their 
“Braille Magazines Embossed by Clover- 
nook Printing House for the Blind.” 

Also available from Clovernook Home 
and School for the Blind are the follow- 
ing: 

Clovernook Motto Calendars, with 
mottoes and phases of the moon for 
each month; free on request to blind 
children and adults. 

Braille Writing Paper in packages of 
400 sheets, 8% x 11, postpaid $2.00. 

Braille Playing Cards, $1.00 per deck. 

Clovernook Braille Cookbook, maga- 
zine binding (2 volumes) $1.00; loose- 
leaf binding (1 volume) $2.80. 


Amateur Radio Network Directory, 
magazine style $1.20; looseleaf $2.30. 

Current lists are also available for the 
following: ‘“Clovernook’s Book Lists for 
Adults” and “Braille Books for Young 
Readers.” 

Order the above material from: 
Clovernook Printing House for the Blind, 
tooo ea Avenue, Cincinnati, Ohio 

81; 


Dramatics for Handicapped Children: 
Creative Dramatics for Handicapped 
Children by Regina Schattner, was writ- 
ten with an intent to show teachers of 
handicapped children how the arts can 
act as a liberating force, a vehicle for 
growth, and a molder of personality for 
the handicapped just as for the normal 
child. The book includes plays where 
were developed with handicapped chil- 
dren and include music, dance, speech 
and poetry. A comprehensive chapter on 
method includes advice to the teacher 
on how to adapt a play for the group 
as well as make special individual 
adaptations. Published by The John Day 
Company, New York City, 1967. (160 
pages. Price: $4.50) 


Florida Council Pamphlet: A new 
pamphlet has been issued by the Florida 
Council for the Blind which describes 
the history of the 25-year-old state 
agency, its divisions and its services. 
Copies of the pamphlet have been sent 
to State Health, Welfare, Vocational 
Rehabilitation and Employment Service 
offices, as well as many agencies and 


groups which work closely with the 
Council. Persons desiring a copy should 
write: Florida Council for the Blind, 
108 West Pensacola St., Tallahassee, 
Florida 32301. 


Guitar Course Available: The Division 
for the Blind and Physically Handi- 
capped, Library of Congress, has just an- 
nounced the availability of Alfred’s 
Adult Guitar Course, by d’Auberge and 
Manus, published by Alfred Music Com- 
pany, Inc. The one-volume braille music 
book has been prepared by Howe Press. 
It is available on loan by writing: Di- 
vision for the Blind and Physically 
Handicapped, Library of Congress, Wash- 
ington, D. C. 20542. 


Learning Disabilities Publication: 
Ruth Edgington and Sam D. Clements, 
of the University of Arkansas Medical 
Center, are co-authors of a new volume, 
Indexed Bibliography on the Educational 
Management of Children with Learning 
Disabilities (Minimal Brain Dysfunc- 
tion). The book provides the educator, 
clinician, parent research specialist and 
student with a ready reference source 
for nineteen major subject areas which 
are considered essential to the appropri- 
ate educational management of children 
and youth with learning disabilities. 
Order from: Argus Communications, 
3505 N. Ashland Ave., Chicago, Illi- 
nois 60657. (Price: $1.75) 


Lighthouse Publications: The Low 
Vision Research Division of the Light- 
house, New York Association for the 
Blind, has announced the availability of 
the following publications: 

“A Worker’s Guide to Characteristics 
of Partial Sight,’ a code sheet divided 
into three sections, and devised to give 
a rapid method of identifying 24 of the 
most common eye diseases. (Price: 25 
cents) 

Lighthouse Picture Test Cards which 
cover symbols in conventional Snellen 
nomenclature, as used in testing for 
distance; and symbols arranged in lines 
of different print size, for near vision 
testing. (Price: 3 for 25¢, 10 for 50¢) 

Near Vision Test Card for Adults, a 
rapid screening device for assessment of 
reading acuity and ability. (Price: 3 
for 25¢, 10 for 50¢) 

Order the above material from: Light- 
house Low Vision Research Division 111 
East 59th Street, New York, N. Y. 10022. 


Book Published: Dr. 
Professor of 


Music Theory 
Paul Harder, Associate 


Music, Michigan State University, is 
author of a music theory text recently 
published in braille by Howe Press. 
The two-volume text, Basic Materials of 
Music Theory, is available on loan from 
the Division of the Blind and Physically 
Handicapped, Library of Congress 
(Washington, D. C. 20542) or from 
regional libraries for the Blind. 


Painting by the Blind: Gordon Stent, 
blind artist, first started painting less 
than four years ago. Several of his pic- 
tures have been accepted for exhibi- 
tions by selection committees with no 
knowledge of his blindness, and his work 
has been mentioned in the national press. 
It a recent article by him, “Painting 
Blind,” appearing in the February 1967 
issue of The New Beacon, Mr. Stent 
briefly mentions his technique of paint- 
ing with oil-based crayons. Mr. Stent 
has taught his technique to blind people 
and would like to see his methods more 
widely used. 


Press Relations: An informative pub- 
lic relations article, “Press Relations: 
One Tool in a Community Relations Pro- 
gram,” by Patricia Scherf Smith, ap- 
peared in the May 1967 issue of The 
New Outlook. The article points out the 
criteria used in evaluating a story, in- 
cludes rules for good personal press re- 
lations, mentions basic principles to fol- 
low with photographs, and enumerates 
activities which profit from a press re- 
lations campaign. 


Programed Instruction Book: The 
Sixty-sixth NSSE Yearbook, Pro- 
gramed Instruction, includes the fol- 
lowing chapters: “The Nature of In- 
struction,’ Stephen M. Corey; “His- 
torical Setting of Programed Instruc- 
tion,” Edgar Dale; “The Process of 
Instructional Programing,” Edward J. 
Green; “Behavioral Analysis and In- 
structional Sequencing,” Francis Mech- 
ner; “Empirical Testing of Programs,” 
Susan M. Markle; “Administrative and 
Curricular Considerations,’ Phil C. 
Lange; “Practical Problems in Program 
Production,” William A. Deterline; “Pro- 
gramed Instruction in the Schools: 
An Application of Programing Prin- 
ciples in ‘Individually Prescribed In- 
struction,’ ”’ C. M. Lindvall and John O. 
Bolvin; ‘‘Learning from Teaching Ma- 
chines,”’ Lasar G. Gotkin and Joseph Mc- 
Sweeney; “Future Developments,” Phil 
C. Lange. Order from: University of 
Chicago Press; price, $5.00 

—The News Letter 





Reading Skills Book: Charles C. 
Thomas Publisher, has recently released 
The Fundamental Reading Skill: As Re- 
lated to Eye-Movement Photography and 
Visual Anamolies, by Earl A. Taylor. 
The author explains how a combination 
of the usual procedures, cooperation with 
other specialists, and the use of new 
educational instrument techniques can 
increase the reading and overall func- 
tional efficiency of the majority of pupils. 
Thirty-two case studies are reported in- 
dicating the improvement of functional 
readiness, a combination of perceptual 
efficiency and ability to sustain efforts. 
This is a revised second edition of the 
book. Order from: Charles C. Thomas, 
Publisher, 301-327 East Lawrence Ave., 
Springfield, Illinois. (Price: $11.50) 


Retarded Blind Children: Anna S. 
Elonen, Margaret Polzien and Sarah B. 
Zwarensteyn, are the authors of an in- 
formative article, “The ‘Uncommitted’ 
Blind Child: Results of Intensive Train- 
ing of Children Formerly Committed to 
Institutions for the Retarded,” appear- 
ing in Exceptional Children, January 
1967. The article describes how clinical 
experience at the Michigan School for 
the Blind confirmed that many blind 
children have been and are still being 
unjustly committed to institutions for 
the mentally defective. It explains how 
six blind children who had spent vary- 
ing periods of time in institutions for 
the mentally defective were “uncom- 
mitted” and placed in the MSB where 
they were given intensive care and spe- 
cial attention. Significant advances in 
IQ and progress and behavior and educa- 
tional achievement were noted. 


School Achievement of Visually Han- 
dicapped: The relationship between vis- 
ual deficits and achievement was studied 
by Jack W. Birch and others and re- 
cently reported in, School Achievement 
and Effect of Type Size on Reading in 
Visually Handicapped Children. Par- 
tially seeing children (424) from the 
fifth and sixth grades were administered 
five equivalent forms of a standardized 
test containing school-like reading tasks. 
A comprehensive achievement test was 
later printed in type sizes 12-, 15-, 18-, 
21-, and 24-point, and administered ac- 
cording to the preference of the sub- 
jects. This test was administered under 
both timed and untimed conditions. Sta- 
tistical analysis revealed no relation- 
ship between the best type size and 
achievement or between the reading dis- 
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tance typically used and test scores. 
Other results, implications, and con- 
clusions concerning special education 
practices, teacher preparation, vocation- 
al rehabilitation, and research were in- 
cluded. Order from: ERIC Documents 
Reproduction Service, Bell and Howe 
Company, 1700 Shaw Ave., Cleveland, 
Ohio 44112. Indicate order number: ED 
010 274 and specify kind of reproduc- 
tion desired—hard copy (6” x 8”, about 
70% as large as the original text)— 
$6.64. Microfiche copy (4” x 6” film card 
that contains up to 60 pages of text) 
—27¢. Payment must accompany orders 
totaling less than $5.00. Add a special 
handling charge of 50¢ to orders totaling 
less than $3.00. 


TV Pamphlet: An informative and en- 
tertaining pamphlet, “T.V. or not T.V.,” 
has been produced by the American Op- 
tometric Association’s Department of 
Public Affairs for distribution. The four- 
page pamphlet, printed in 2 colors, 
answers questions that the average tele- 
vision viewer might ask, such as “Is 
television harmful to the eyes?” “How 
far away from the set should a viewer 
sit?” “What is the proper room light- 
ing?” and “What about color television 
for people who are color blind?” The 
pamphlet was developed by a leading St. 
Louis cartoonist. 

Copies of the pamphlet are available 
at a cost of $2.70 per minimum quantity 
of 100 from the Production Department, 
American Optometric Association, 7000 
Chippewa Street, St. Louis, Mo. 63119. 


Visual Science Experiments: James R. 
Gregg, O.D., is the author of a recently 
published book, Experiments in Visual 
Science, designed to present to the young 
“scientist” information in the realm of 
vision in a way that is both understand- 
able and thoroughly enjoyable. Dr. Gregg 
presents the visual phenomena in a 
lucid, uncomplicated style, utilizing gen- 
eral information in conjunction with ex- 
periments of varying degrees of diffi- 
culty and illumination. Order from: 
American Optometric Association, 7000 
Chippewa St., St. Louis, Missouri 63119. 
(Price: $5.00) 


Workshops for the Handicapped: The 
Growing attention to workshops for the 
handicapped is noted in the new publica- 
tion, Workshops for the Handicapped: 
An Annotated Bibliography, Number 3, 
Dorothy C. Perkins. This issue carries 
126 items from a wide range of journals, 
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projects and research and conference 
reports. Two articles dealing with time- 
ly issues on the social service and busi- 
ness roles of workshops are presented. 
They are authored by Isadore Salkin 
and Paul Lustig, presentations made at 
the 1966 annual meeting of the Cali- 
fornia Association of Rehabilitation 
Workshops. Order from: Rehabilitation 
Counseling Program, California State 
College at Los Angeles, Los Angeles, 
California. (47 pages. Price: $1.00) 


RECORDINGS - RECORD SERVICE 


CRCR Newsletter Initiated: Volume I, 
Number 1 of the CRCR Newsletter, the 
official organ of the Center for Rate 
Controlled Recordings, located at the 
University of Louisville, has recently 
been published (April 21, 1967). The 
Newsletter will feature news and re- 
search notes pertaining to the use of 
rate controlled recordings for educa- 
tional and research purposes and will 
include editorials and announcements. 
During the next few months, the news- 
letter will be prepared through the cour- 
tesy of the American Institutes for Re- 
search. Dr. David B. Orr and Mrs. 
Cynthia N. Graae, at the American In- 
stitutes for Research, are serving as 
editor pro tem and assistant editor pro 
tem respectively. Correspondence con- 
cerning the newsletter should be ad- 
dressed to either of them, or to the 
Center for Rate Controlled Recordings, 
University of Louisville, Louisville, Ky. 
40208. 


Gospel Songs: The Christian Record 
Braille Foundation, Inc., has produced 
its first annual gospel songbook on 
records and in Braille. Both editions con- 
tain exactly the same songs and in the 
same sequence. Single copies of either 
or both editions are available free to 
blind and visually impaired persons. 
Write to: Christian Record, Box 6097, 
Lincoln, Nebraska 68506 and ask for 
“Christian Record Songs of Faith, Book 
p2? —Braille Book Review 


Rate Controlled Recordings: The Cen- 
ter for Rate Controlled Recordings is able 
to provide on a limited basis, tape re- 
corded speech that has been compressed 
or expanded. The Center reports that in 
order for it to be processed satisfac- 
torily on their equipment, the material 
that is to be compressed or expanded in 
time should be recorded on full track 
tape at a recording speed of 15 i.p.s. 
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(Inches per second). The time required 
for recording and the desired play back 
time after treatment needs to be speci- 
fied. In certain cases, for instance the 
compression of single words, specifica- 
tion might be made in terms of the de- 
sired percent of compression. Any of the 
commonly available tape speeds and 
track widths may be requested for the 
final tape. Consumers are reminded how- 
ever that there is a loss in frequency 
response at the lower tape speeds, such 
as 1% i.p.s. 

A charge of $5.00 per hour for each 
hour spent in preparing materials is 
made for this service. In addition, the 
cost of any type purchased by the 
Center will be added to the requestors 
invoice. The Center can also provide 
the services of capable oral readers, 
where such is desired, at the charge 
of $10.00 per hour. 

For further information on the opera- 
tion of the Center, write: Dr. Emerson 
Foulke, Director, Center for Rate Con- 
trolled Recordings, University of Louis- 
ville, Louisville, Kentucky 40208. 


Rate Controlled Speech: Doctoral re- 
search pertaining to rate controlled 
speech has recently been completed at 
the University of Indiana Audio-Visual 
Center. Dr. David Wood discovered that 
elementary school children could cope 
successfully with single sentences at 
rates up to 400 words per minute. Dr. 
William Henry found that the compre- 
hension of single words, which had been 
compressed, increased as a function of 
both the frequency of the word in lan- 
guage usage and the length of the 
word. —CRCR Newsletter 


Recording Tape Sale: Science for the 
Blind, Haverford, Pennsylvania 19041, 
has recently announced a special tape 
sale. Among specific items mentioned 
are: 

7” reels, 114 mil. acetate, 1200 ft., used 
to make master recordings for disc manu- 
facture; as is—35 reels/box; $12.00. 

3” reels 1 mil. mylar, full to overflow- 
ing; 10 reels, $4.50; 20 reels, $8.00. 

7” reels, 1 mil. mylar, approximately 
1800 ft., used, fair to good condition; 10 
reels, $7.00. 

For additional tape sale offers, write 
to Science for the Blind. 


Speech Compression Investigation: 
Colonel Robert Scott, now of the Range 
Measurement Laboratory, Patrick Air 
Force Base, Florida, has investigated 


two different means of using computers 
to adjust the time dimension of speech. 
By one method, pauses longer than 150 
milliseconds were cut to 150ms. By the 
other, a computer divided a digital tape 
into 20ms. segments and staggered those 
segments on either channel of a stereo 
tape. This research was reported by 
Scott at the Louisville conference, based 
on his work done at the Communica- 
tion Sciences Laboratory at the Uni- 
versity of Michigan. An account of 
his work will be included in the Pro- 
ceedings of the Conference on Com- 
pressed Speech. —CRCR Newsletter 


Talking Book Publications: The Amer- 
ican Printing House for the Blind has 
recently released its “1966 Catalog of 
Talking Book Publications—Supplement 
#4.” Titles listed are recorded in micro- 
groove recording, 300 lines per inch, on 
10” records at 16% r.p.m. The books 
fall into the following categories: Arts 
—Useful; Biography; Description and 
Travel; History; Literature-Prose; Phi- 
losophy and Psychology; and Fiction. 
Request a copy of this supplement sheet 


from: American Printing House for the 


Blind, 1839 Frankfurt Avenue, Louis- 
ville, Kentucky 40206. 


RESEARCH 


Deaf-Blindness Research: The Indus- 
trial Home for the Blind has published 
proceedings of a seminar which it con- 
ducted with support of the Vocational 
Rehabilitation Administration, April 15, 
1966. This seminar was under the chair- 
manship of Herbert Rusalem with as- 
sistance of Louis J. Bettica, John E. 
Haffly and Joseph J. Parnicky. The pub- 
lication includes articles dealing with 
research challenges in communication 
problems, learning problems, vocational 
rehabilitation problems and resettlement 
problems of deaf-blind persons. Copies 
may be obtained by writing: Research 
Consultant, Industrial Home for the 
Blind, 57 Willoughby Street, Brooklyn, 
NS Y@112013 


Language Research: An initial award 
of $149,861 for the first year with addi- 
tional support for four years totalling 
about $1,144,361 over five years to the 
Massachusetts Institute of Technology 
for language research has been an- 
nounced by Dr. Stanley F. Yolles, Di- 
rector of the National Institute of Mental 
Health, U. S. Public Health Service. The 
grant, which began March 1, will allow 
the Linguistics Group of the Communica- 
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tion Sciences Center at MIT to continue 
a broad program of research to increase 
understanding of language and the way 
humans learn to use language. Research 
will extend from detailed study of indi- 
vidual languages to research into the 
nature of meaning, including studies of 
the understanding and development of 
language in individuals. 


Laser Research: The study of the laser 
as a research tool for treatment of 
retinal detachments, tumors, and inflam- 
matory disease will be one of the research 
programs in ophthalmology made pos- 
sible as the result of a $990,000 health 
research construction award to Columbia 
University College of Physicians and 
Surgeons and the Presbyterian Hospital, 
New York City. 

Included in the clinical research acti- 
vities will be the design, construction 
and evaluation of lasers for specific 
ophthalmic conditions. 


NIB To Conduct Study: National In- 
dustries for the Blind has obtained a 
six-month planning grant from the Vo- 
cational Rehabilitation Administration 
aimed at increasing gainful employment 
opportunities for multiple-handicapped 
blind persons. The project, which began 
January 1, is the first to be performed 
by NIB using VRA funds. 

The specific goals of the project are 
to determine the ability of multi-handi- 
capped blind persons to be employed in 
workshops; and to investigate the possi- 
bilities of obtaining government and in- 
dustry contracts that would provide con- 
tinuous gainful employment for these 
blind persons. —NIB News 


Research Bulletin Published: The Fall 
1966 issue of Bulletin of Prosthetics Re- 
search, contains a number of articles of 
interest concerning the visually handi- 
capped: “St. Dunstan’s International 
Conference on Sensory Devices for the 
Blind,” by H. Freiberger; “The Develop- 
ment of a Reading Machine for the 
Blind, Summary Report,” by G. C. Smith 
and H. A. Mauch; and “Evaluation of 
the Sonic Mobility Aid,’ by L. H. Riley, 
G. M. Well, and A. Y. Cohen. 

Order this publication from: Superin- 
tendent of Documents, U.S. Government 
Printing Office, Washington, D.C. 20402. 
(Price: $1.00) 


Research Publication: The U. S. Office 
of Education through the Educational 
Research Information Center (ERIC) 





has begun a new monthly abstract bul- 
fetin, Research in Education, to provide 
up-to-date information about research 
projects sponsored by the Bureau of Re- 
search. With the first issue of November 
1966, the catalog announces both newly 
funded research projects and recently 
completed research reports. 

Subscription price: $11.00 a year (do- 
mestic). 

Order from: Superintendent of Docu- 
ments, Government Printing Office, 
Washington, D. C. 20402. 


Vocational Rehabilitation Projects Ap- 
proved: Projects for the blind approved 
at the National Advisory Council on 
Vocational Rehabilitation meeting, Feb- 
ruary 9-10, 1967, include: 

Catholic Guild for All the Blind, New- 
ton, Massachusetts ($63,974). Grant ap- 
proved for the first year of a five-year 
project to establish a regional facility 
to provide psychiatric services to blinded 
persons receiving vocational rehabilita- 
tion services. 

Hadley School for the Blind, Winnetka, 
Illinois ($37,500). A one-year project to 
develop and make available a 52-volume 
braille medical dictionary. 

Stanford University, Stanford Califor- 
nia ($99,700). A two-year research proj- 
ect to develop both a direct translation 
reading aid for the blind, and a com- 
parable device which will provide them 
with environmental information impor- 
tant to mobility. The project will also 
include psychological evaluation of the 
usefulness of these devices to blind 
persons. 

Institute of Medical Sciences, San 
Francisco, California ($45,400). A two- 
year project to develop a sensory sub- 
stitution system for the blind by which 
optical information from a closed circuit 
television system will be electro-mechan- 


ically projected on to the skin in the 


form of tactile images. 


Eugene O’Neill Memorial Theater 
Foundation, Waterford, Connecticut 
- ($105,000). A three-year project to 


found a professional company of deaf 
performers, assembled and trained by 
professional theatrical personnel, to pre- 
sent plays in non-verbal and manual 
modes of communication. 

Smithsonian Institution, Washington, 
D.C. ($60,000). A project to establish a 
permanent and representative museum 
exhibit for blind persons at the Smith- 
sonian Institution. 

National Industries for the Blind, New 
York, New York ($70,000). A three-year 
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project to establish an industrially ori- 
ented sheltered workshop demonstration 
laboratory in which new products suit- 
able for production in agencies for the 
blind, and industrial components for use 
in production in these agencies, may be 
developed. 
—AAWB News and Views 


TEACHER PREPARATION 


Special Study Institute: The Kansas 
State Dept. of Public Instruction con- 
ducted a special study institute May 
29-31, treating the topic, “Improvement 
and Coordination of Educational and Re- 
habilitative Services for Partially Seeing 
and Blind Secondary School-Age Stu- 
dents.” The program was under the 
direction of Clara H. Robertson, with 
the assistance of Berthold Lowenfeld, 
James E. Marshall, Wilbur Fulker, David 
Ragan, Lauren Snow, Robert H. Barn- 
hart, Roger H. Triplett and Harry E. 
Hayes. 

“Improvement of Physical Education 
Opportunities for Children with Physical 
or Visual Handicaps,” is the subject of a 
special study institute, June 5-9. Pro- 
fessional personnel participating in this 
program include James E. Marshall, 
Clara H. Robertson, Carl J. Haney, Dr. 
Charles Buell, Lewis Harold Caldwell, 
Dr. Evalyn S. Gendel and Dr. Donald L. 
Rose. A total of 16 selected physical 
education instructors, school administra- 
tors and other school personnel serving 
physically handicapped or visually im- 
paired children will be invited to attend 
the institute. Arrangements are being 
made with a Kansas teacher training in- 
stitution for one hour graduate credit. 
The institute will be held at the Kansas 
School for the Blind. Partially seeing 
and blind children enrolled in a summer 
demonstration program together with se- 
lected physically limited children from 
the Kansas City area will be used in 
demonstration sessions. Stipends are 
available for participants. For further 
information write: William S. Fujikawa, 
Coordinator, Fellowship & Scholarship 
in Special Education, Division of Spe- 
cial Education, 120 East Tenth Street, 
Topeka, Kansas 66612. 

An institute on librarianship for visu- 
ally handicapped children will be held 
for five days during June, 1968 at the 
Wichita School District, Library-Materi- 
als Center for Visually Handicapped. 
Twenty traineeships are available at 
$15 per day. Interested applicants should 
also contact Mr. Fujikawa. 


VISION-PROBLEMS, INFORMATION 


Contact Lenses: “Soft” contact lenses 
are here—but they may not arrive for 
another decade. This _ prediction-and 
warning—Dr. Edward J. Fisher, of To- 
ronto, dean of the College of Optometry 
of Ontario, gave at a symposium under 
auspices of the NY Optometric Center. 


While the “soft” lenses have been used 
clinically on about 4,000 patients and 
seem to have “many advantages over 
conventional lenses,’ Dr. Fisher cau- 
tioned that “the disadvantages are also 
numerous at the present stage of de- 
velopment. Before these lenses are re- 
leased indiscriminately, an enormous 
amount of research must be done to be 
certain that they will be beneficial and 
not produce any deleterious results,” 
he said. “Some of the investigators have 
suggested that this may take as long as 
ten years,” continued Dr. Fisher. 


The lenses are a development of the 
Institute of Macromolecular Chemistry 
in Prague. —AOA News 


Contact Lens Report: A survey by the 
American Association of Ophthalmology 
reports that in a check of nearly 50,000 
contact lens wearers, 14 eyes had to be 
removed or were blinded and 157 were 
permanently damaged within one year, 
Today’s Health Magazine has reported. 
The association was quoted as saying, 
“The popularity of contact lenses has 
exceeded the public knowledge of the 
potential hazards associated with their 
use and eye complications associated 
with the lenses are more frequent among 
older persons and those with previous 
eye injuries or disease.” 


Eye Publication: A four-page pam- 
phlet, “Check Your Child’s Eyes,” for 
parents of four- and five-year-olds is 
now available. Information is given to 
determine whether the youngster sees 
as well as average or whether he needs 
a complete medical eye examination. 
1966. 25¢ Order from: Prevention of 
Blindness Society, 917 15th Street N.W., 
Washington, D. C. 20005. 


First Aid for Eye Emergencies: A free 
gummed sticker listing first aid tips for 
eye emergencies, which might be en- 
countered in the shop, school or home, 
may be obtained from the National So- 
ciety for the Prevention of Blindness. 
The sticker gives brief but helpful infor- 
mation in four categories: Blows, Specks, 
Cuts and Burns. Write: National Society 
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for the Prevention of Blindness, Box 426, 
Dept. A, New York, N.Y. 10019. 


Laser Damage: Dr. William T. Ham, 
Jr., reported at the meeting of the Amer- 
ican Association for the Advancement of 
Science, that while the laser is an im- 
portant tool, it must be used with much 
care. He estimated that lasers can cause 
eye damage at a distance of one mile 
if a person looks at it and steps into its 
cone, which is about one yard wide at 
this distance. 


Optical Aid Books: A 36-page manual, 
Recommended Aids for the Partially 
Sighted, by Louise L. Sloan, Ph.D., As- 
sociate Professor Physiological Optics, 
Wilmer Ophthalmological Institute of 
Baltimore, Maryland, has recently been 
published by the National Society for 
the Prevention of Blindness. Based on 
data obtained in a ten-year research 
grant, the book provides a systematic 
description and classification of useful 
optical and other aids for the partially 
sighted with particular emphasis on non- 
spectacle aids. Included is a special sec- 
tion listing manufacturers, optical com- 
panies, mail order houses and other 
sources of supply. Order from: National 
Society for the Prevention of Blindness, 
Inc., 16 East 40th Steet, New York, 
N. Y. 10016. (Price: $1.00) 


Spray Danger: Hair, insecticide and 
garden sprays can cause a form of ker- 
atitis (inflamation of the cornea) from 
accidental impregnation of the eye with 
minute chemical particles, reports Dr. 
Angus L. MacLean of Johns Hopkins 
University, Baltimore, in Modern Medi- 
cine. The active chemicals in the sprays 
apparently are hardened into minute 
particles by contact with the propellant 
and air, he said. If these particles strike 
the eye directly or obliquely and if the 
lids are wide open, some may be driven 
into the cornea or conjunctiva. Super- 
ficial injuries usually clear in about a 
week. Deeper lesions may last for several 
months. 

Hair spray caused 70 of 80 cases of 
spray keratitis treated by Dr. MacLean. 

—POB News 


Vision Publication: The American Op- 
tometric Association’s Department of 
Public Affairs listing of “Volumes on 
Vision” has just been revised and re- 
printed for continued distribution to 
teachers and librarians as well as to 
AOA members. The Department has also 
compiled and published a “Directory of 








Audio Visual Aids on Subjects of Vision 
and Vision Care.” 

Single copies of both items are avail- 
able without charge upon request to the 
American Optometric Association, De- 
partment of Public Affairs, 7000 Chip- 
pewa St., St. Louis, Missouri 63119. 


MISCELLANEOUS 


Anniversary Observed: Dr. Peter J. 
Salmon, Administrative Vice President 
of Industrial Home for the Blind was 
honored in a special dinner, June 1, at 
the International Hotel at Kennedy Air- 
port. Dr. Salmon has contributed over 
50 years of unparalleled service to the 
blind and deaf-blind of our Nation, in- 
cluding 20 years as Executive Director 
of IHB. 


Computer Course Established: Interna- 
tional Academy, Inc., in Brentwood, 
Maryland, has instituted a special eight- 
month computer training program for 
blind persons. Each student will learn 
to write in computer symbols the in- 
structions that are fed into a computer 
telling it how to perform a task. Start- 
ing salaries of $5500 to $7000 per year 
more than compensate for the $2395 tui- 
tion paid by each student. The U.S. 
Army Finance Department has offered to 
hire all the students who complete the 
course as qualified programmers. 


Fashion Show for Blind Children: Ap- 
proximately 115 blind teenagers from the 
West Virginia School for the Blind, the 
Maryland School for the Blind, and the 
Greater Washington, D.C. area enjoyed 
a special Fashion Show presented for 
them at the Mayflower Hotel in Wash- 
ington, D.C. by the magazine, Seventeen. 
Teen-age models did the modeling and 
also served as hostesses at the tables. 
The theme of the fashion show was 
“Please Do Touch the Merchandise.” The 
models, after the show, moved about 
through the tables of blind children and 
asked them to “feel” the garments. The 
entertainment included dancing to the 
music of a rock ’n roll band and refresh- 
ments were plentiful. A highlight of the 
afternoon took place when a telegram 
was read from Vice President Humphrey 
and then Mrs. Humphrey herself walked 
in and took a seat with the children. 


Gallery for the Blind: An article by 
Charles W. Sanford, “A Museum Gallery 
for the Blind,’ appeared in Museum 
News, June, 1966. The article explained 
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the opening exhibition of the Mary Duke 
Biddle Gallery for the Blind, in the North 
Carolina Museum of Art, which repre- 
sents with 63 sculptures, highlights from 
the history of art. It begins with an 
abstract Stone Age figure and progresses 
chronologically through various epochs 
to the Twentieth Century. 

The establishment of this permanent 
Gallery is the result of a pilot study 
conducted in the North Carolina Museum 
of Art to determine if the blind could be 
taught such a comprehensive survey 
through the handling of original objects. 
In 1962, a pilot class was organized with 
eight blind students selected from the 
Governor Morehead School. Classes have 
continued up until the present time, 
studying original objects, through the 
sense of touch, from all periods and 
from as many regions of man’s civiliza- 
tion as possible. —Museum News 


Large Print Book Study: The New 
York City Public Library is conducting 
a study of large-print books and their 
use in public libraries. With a demon- 
stration grant from the U. S. Office of 
Education the Library has assembled 
small collections of large-print books in 
two of its library centers. The collections 
consists of 15 copies each of 75 different 
titles, representing a wide variety of 
subject matter and all major publishers 
of large-print books. 

It is hoped that the study will develop 
data on type faces, bindings, weight and 
color of paper, and the kinds of titles 
preferred by readers. 


Social Security Disability Benefits for 
the Blind: The Social Security Adminis- 
tration, Dept. of Health, Education, and 
Welfare, has prepared a question-and- 
answer leaflet concerning disability ben- 
efits for the blind, in response to numer- 


ous requests for information on this sub- 


ject. The leaflet explains who is eligible 
for the benefits, defines blindness, ex- 
plains special provisions for the blind 
and other provisions and offers other 
helpful information. Single copies of the 
leaflet are available free of charge from 
the AAIB Central Office (711-14th Street 
N.W., Washington, D. C. 20005). 


Talking Book Expansion Program: 
Talking Books that the Library of Con- 
gress has supplied to blind readers for 
34 years are now available to people 
with other physical handicaps. Public 
Law 89-522 (July 30, 1966) authorized 


the Library of Congress to extend its 
national books-for-blind program _ to 
residents of the United States and to 
U. S. Citizens abroad who cannot read 
conventional printed materials because of 
physical limitations. Last fall, Congress 
appropriated $1,497,000 to implement 
the authorizing legislation, and the Pres- 
ident signed the appropriation act on 
October 27, 1966. 

Meanwhile, the Library has changed 
the name of the Division for the Blind, 
which has provided braille books to blind 
readers since 1931 and talking book 
recordings since 1933, and the division 
has prepared for increased service, ac- 
quired the additional books and phono- 
graphs, and developed necessary infor- 
mational resources. 

Handicaps which can now be served 
besides visual impairment, are disabling 
paralysis, muscle or nerve deterioration 
affecting coordination and control, and 
confinement in iron lungs or other mech- 
anical devices. Among the causes of these 
conditions are cerebral palsy, multiple 
sclerosis, muscular dystrophy, arthritis, 
infantile paralysis, myasthenia gravis 
and diplegia. . 

Catalogs of books available in the 
Regional Libraries and information on 
national services and resources may be 
obtained from the Division for the Blind 
and Physically Handicapped, Library of 
Congress, Washington, D. C. 20540. 


Talking Typewriter: The director of the 
Office of Economic Opportunity, Sargent 
Shriver, has announced the completion of 


negotiations for a “talking typewriter” 
teaching project to help New York’s cul- 
turally deprived children and non-literate 
adults. Twenty Edison Responsive En- 
vironment machines, purchased at a cost 
of $666,000, will teach 300 four-to-five- 
year-olds one-half hour a day for a pe- 
riod of six months. A complete learning 
system which responds individually to 
each of its students, the ERE is a free- 
standing computerized machine, which 
utilizes a television screen, a typewriter 
with large keys, an audio system, and 
visual progress devices. 
—Audiovisual Instruction 


Teacher Education Expenses: The In- 
ternal Revenue Service has issued new 
regulations which clarify the tax deduc- 
tion available to teachers for education 
expenses. The effect of the new rules 
will be to stimulate the pursuit of higher 
education by the nation’s’ teachers. 
Teachers who have satisfied the state’s 
minimum education requirements for 
“initial employment” will be entitled to 
deduct the expenses of additional educa- 
tion. Teachers with bachelors’ degrees, 
who have not earned a master’s degree 
required by state rules for ‘permanent 
employment” will now be entitled to de- 
duct the expenses of education to secure 
the advanced degree. A teacher who 
undertakes an educational program which 
may qualify him as a school administra- 
tor, such as a school principal, will no 
longer be automatically deprived of the 
deduction. The benefits are retroactive 
to calendar year 1964, and teachers may 
file amended returns. 
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AGENCY INFORMATION 


Accreditation Adviscry Committee: L. 
Brandon, President of the National 
Accreditation Council for Agencies Serv- 
ing the Blind and Visually Handicapped, 
Inc., has announced the appointment of a 
committee of specially qualified educa- 
tors to advise the Commission on Ac- 
creditation on development of evaluative 
instruments specifically applicable to 
residential schools for the blind. Dr. 
Jack W. Birch, associate dean, School 
of Education, University of Pittsburgh, 
has been named as chairman of the 
committee. 


The Advisory Committee will pre- 
pare the self-study and evaluative instru- 
ments for initial testing by residential 
schools for the blind. Five schools have 
agreed to work with the Advisory Com- 
mittee in this pioneering project: Ar- 
kansas School for the Blind, Maryland 
School for the Blind, Ohio State School 
for the Blind, Oregon State School for 
the Blind and Perkins School for the 
Blind. 


AFOB Appointments Made: The 
American Foundation for Overseas 
Blind has recently announced the ap- 
pointment of two regional directors. 
Paul J. Langan has been selected as di- 


rector of the Middle East-North Africa 
regional office in Beirut, Lebanon. Dr. 
Keanne Kenmore is the new director of 
the European regional office in Paris. 


Associate Commissioner Named: Dr. 
James J. Gallagher, president of the 
Council for Exceptional Children, has 
been named associate commissioner for 
the education of the handicapped in the 
office of education of the U.S. Depart- 
ment of Health, Education, and Welfare. 
Dr. Gallagher will be the commissioner’s 
principal adviser on matters relating to 
the education of the handicapped, and 
will head the recently created Bureau 
of Education for the Handicapped, 
which administers programs designed to 
help states, communities, colleges, uni- 
versities, and public and private agencies 
to meet the educational needs of the 
nation’s handicapped children. 

—New Outlook 


BVA Elects Officers: Irvin P. Schloss, 
Legislative Analyst and Washington 
Representative of the American Founda- 
tion for the Blind, was unanimously 
elected National President of the Blinded 
Veterans Association on August 5, 1967, 
at the Association’s Twenty-Second An- 
nual Convention, Hartford, Connecticut. 
Mr. Schloss had formerly served as 

















Executive Director and Editor of the 
BVA Bulletin, the Association’s publica- 
tion. In 1954, he was appointed Executive 
Director of the BVA, a position he held 
until 1958 when he resigned to accept 
his present position. 

Other national officers elected are 
Simon Gerbush, national secretary, 
Brooklyn, N.Y.; Clyde W. Waugh, na- 
tional treasurer, Miami, Florida; Rev. 
Thomas J. Carroll, national chaplain, 
Newton, Mass.; and James H. Butler, na- 
tional sergeant-at-arms, Miami Springs, 
Florida. 

The Blinded Veterans Association was 
founded in 1945 and is the only national 
organization of the war-blinded. It was 
chartered by the U.S. Congress in 1958 
and maintains its National Headquarters 
in Washington, D.C. The Association 
serves some 17,500 men and women 
throughout the United States who were 
blinded in combat. 


Center for Education of the Handi- 
capped: Teachers College, Columbia 
University, has received a _ $2,000,000 
grant from the U.S. Office of Education 
to construct a research and demonstra- 
tion center for education of the handi- 
capped. The projected facility, funded 
by the grant, will house long-range re- 
search programs for visually impaired, 
hearing impaired, mentally retarded, 
emotionally disturbed, and _ physically 
handicapped children. Identifying char- 
acteristics of the handicapped learner 
and of the learning task, and developing 
educational methods and materials for 
improving instruction, will be the major 
goals of the Center. 


Honors Presented at AAWB Conven- 
tion: Mr. Jansen Noyes Jr., president 
of the American Foundation for the 
Blind and the American Foundation for 


Overseas Blind since 1958 was recipient > 


of the Ambrose M. Shotwell Distin- 
guished Service Award, presented at the 
AAWB’s Annual Convention in Miami 
Beach, July 9-14. The Shotwell Award 
is made to “those whose leadership and 
service have exerted influence on a 
national or international scale.” 

The John H. McAulay Award, given 
“in recognition of outstanding service 
in the placement of blind persons in 
competitive industry,” was presented to 
Mr. Arthur L. Voorhees, rehabilitation 
specialist of the American Foundation 
for the Blind. 

Mrs. Jenny M. Beck, executive secre- 
tary of the Volunteers Service for the 


Blind in Philadelphia, was presented 
the Alfred Allen Award, given to a 
person “whose character and dedication 
epitomize the spirit and quality of di- 
rect service to blind persons.” 

A membership luncheon surprise was 
the presentation of a certificate to 
Maurice I. Tynan, former chief of serv- 
ices to the Blind, Vocational Rehabilita- 
tion Administration (HEW), for his 50 
years in AAWB. 

Mrs. Mary K. Bauman, who served as 
membership committee chairman for 
1967 reported that the AAWB now has 
1,322 annual members and 159 life mem- 
bers for a total of 1,481. 


IMRC-APH Information: Carl W. Lap- 
pin, Director, Instructional Materials 
Reference Center for Visually Handi- 
capped Children at the American Print- 
ing House for the Blind, has announced 
that Mr. David Keller, an engineer, has 
been employed to serve as Educational 
Aids Consultant, to locate and make pro- 
totype models for the center. 

According to Mr. Lappin, his center is 
now making reports of acquisitions to 
CEC-ERIC, including information on ap- 
proximately 30,000 titles of press made 
and hand transcribed material in braille 
and large type and recorded materials. 


Library Services to the Blind: A free 
membership directory is being offered to 
all members of the American Library 
Association Round Table of Library 
Services to the Blind. This will serve as a 
valuable reference tool for those new in 
the field of library services to the phys- 
ically handicapped. It will offer an op- 
portunity for members to meet and ask 
questions of other members from their 
local areas working in this field. 

Members of the ALA may join for 
$4.00 per year. Non-profit organizations 
without ALA affiliation may also join by 
sending their requests to: Mr. Frank 
Lavine, membership chairman, ALA 
Round Table on Library Services to the 
Blind, 3805 South Carolina Ave. S.E. 
Washington, D. C. 20008. All checks 
should be made payable to the American 
Library Association. 


Music Composition Contest: The AAIB 
is pleased to announce again that through 
the courtesy and financial backing of 
Mr. Hubert Smith, President, and his 
organization, Ways and Means for the 
Blind, Inc., of Augusta, Georgia, that a 
second Charles and Melva Owen Music 


Composition Contest will be conducted. 
Prizes of $100.00, first place; $50.00, 
second place; and $25.00, third place, will 
be presented at the 49th Biennial Con- 
ference of the AAIB to be held in To- 
ronto, Canada, June, 1968. 

The competition is open to any ele- 
mentary or secondary student enrolled 
in a residential school, or a day school 
program for the visually handicapped, 
whose visual acuity is 20/200 or less in 
the better eye after correction. Each 
composer may submit only one number in 
the competition. Manuscripts must be 
legibly written in black ink, or clearly 
reproduced from legibly written master 
copies. Entries must be post marked not 
later than midnight, April 1, 1968 to be 
eligible for the competition. They must 
be sent pre-paid to: Mr. James W. Hayes, 
Chairman, AAIB Music Workshop, 120 
Holcomb, Hartford, Connecticut 06112. 


NBA Elects Officers: Conferees attend- 
ing the Ninth National Conference of 
the National Braille Association, held at 
Saddlebrook, New Jersey, May 4-7, 
elected the following officers: Mrs. Vir- 
ginia Brooks Scharoff, president; Mrs. 
Helen Hubman, president-elect; Mrs. 
Lawrence Levine, vice-president; Mrs. 
Herman Lass, secretary; Mr. W. D. Earn- 
est, Jr., treasurer; and Mrs. George 
Turkeltaub, financial secretary. Directors 
and chairmen of standing committees 
were announced. The fall meeting of 
NBA is scheduled for September 25-27, 
1967 in the New Albany Hotel, Denver, 
Colorado. 


NBA National Office Moved: National 
Braille Association has moved its na- 
tional headquarters from New York City 
to Midland Park, New Jersey, and the 
Braille Book Bank has been moved to the 
same quarters from nearby Ridgewood. 
The new address is: 85 Godwin Avenue, 
Midland Park, New Jersey 074382. 


Sheltered Workshop Administrator 
Program: Rutgers, State University, 
New Brunswick, New Jersey, has been 
awarded a grant from the Vocational 
Rehabilitation Administration, H.E.W., 
to establish a sheltered workshop admin- 
istrator training program to start in 
September 1967, with approximately 15 
students. The 12-month full-time certifi- 
cate level program will consist of nine 
months of classroom courses and three 
months of field work experiences. It will 


be open to persons who can handle col- 
lege level work and who are interested 
in a career in sheltered workshop man- 
agement. Tuition and a stipend for living 
expenses will be offered. For further 
information write or call: Dean W. 
Grawood, Program Director, Rutgers, 
The State University, 35 College Avenue, 
New Brunswick, New Jersey 08903 (201- 
247-1766 Ext. 6221). 


CONVENTIONS, INSTITUTES, 
MEETINGS 


AAIB Regional Career Day Planned: 
The AAIB Guidance Workshop in coop- 
eration with the American Foundation 
for the Blind will co-sponsor a Regional 
Career Day Event to be held October 
6-7, 1967, at the Utah School for the 
Blind in Ogden, Utah. In addition to the 
school, the Utah program is co-sponsored 
by the Utah Division of Vocational Re- 
habilitation. Participants will come from 
the states of Arizona, Colorado, Idaho, 
Montana, Nevada, New Mexico, Utah 
and Wyoming. The program is designed 
primarily for high school students grades 
9-12, older teen-agers in ungraded pro- 
grams, the parents of these students, 
and the administrators and counselors of 
schools and agencies working with visu- 
ally handicapped youth. Housing and 
meal facilities at the host school together 
with the registration fee is available for 
a total of $8.00 per person. 

Persons interested in attending this 
highly informative Career Guidance 
Meeting should get in touch immediately 
with: Don H. Edwards, principal, Utah 
School for the Blind, 846 20th Street, 
Ogden, Utah 84401. 


AAIB Regional Conferences Scheduled: 
The American Association of Instructors 
of the Blind has scheduled a Regional 
Conference to be held at the Penn-Harris 
Hotel, Harrisburg, Pa., November 10-11. 
The conference is designed particularly 
for teachers and administrators of pro- 
grams for the visually handicapped, and 
will include important information on 
teaching visually limited children through 
the senses of sight, touch and hearing. 
In addition to lectures, discussions, and 
demonstrations, exhibits of the latest 
teaching materials and equipments will 
also be available. 

A special conference for houseparents 
and child care workers employed in pro- 
grams for the visually handicapped, will 
be held at the Overbrook School for the 








Blind, Nov. 10-11, the same days as the 
Harrisburg Meeting. The principal topics 
under discussion, at the Harrisburg ses- 
sions will also be treated at Overbrook, 
with particular emphasis given to the 
important roles houseparents, super- 
visors and child care workers play in the 
overall advancement and development of 
the visually handicapped child. 

Attendance at these conferences is 
open to all persons interested in the edu- 
cation of the visually handicapped chil- 
dren. Special encouragement is extended 
to residents of Connecticut, Delaware, 
Indiana, Kentucky, Maine, Maryland, 
Massachusetts, Michigan, New Hamp- 
shire, New Jersey, New York, North 
Carolina, Ohio, Ontario, Pennsylvania, 
Rhode Island, Vermont, Virginia and 
West Virginia. 

Because of restricted meeting room 
space available for these conferences, 
persons planning to attend should regis- 
ter as soon as possible. Pre-registration 
forms are available by writing: Execu- 
tive Secretary, American Association of 
Instructors of the Blind, 711 14th St. 
N.W., Washington, D. C. 20005. 


AAWB Convention Highlights: The 
American Association of Workers for the 
Blind 41st Convention, July 9-14, 1967, 
held at Deauville Hotel, Miami Beach, 
attracted 465 persons. The convention 
adopted the AAWB reorganization plans 
that include formation of state chapters, 
alterations in financing, and an increase 
in the National Office staff. Constitution 
and By-Law changes increased the term 
of officers to two years and directors to 
four years; regional meetings will now 
be held annually and the national meet- 
ing will he held biennially after 1969. 

The Convention elected the following 
officers: 

President-elect—Howard H. Hanson, 
director of the South Dakota Service to 
the Blind and Visually Handicapped. 

Secretary—Mrs. Mary K. Bauman, 
co-director of Personnel Research Center 
in Philadelphia. 

Treasurer—Cleo B. Dolan, executive 
director of the Cleveland Society for The 
Blind. 

These three, together with Mr. Arthur 
N. Magill, president; Mr. Louis H. Rives, 
Jr., immediate past president, Mr. Donald 
Blasch and Mr. Wesley D. Sprague, com- 
prise the Executive Committee of the 
Board of Directors. 

Directors: Leon C. Hall, supervisor, 
Business Enterprises Program, Georgia; 
Joseph Kohn, director, New Jersey State 


Commission for the Blind; George A. 
Magers, Services for the Blind, VRA, 
Washington; and Harold G. Roberts, 
associate director for Service, American 
Foundation for the Blind, New York. 


Academy of Aphasia Meeting: The 
annual meeting of the Academy of 
Aphasia will be held on October 17-18, 
1967 at the University of Michigan, Ann 
Arbor. Non-members may attend the 
meeting. Those interested in attending 
or desiring further information should 
contact Dr. Ronald S. Tikofsky, Program 
in Psycholinguistics, 182 Frieze Building, 
University of Michigan, Ann Arbor, 
Michigan 48104. 


Career Day—Suffolk County: Under 
the direction of Josina Bakker, supervi- 
sor, Program for the Visually Handi- 
capped, the Second and Third Supervi- 
sory Districts of Suffolk County, New 
York sponsored a Career Day for visu- 
ally handicapped students, Saturday, 
May 20, 1967. The program included dis- 
cussions and presentations by prominent 
personnel from vocational rehabilitation 
agencies, state universities, the State De- 
partment of Public Instruction, and suc- 
cessfully employed visually handicapped 
persons. 


CEC Western Regional Conference 
Scheduled: Council for Exceptional 
Children’s Western Regional Conference 
will be held in Regina, Saskatchewan, 
Canada, November 1-4, 1967. The Sas- 
katchewan Hotel will serve as the head- 
quarters hotel. States and provinces 
participating in the conference are: Al- 
berta, British Columbia, Idaho, Manitoba, 
Minnesota, Montana, North Dakota, 
Oregon, Saskatchewan, South Dakota, 
Washington and Wyoming. The theme 
of the Conference is, “Bridging the Gap 
between Research and the Classroom.” 


IFB Meeting Held: The International 
Federation of the Blind Executive Com- 
mittee met on April 22, 1967, the first 
time since the formation of this new 
world-wide organization of the blind in 
1964, at the Prinz Eugen Hotel, Vienna, 
Austria. The meeting was very well at- 
tended. Discussed at the two-day meet- 
ing, were the qualifications necessary to 
be a national member in the already 
eleven-member organization, the dues 
paid at various levels, and the next IFB 
Convention site. It was decided that New 
Delhi would be the location of the No- 


vember 1969 meeting. The theme of the 
convention is to be “Development of 
Organizations of the Blind and Their 
Role in Promoting the Welfare of the 
Blind.” Program activities were estab- 
lished and three topics decided on: White 
Cane Around the World, Compulsory 
Education of Blind Children and The 
Right of the Blind to Work. The meeting 
also decided to create an IFB newsletter 
to be published intermittently. 


NBA Winter Meeting Scheduled: The 
Winter General Membership Meeting of 
the National Braille Association will be 
held Monday, January 15, 1968, in New 
Rochelle, New York. 


NIB Meeting Set: The 1967 Annual 
Meeting of the National Industries In- 
dustries for the Blind and the General 
Council of Workshops for the Blind will 
meet October 15-19, at the Sheraton-Park 
Hotel in Washington, D. C. “New Hori- 
zons for Blind Workers,” is the theme 
for the meeting and will be reinforced 
by sessions on the many ways good work- 
shop management can help increase em- 
ployment of blind persons. Plans for the 
conference include a visit to the offices 
of the Vocational Rehabilitation Admin- 
istration, the NIB Annual Banquet, 
Breakfast Meetings and the General 
Council Business Session. For further 
information write: National Industries 
for the Blind, 50 West 44th Street, New 
YoOrkyNe Y.10036. 


NINDB Conference Planned: The Na- 
tional Institute of Neurological Diseases 
and Blindness is the sponsor of a confer- 
ence to be held in December which will 
take an entirely new look at the field of 
services to the visually handicapped. It 
will be based on a systems analysis of the 
field to be made by an independent re- 
search organization. The organization 
that has been selected to do the systems 
analysis is the Organization for Social 
and Technological Innovation, Inc. 
(OSTI), of Cambridge, Mass. Dr. Donald 
S. Schon, President of OSTI, will be the 
principal investigator. 

OSTI will prepare a core paper for the 
conference on the systems analysis, and 
will select and arrange for approximately 
five to six coordinating papers on selected 
sub-systems. Some 30 researchers from 
major federal and funding agencies will 
be invited to the conference as partici- 
pants and observers to consider the 
papers and results. The National Insti- 
tute of Neurological Diseases and Blind- 
ness is supporting this research to aid it 


in planning future policy and programs 
and to assist local public and private 
agencies in determining needs and alter- 
natives for social and technical innova- 
tions. 


NSPB Conference Scheduled: The Na- 
tional Society for the Prevention of Blind- 
ness will hold its 1968 National Confer- 
ence, April 3-5, at the Hotel Roosevelt 
in New York City. 


WCWB Meeting: The 32-member Ex- 
ecutive Committee of the World Council 
for the Welfare of the Blind met in 
Belgrade, Yugoslavia last April to con- 
sider programs and needs of the esti- 
mated 15 million blind persons in the 
world. 

The committee received reports from 
the Council’s 13 standing and consulta- 
tive committees covering such topics as 
education, employment, prevention, tech- 
nical appliances, and the deaf-blind. It 
also made detailed plans for the next 
world assembly to be held at New Delhi 
in 1969. 

Attending from the United States were 
Eric T. Boulter, associate director of the 
American Foundation for Overseas Blind 
and president of the World Council; M. 
Robert Barnett, executive director of the 
American Foundation for the Blind and 
the American Foundation for Overseas 
Blind; Peter J. Salmon, administrative 
vice-president of the Industrial Home 
for the Blind in Brooklyn; and Miss 
Marjorie Hooper, editor at the American 
Printing House for the Blind in Louis- 
ville, Kentucky. —The New Outlook 


DVH NEWS 


CEC Sessions on Vision: The Council 
for Exceptional Children’s International 
Convention scheduled for April 16-20, 
1968 at the Americana Hotel, New York 
City, includes five special sessions con- 
cerning the education of the visually 
handicapped child. The Division for Visu- 
ally Handicapped—Partially Seeing and 
Blind, has been given the major responsi- 
bilities for planning the special sessions. 
This planning has been under the direc- 
tion of Mrs. Clara H. Robertson, director, 
Programs for the Visually Impaired and 
Physically Limited, Kansas Division of 
Special Education, and also president- 
elect of DVH. The following sessions are 
scheduled: 

Session I—Wednesday, April 17, 2:00- 
4:00 p.m. “Organizational Cooperation 
and Coordination,” Lee Iverson, chairman 











(chief, Department of Children and 
Family Services, State of Illinois). 


Session II—Thursday, April 18, 10:30- 
12:00 noon. “Innovations in Teacher 
Education Programs for Visually Handi- 
capped through Cooperation and Coordi- 
nation,’ Miss Madge Leslie, chairman 
(assistant professor of education, De- 
partment of Education, Portland State 
College). 


Session IJJ—Thursday, April 18, 2:00- 
4:00 p.m. “Treatment, Training, and 
Correction of Visually Handicapped Ad- 
vanced through Cooperation and Coordi- 
nation,” Dr. Robert Bowers, chairman 
(coordinator of education for the visually 
handicapped, Department of Special Edu- 
cation, Teachers College, Columbia Uni- 
versity). 


Session IV—Friday, April 19, 10:30- 
12:00 noon. “Research and Demonstra- 
tion in Work for the Visually Handi- 
capped,” Mrs. Lou Alonso, chairman 
(coordinator, Program of the Visually 
Handicapped, Department of Special Ed- 
ucation, Michigan State University). 


Session V—Friday, April 19, 2:00-4:00 
p.m. “Direct Services to Children Made 
Effective through Cooperation and Coor- 
dination,” R. Paul Thompson, chairman 
(executive secretary, American Associa- 
tion of Instructors of The Blind). 


DVH Newsletter: The May 1967 issue 
of DVH Newsletter, edited by Mr. Don 
Walker, gives reports of the CEPS Work- 
shop, Executive Board Meeting, Annual 
Business Meeting and the DVH Executive 
Board Meeting, Joint Board Meeting of 
DVH and AAIB and CEPS-AAIB Joint 
Luncheon held in connection with the 
CEC Conference in St. Louis, March 28- 
31, 1967. Also included in the issue are 
“Teacher Preparation for Visually Handi- 
capped Children: A Look Into the Fu- 
ture,’ an address delivered by Dr. Geral- 
dine T. Scholl, at the CEPS-AAIB Joint 
Luncheon, March 29, 1967; “Report on an 
Electromechanical Brailling System,” a 
paper presented by Dr. Richard W. Wood- 
cock at the CEC Convention; “New Pro- 
grams at the Texas School for the Blind,” 
by John P. Best, Superintendent; ‘‘Pre- 
Vocational Guidance and Counseling of 
Visually Handicapped Youth In the Chi- 
cago Public Schools,’ Rosemary A. 
Welsch; “Opportunity Unlimited,” by 
Raymond M. Dickinson; and “A Sum- 
mary of the 1964-65 Columbus, Ohio 
Study of Partially Seeing Children.” 


EQUIPMENT - MATERIALS 


Aids and Appliances—AFB: The Thir- 
teenth Edition of Aids and Appliances, 
July 1967-June 1968, available from the 
American Foundation for the Blind in- 
cludes the following new items: 

Beetle Game, containing wooden pieces 
making up component parts of four 
“beetles,” designed for two to four 
players. GS342—$1.75. 

Tic-Tac-Toe, a large 8-inch board with 
9 depressed squares. Players use large 
cut-out crosses and ciphers. Board is 
double and folds over to contain 10 
pieces. GS343—$2.25. 

Slide Rule. An improved circular slide 
rule for multiplication, division and loga- 
rithmic computations. Molded in vinyl 
plastic, 10 inches in diameter with 2 
pointers. It has 2 scales in raised dot 
form; one is linear, the other logarithmic 
(C scale). MAS346—$3.25. 

Auditory Circuit Analyzer. This is an 
improved instrument which embodies a 
multi-range 100,000 ohms-per-volt DC 
voltmeter, a multi-range precision bridge- 
type ohmeter and a multi-range DC 
milliammeter. TS347. Write to the AFB 
for information on price and availability. 

Order a copy of the AFB Aids and 
Appliances Catalog, Thirteenth Edition, 
or any of the above items from: Ameri- 
can Foundation For The Blind, 15 West 
16th Street, New York, N. Y. 10011. 


Braiding Material: Pepperell Braiding 
Company supplies “Brite cord,” for craft 
uses in braiding, lacing, square knotting, 
weaving, lashing or wrapping. Brite cord 
is made from high lustre, continuous 
filament rayon tightly braided into a 
round flexible cord. It is available in 12 
colors. Also available from this company, 
is a new “live” shoe lace made of 100% 
stretch nylon. An article by Dr. Rob Roy 


McGregor, appearing in the July 1961 


Journal of the American Podiatry Asso- 
ciation, indicated that the stretch nylon 
shoe lace offered therapeutic possibilities. 

For more information on these ma- 
terials write: Pepperell Braiding Co., 
Inc., East Pepperell, Massachusetts 
01437. 


Desk Top Reading Stand: The Ameri- 
can Printing House for the Blind is now 
manufacturing a Desk Top Reading 
Stand which consists of a book rack 
with a 114” ledge that is fourteen inches 
wide. The full surface size of the reading 
stand is 18” high by 24” wide. The rest 
can be positioned to 65, 55, 45, 35 and 25 


degrees. This is accomplished by posi- 
tioning a swinging rest into one of the 
five grooves on the base of the reading 
stand. Two page clamps are included on 
the book rest to hold a book securely in 
place. Order from: American Printing 
House for the Blind, 1839 Frankfort 
Avenue, Louisville, Ky. 40206. Catalog 
No. 1-0322; price—$25.00, plus express 
on 10 lbs. from Louisville to destination. 


Headphone Announced: A unique, mov- 
ing coil, “4-way” headphone which allows 
choice of stero or mono operation and 
a choice of 2000-ohm (high) or 600-ohm 
(low) impedance is now being offered by 
the Radio Shack Corporation. The under- 
chin headphone, which weighs only 1% 
ounces, was designed for audiophiles, 
teachers, recordists, pilots and hams. It 
is a high fidelity unit with frequency 
response of 40-12,000 cps. The four-way 
switching facility is in the phone plug, 
with one slide switch for stero-mono and 
the other for impedance selection. The 
earpieces are cushioned for comfort. The 
unit is marketed as the Realistic Hi-Lo 
DUOFONE, Stock number 33-197, and 
sells for $9.95. Inquiries should be di- 
rected to: the Radio Shack’s Mail Service 
Department, 755 Boulston Street (Room 
#402), Boston, Mass. 02116. 


Rain-Warning Device: A rain-warning 
device for the blind housewife is avail- 
able from the Royal National Institute 
for the Blind. It consists of a small bat- 
tery-operated unit designed to emit a 
loud sound at the very first drop of rain. 
It is unaffected by any increase in rela- 
tive humidity. Standing on small rubber 
feet, the unit is contained in a strong 
metal rust-proof box less than three 
inches square, with its own built-in loud- 
speaker. Order from: Royal National In- 
stitute for the Blind, 224 Great Portland 
Street, London, W.1, England. (Catalog 
No. 9291; Price—5/12/6). 


Reading Binoculars: Dr. William Fein- 
bloom, a New York City optometrist, has 
developed “reading binoculars” that mag- 
nify 3.5 times and enable many legally 
blind persons who are not totally sight- 
less to read with relative ease. 

According to the Time Magazine re- 
port, the binoculars are telemicroscopes 
mounted bifocal-style in the lower por- 
tion of ordinary prescription glasses. 
Made up of four lenses separated by 
three sealed air spaces, the tiny, high- 
powered units provide magnification and 
correct aberrations. 


Textured Flags for the Blind: The Oak 
Park-River Forest Delta Gamma Alum- 
nae Chapter have produced a textured 
American Flag measuring 18” x 33”. 
The stripes are of red velvet and white 
grosgrain ribbon and the fifty silk em- 
bossed stars are sewn to a blue felt union. 
Recently the organization has fabricated 
a number of foreign flags which have 
been presented together with an Ameri- 
can flag to Exchange Students. Chilian, 
French, West German and Danish flags 
have already been made. Canadian and 
Australian flags are in the making. Ad- 
dress inquires or order from: Project 
Chairman, Mrs. R. M. Cavanaugh, 322 
Linden Avenue, Oak Park, Illinois 60302. 
(American Flag—$15.00; Foreign Flags 
—$20.00). 


FILMS 


Blindness Film: The Royal Common- 
wealth Society for the Blind has recently 
released a 25-minute, informative film 
entitled “Looking On Darkness.” This 
16mm, color, sound film presents the 
story of tracoma and blindness and pos- 
sibilities for solution through treatment 
and training. The colorful movie was 
filmed in Malawi and includes much orig- 
inal native music taped in the area. It 
was produced under the direction of Mr. 
Frederick H. Tooze, of the Research Com- 
mittee of the College of Teachers for 
the Blind, and also Principal, School for 
Blind Children, Sheffield, England. 

One copy of this film is available on 
free loan by writing to: Dr. Edward 
Waterhouse, Director, Perkins School for 
The Blind, 175 N. Beacon Street, Water- 
town, Mass. 02172. 


Deaf-Blind Films: The following films 
regarding the deaf-blind are available: 
“There is a Silver Lining,” a 13-minute, 
b & w, 16mm film, was made several 
years ago by the Industrial Home for the 
Blind showing deaf-blind adults taking 
part in various activities and the methods 
they use for communications. ‘Children 
of the Silent Night,’ is a 27 minute, 
color, 16mm film on educating deaf-blind 
children at the Perkins School for the 
Blind. Both films are available from 
Campbell Films Library, Saxtons River, 
Vermont 05154. “Communicating with 
Deaf-Blind People,” a 16mm, color film, 
showing methods of communicating with 
deaf-blind people, is available from the 
American Foundation for the Blind, 15 
West 16th Street, New York, N. Y. 10011. 

















Mobility Audio-Visual Program: The 
Phoenix Center for the Blind, Inc. has 
announced the production of a new docu- 
mentary entitled, “Giant Step: Mobility 
for the Blind.” This 24-minute audio- 
visual program consists of 112 color 
slides and a synchronized sound tract 
on tape recording. It was designed to 
tell the interested public ‘“‘what everyone 
should know about orientation and mo- 
bility—what it is, how it is learned, and 
why it is vital to blind persons.” 


It represents the culmination of eight 
months’ work under the general super- 
vision of David Cook, former PCB Di- 
rector of Mobility Services. Mr. Cook and 
Frank Kells, Director of PCP wrote the 
script. The sound tract was prepared by 
performing personnel of KOOL-TV. The 
Center plans to make widespread use of 
the program throughout Arizona and 
elsewhere. Any group wishing to schedule 
it should write: Mr. Frank Kells, Di- 
rector, Phoenix Center for the Blind, Inc., 
3100 East Roosevelt St., Phoenix, Ari- 
zona 85008. 


OVERSEAS INFORMATION 


ANZATB Conference Planned: The 
Australian and New Zealand Association 
of Teachers of the Blind has scheduled 
its next Biennial Conference for January 
17-25, 1968, to be held at the Royal Vic- 
torian Institute for the Blind, Melbourne, 
Australia. The theme of the conference 
will be: “Orientation and Mobility.” For 
further information about the conference, 
write: Mr. Eric B. Searle, president, 
ANZATB, Narbethong, Queensland 
School for Visually Handicapped Chil- 
dren, 24 Eric Road, Holland Park, Bris- 
bane, Queensland, Australia. 


Blindness in Hong Kong: The Hong 
Kong Society for the Blind reports one 
of the main causes of blindness is vita- 
min deficiency. The Lutheran World 
Service Milk Bar served hot milk daily 
to 638,314 children over the year. Over 
the past ten years it is reported that 
the number of children becoming blind 
due to vitamin deficiency has decreased 
from 74 per cent to 15 per cent. 

—National News of the Blind 


Blindness in the Caribbean: It is esti- 
mated that there are 10,000 blind persons 
in the Commonwealth Caribbean coun- 
tries. Glaucoma and cataract are cited as 
the main causes for blindness. It is esti- 
mated that in the smaller Leeward and 
Windward Islands, because of malnutri- 


tion and lack of specialized treatment, 
100 persons become blind each year. 


Deaf-Blind Department at NSW 
School: A Deaf-Blind Department was 
initiated at the Royal New South Wales 
Institution for Deaf and Blind Children, 
August 1966. A campaign to raise capital 
finance needed to erect $2,000,000 worth 
of buildings and provide initial equipment 
was undertaken by the Institution. The 
New South Wales Department of Educa- 
tion cooperated with the Institution in 
sponsoring the training of two teachers 
in the Perkins Course for Teachers of the 
Deaf-Blind. 

The Deaf-Blind Department is located 
in a U-shaped building having eight class- 
rooms and facilities for eight residential 
staff; it can accommodate 16 children 
with a ratio of two children per teacher 
or attendant. 


European Services: Services for Handi- 
capped Youth In England and Wales, by 
Wallace W. Taylor and Isabelle Wagner 
Taylor and Special Education of Physi- 
cally Handicapped Children in Western 
Europe by the same authors have re- 
cently been published. The first title is 
available at no cost; the second title, at 
$2.00 a copy. Order from: International 
Society for Rehabilitation of the Dis- 
abled, 219 East 44th Street, New York, 
Nave LOOT, 


School in Kenya: The Salvation Army 
School for the Blind at Thika has just 
completed a new secondary school, the 
first of its kind in East Africa. It is to 
recruit candidates from the five existing 
primary schools for the blind in Kenya. 
This year there will be 27 candidates, 
but by 1970, it is estimated, there will 
be as many as a hundred. There will be 
15 places available each year, awarded 
on entrance examination. The secondary 
school course will last four years. 


PUBLICATIONS 


Adjustment to Blindness Book: The 
recently published book, Adjustment to 
Blindness—Re-viewed, by Mrs. Mary K. 
Bauman and Dr. Norman M. Yoder may 
be purchased from the publisher, Charles 
C. Thomas, 301-32 East Lawrence Ave- 
nue, Springfield, Illinois, at $7.50. 

A limited number of copies are still 
available to persons in the education 
and rehabilitation of the blind, at the 
reduced price of $3.50. Orders for copies 
of the book at this reduced price should 
be mailed to: Personnel Research Center, 


1604 Spruce St., Philadelphia, Pennsyl- 
vania 19103; checks must accompany 
these orders and should be made out to 
The Committee for Research of Prob- 
lems Associated with Blindness. 


A. T. & T. Annual Report: For the 
past 8 years, the American Telephone 
and Telegraph Company has donated 
braille editions of its Annual Report to 
libraries, schools, blind stockholders and 
other interested individuals. Current is- 
sues are again available for loan from 
the regional libraries or may be obtained 
free of charge by writing to: Secretary, 
A. T. & T., 195 Broadway, New York, 
New Yee 00077 —Braille Book Review 


Audio Materials for the Blind: Dr 
Carson Y. Nolan’s article, “Audio Ma- 
terials for the Blind,’ appearing in 
Audiovisual Instruction, November 1966, 
indicates the major sources of audio ma- 
terials in the United States, and discusses 
technical and behavioral research in use 
of audio materials for visually handi- 
capped. He concludes: “It would appear 
that the future for use of audio media in 


the education of the visually handicapped - 


is very bright indeed. At this time, it 
alone appears a possibility for overcom- 
ing the longstanding communication defi- 
cits that have traditionally been the lot 
of the blind.” A specially prepared issue 
treating “special education,” the Novem- 
ber 1966 issue of Audiovisual Instruction, 
includes: ‘The Education of Handicapped 
Children: An Exploration into Instruc- 
tional Materials,” James W. Moss; “Mag- 
netic Sound Movies Aid Speech Therapy,” 
Harold Hainfeld and Maria C. Schwartz; 
“Audiovisual Instruction for the Men- 
tally Retarded,” Leroy Aserlind; “Job 
Training of Retardates Using 8mm Film 
Loops,” James A. Bitter and Daniel J. 
Bolanovich; along with other special 
articles concerning the education of the 
deaf. 

Copies of this particular issue can be 
obtained at 75¢ each by writing: Dept: 
of Audiovisual Instruction, National Ed- 
ucation Association, 1201 Sixteenth 
Street N.W., Washington, D. C. 20036. 
Audiovisual Instruction is published ten 
times a year, monthly September through 
May; annual subscription—$6.00. 


Bibliography of Special Education: 
Teachers College Press has announced 
publication of Selected Bibliography of 
Special Education, by I. Ignacy Goldberg. 
This bibliography is designed by the 
author to provide professionals and stu- 
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dents in exceptional child education with 
a listing of basic selected references in 
the various fields of specialization. Order 
from: Teachers College Press, Columbia 
University, 525 West 120th Street, New 
York City 10027. 


Blindness Annual: The American Asso- 
ciation of Workers for the Blind has 
published their 4th issue on an Annual, 
Blindness 1967, under a training grant 
from the Vocational Rehabilitation Ad- 
ministration, HEW. Edited by Isabella S. 
Diamond, this publication includes: “A 
Living Philosophy—lIts Significance to 
the Agency Serving Blind Persons,” 
George Werntz, Jr.; ‘“‘Time Compressed 
Recorded Speech and Faster Aural Read- 
ing,” Emerson Foulke, Ph.D.; ‘The En- 
joyment of the Arts—Another Aspect 
of Rehabilitation,” Mary Elizabeth Swit- 
zer; “The Pros and Cons of an Eye 
Institute,’ Thomas D. Duane, M.D.; “The 
International Program of the Vocational 
Rehabilitation Administration,” Joseph 
M. LaRocca; “An Anthology of Reading 
about Blindness,” C. Warren Bledsoe; 
“A Treatment Program for Multiply- 
Handicapped Blind Young Adults,” Law- 
rence Goodman; “Teacher Training— 
Whence and Whither Bound?” Georgia 
Lee Abel; “U.S. Government Sponsored 
Research to Study Blindness, 1967 Sup- 
plement,” Mary E. Switzer and C. War- 
ren Bledsoe; ‘‘The Blind as Seen through 
Blind Eyes,’ Maurice de La Sizeranne 
and ‘An Essay on the Education of the 
Blind,’ by Valentin Hatiy. The Library 
of Congress, Division for the Blind and 
Physically Handicapped, will make the 
Annual available for regional libraries 
in both braille and recorded form. Print 
copies of the book can be obtained by 
writing: American Association of Work- 
ers for the Blind, 1511 K Street N.W., 
Washington, D.C. 20005. (Price: $3.00) 


Braille Music Catalogue: The Sixth 
District C.C.P.T. Braille Transcription 
Project, N. Branch, of Los Altos, Cali- 
fornia, has made available a catalogue 
in print or braille of braille music which 
may be purchased in thermoform copies 
from hand-copy masters. The current 
price for thermoform copies is 3¢ per 
page, 60¢ per binding per volume. Copies 
of the catalogue are available at 25¢ 
each for a print copy and $1.00 for a 
braille copy. Order from: Sixth District 
C.C.P.T., Braille Transcription Project, 
N. Branch, Mrs. Frank Odell, 1244 Rich- 
ardson Ave., Los Altos, California 94022. 


OL 











Braille Music Releases: The American 
Printing House for the Blind has an- 
nounced a_ publication of additional 
music compositions in braille. The titles 
include compositions for piano, voice, 
organ, guitar, accordian, brass and wind 
instruments, band and orchestra. In addi- 
tion, nine general works dealing with 
the subject of music have been published. 
For a complete listing of titles and 
prices, request copies of ‘1963 Catalog 
of Braille Music Publications—1967 Sup- 
plement #4 and Supplement #5,” from 
American Printing House for the Blind, 
1839 Frankfort Avenue, Louisville, Ky. 
40206. 


Braille Publications Announced: The 
American Printing House for the Blind 
has announced the release of new braille 
publications dealing with the subjects of 
health and hygiene, history and geog- 
raphy, language arts, mathematics, phi- 
losophy and psychology, social studies, 
arts, discription and travel, folklore, 
fiction, and Spanish. Three titles have 
been made available in high-interest, low- 
vocabulary form. Request copies of ‘‘1966 
Catalogue of Braille Publications— 
Supplement #7 and Supplement #8, 
September 1, 1967,” from: American 
Printing House for the Blind, P.O. Box 
6085, Louisville, Ky. 40206. 


Compressed Speech Article: Recent 
articles by Dr. Emerson Foulke present 
informative material regarding listening 
rate, acceptability and retention of rapid 
speech. “The Retention of Information 
Presented at an Accelerated Word Rate,” 
appeared in the October 1966 issue of 
The International Journal for the Educa- 
tion of the Blind; “A Survey of the 
Acceptability of Rapid Speech,” The New 
Outlook November 1966; and “Listening 
Rate Preferences of College Students for 
Literary Material of Moderate Difficul- 
ty,” The Journal of Auditory Research, 
6, 1966. A limited number of reprints 
of these articles, as well as copies of 
“Interim Progress Report, Project No. 
2430, The Comprehension of Rapid 
Speech by the Blind: Part III,” may be 
obtained by writing: Dr. Emerson 
Foulke, University of Louisville, Louis- 
ville, Ky. 40208. The “Interim Progress 
Report” covers a period from Septem- 
ber 31, 1966 through December 31, 1966 
and describes combining methods for 
the time compression of speech forward 
versus backward reproduction of tapes 
compressed by the electro-mechanical 
sampling method, a review of research 
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on “rapid speech,” the Louisville Con- 
ference on Time Compressed Speech, 
and an enumeration and description of 
projects under way. 


Crossword Quarterly: The Canadian 
National Institute for the Blind now 
publishes a new braille quarterly, Cross- 
word, which may be obtained from the 


Regional Libraries throughout the 
United States. Each issue contains 24 
puzzles. A personal subscription to 


Crosswords, can be obtained at $4.00 
per year by writing: Canadian National 
Institute for the Blind, 1929 Bayview 
Avenue, Toronto, Canada. 

A crossword puzzle set, which must 
be used in conjunction with the maga- 
zine, has been available for several 
years from the American Foundation for 
the Blind, 15 West 16th Street, New 
York, New York 10011. (GS 254; price— 
$7.75) 


Day Care Centers: Dorothy Beers 
Boguslawski is the author of a recently 
published book, Guide for Establishing 
and Operating Day Care Centers for 
Young Children, published by Child Wel- 
fare League of America. The book de- 
scribes the purposes and program of a 
day-care center for children, the roles of 
various types of staff members, housing 
and equipment needed, the sources of 
financial support, and the importance 
of a State licensing law. Order from: 
Child Welfare League of America, Inc., 
44 East 23rd Street, New York, N.Y. 
10010. (Price $2.50; 100 pages) 


Deaf-Blind Publications: The following 
books are now available from the Per- 
kins School for the Blind (175 N. Beacon 
St., Watertown, Mass. 02172): 

Educational Beginnings with Deaf- 
Blind Children, by Nan Robbins, Perkins 
publication #21, June 1960, reprint 
1964. 

Speech Beginnings for the Deaf-Blind 
Child—A Guide for Parents, by Nan 
Robbins, Perkins publication #22, 1963. 

Auditory Training in the Perkins 
Deaf-Blind Department, by Nan Robbins, 
Perkins publication #23, 1964. 

Each of the above books is available 
for $2.00. A set of the three books sells 
for $5.00. 


Declaration of Independence in Braille: 
A combination of print-braille copy of 
the Declaration of Independence has 
been prepared by the Twin Vision Pub- 
lishing Division of the American Bro- 
therhood for the Blind. Each copy in- 
cludes a raised illustration depicting the 


original 13-star U.S. flag of 1777 and 
the present 50-star flag adopted in 
1950. Copies are available free upon 
request by writing to: Twin Vision Pub- 
lishing Division, American Brotherhood 
for the Blind, 18440 Topham Street, 
Tarzana, California 91356. 


Exceptional Child Book: Prentice-Hall 
Inc., has announced the publication of 
Education of Exceptional Children and 
Youth, with William M. Cruickshank 
and G. Orville Johnson as editors. Dr. 
Cruickshank discusses “The Develop- 
ment of Education for Exceptional Chil- 
dren,” “Current Educational Practices 
with Exceptional Children,” “The Ex- 
ceptional Child in the Elementary and 
Secondard Schools” and ‘‘The Education 
of the Child with Brain Injury.” Dr. 
Johnson treats “The Education of Men- 
tally Retarded Children.” “The Educa- 
tion of Children with Visual Impair- 
ments,” chapter seven of the text, is 
authored by Dr. Geraldine T. Scholl. 

Copies of the text are available for a 
two-week examination, or can be pur- 
chased directly for $8.50. Order from: 
Prentice-Hall, Inc., Englewood Cliffs, 
New Jersey. 


Hebrew Braille Code under Test: Rabbi 
Harry J. Brevis, originator of the Inter- 
national Hebrew Braille Code, is testing 
his new shorthand braille at the Jerusa- 
lem Institute for the Blind. Rabbi Brevis’ 
new code may make it possible to reduce 
the 20-volume Hebrew Bible to ten or 
fewer volumes, according to the Jewish 
Braille Institute of New York. 


Language Development Book: An 
original and very informative publica- 
tion entitled Language Development Ex- 
periences for Young Children, by Rose C. 
Engel, William R. Reid, and Donald P. 
Rucker, has been published by the Uni- 
versity of Southern California. This is 
a teacher-oriented publication with a 
major portion devoted to suggested ex- 
periences for children. The simplified, 
concrete presentation includes proce- 
dures and materials for each activity. 
Variations are suggested to expand the 
usefulness of each learning opportunity. 

Sensory experiences for feeling, hear- 
ing, seeing, smelling and tasting are 
included along with an annotated bibliog- 
raphy of books for children. Order from: 
University of Southern California Book- 
store, Los Angeles, California 90007. 
(Single copy price $2.95; 2 to 5 copies 
—each $2.80; 6 or more copies—each 
$2.60). 
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Large Print Book: The Ulverscroft 
Large Print Book is a series of world 
famous titles by leading authors and 
specifically designed for people with 
visual limitations who experience diffi- 
culty in reading normal small print. All 
of the stories are complete and un- 
abridged, printed in special large black 
type, and finished in full quarto size 
11” x 8” on a specially developed light- 
weight paper. The books are priced at 
$4.00 per volume and are shipped direct 
from England. For further information 
or for free copies of the publications 
list, write: W. Thirlby, 1749 Grand Con- 
course, Bronx, New York 10453. 


Large Print Dictionary: By exclusive 
arrangement with G. & C. Merriam Com- 
pany, the Library Reproduction Service 
of The Microfilm Company of California 
has published a large print edition of 
Webster’s Seventh New Collegiate Dic- 
tionary. The book is printed in 18 point 
type, 9” x 13”, four volumes in Class A 
library binding, signature form; it con- 
tains over 4,000 pages with 130,000 en- 
tries and back matter through proof- 
readers’ marks. Pronunciation guides 
are printed on endpapers of each volume. 
Delivery on orders placed now will be 
between fall and winter 1967-68. Order 
from: Library Reproduction Service, 
The Microfilm Company of California, 
1977 S. Los Angeles Street, Los Angeles, 
California 90011. (Price: $145.00 per set, 
F.0O.B. destination) 


Large Print Mysteries: Walker and 
Company of New York City has an- 
nounced the publication of 12 mysteries 
in large type, chosen for their wide ap- 
peal of an audience of both adult and 
young adult mystery fans. The books are 
printed on off-white opaque stock in 17 
point type. The titles include: Against 
the Public Interest, Robert Gaines; The 
Chase, Richard Unekis; The Confessions 
of Arsene Lupin, Maurice LeBlanc; 
Farewell Crown and Goodbye King, Mar- 
got Bennett; The Hands of Innocence, 
Jeffrey Ashford; Kill the Toff, John 
Creasey; The Terror, John Creasey; 
Treacherous Road, Simon Harvester; 
Death at Crane’s Court, Eilis Dillon; The 
Devil at Your Elbow, D. M. Devine; Dia- 
monds Bid, Julian Rathbone; and Exit 
Screaming, Herbert Dalmas. For further 
information or to place an order write: 
Walker and Company, 720 Fifth Avenue, 
New York, N. Y. 10019. 


Large Type Books: A 1967 order form 
listing current titles of Keith Jennison 





Books is now available. The almost 90 
titles available at the present time, are 
printed in 18 point type, complete and 
unabridged, designed in a classic quarto 
(8%2” x 11”), the titles having been 
deliberately diversified to appeal to a 
wide range of reading tastes. Request 
copy of the order form from: Franklin 
Watts, Inc., 575 Lexington Avenue, New 
York, N.Y. 10022, Attention: Keith Jen- 
nison Books. 


Large Type Textbooks: American 
Printing House for the Blind has an- 
nounced the publication of new textbooks 
in large type dealing with health and hy- 
giene, language arts, mathematics, 
science and social studies. Request a 
copy of “1965 Catalogue of Large Type 
Textbooks—Supplement No. 4, Septem- 
ber 1, 1967,” from: American Printing 
House for the Blind, P.O. Box 6085, 
Louisville, Ky. 40206. 


Listening Research Bibliography: A 
“Listening Research Bibliography,” pre- 
pared by Grace D. Napier, has been pub- 
lished by the AAIB. The bibliography 
was developed in the process of writing 
a doctoral dissertation by Mrs. Napier. 
It is available by writing: AAIB, 711 
14th Street N.W., Washington, D.C. 
20005. (Price: 10¢) 


Mobility and Orientation Project: A 
project conducted by the Arkansas En- 
terprises for the Blind, Inc., from March 
1, 1963 to March 1, 1967, and supported 
in part by a demonstration and research 
grant from the Vocational Rehabilitation 
Administration, has been summarized in 
a report published recently. Data given 
in the report clearly indicates the need 
for advantages of pre-college training 
for blind students. The carefully pre- 
pared report describes the setting of the 
project, the project program, methodol- 
ogy used, data collection and analysis, 
campus follow-up study, comparisons of 
experimental and control sample per- 
formance, suggestions of college person- 
nel for additional preparation of blind 
students for college, suggestions and 
evaluations offered by the students, and 
implications concerning communication 
skills and counseling. Copies of the re- 
port can be obtained for $1.00 per copy 
by writing: Mr. Roy Kumpe, Executive 
Director, Arkansas Enterprises for the 
Blind, Inc., 2811 Fair Park Blvd., Little 
Rock, Arkansas, 72204. 


Pamphlets in Large Type: The Amer- 
ican Foundation for the Blind has an- 
nounced the availability of pamphlets 
in large type. The first-pamphlet, ‘“Trav- 
el Concessions for Blind Persons,” was 
issued in 1965 in a 6” x 9” format. The 
two released this spring, ‘Financial 
Assistance to the Blind’ and “Income 
Tax Exemptions for Blind Persons,” are 
in an 8%” x 11” format utilizing wider 
margins and more blank space on each 
page to facilitate reading. 

The pamphlets are available free in 
quantities up to 200 from the Publica- 
tions Division, American Foundation for 
the Blind, 15 West 16th Street, New 
York 10011. 


Partial Sight Education: Ralph L. 
Peabody and Jack W. Birch are co- 
authors of the article “Educational Im- 
plications of Partial Vision: New Find- 
ings from a National Study,” appearing 
in The Sight-Saving Review, Summer 
1967. They discuss the typical partially 
seeing child, which is a summarization 
and an analysis of the research data 
undertaken at the University of Pitts- 
burgh by them and William J. Tisdall 
and Robert Sterrett. 

A complete copy of the research study 
may be ordered from ERIC Document 
Reproduction Service, Bell and Howell 
Co., 1700 Shaw Avenue, Cleveland, Ohio 
44112. Request ED-010-274. 


Programed Text Concerning Blind- 
ness: Mrs. Lou Alonso, director, USOE/ 
MSU Regional Instructional Materials 
Center for Handicapped Children & 
Youth, is the author of a recently pub- 
lished book, Understanding Blindness, a 
Programed Textbook. How blindness is 
defined and how to identify blindness are 
treated carefully and in an interesting 
“nrogramed” format. Copies of the text- 


book can be obtained at $1.00 each, by 
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writing: Mrs. Lou Alonso, Director, 
USOE/MSU Regional Instructional Ma- 
terials Center for Handicapped Children 
and Youth, Michigan State University, 
216 Erickson Hall, East Lansing, Michi- 
gan 48823. 


Rate Controlled Speech Thesis: A 
thesis by Major Robert E. Lawton, 
USAF, Listening To Rate Controlled 
Speech: A Technique for Improving Edu- 
cation and Communication in the Air 
Force and Industry, has been recently 
completed. The research was done to 
satisfy the requirements of two academic 
programs: that of the Air Command 


Staff College and that of Master’s of 
Science in Business Administration at 
George Washington University. It exam- 
ines the need for rapid listening, various 
means of changing speech rates, poten- 
tial applications of rate controlled 
speech, and a prognosis for the future 
role of compressed speech. A very help- 
ful bibliography containing books, ar- 
ticles and periodicals, official documents, 
and unpublished material is given. 


Copies of the thesis are available on 
interlibrary loan from the libraries at 
George Washington University, Wash- 
ington, D.C. and Maxwell Air Force 
Base, Alabama. A very limited number 
of copies is available for persons direct- 
ly concerned with this education media. 
Write: Major Robert E. Lawton, Box 
1384 ACSC, Air University, Maxwell 
AFB, Alabama 36112. 


Science Source Book: The UNESCO 
Source Book for Science Teaching, pub- 
lished by UNESCO, Educational Pro- 
ducations Ltd., Wakefield, Yorkshire, 
England, offers an excellent reference 
book for the teaching of science. In addi- 
tion to many scientific experiments ex- 
plained and illustrated, the book includes 
two appendices of much value: “Books 
from a Science Master’s Library,” and 
“Periodicals for Science Teaching and 
Science Club Libraries.” Copyright 
1962. Order from UNESCO, 317 E. 34th 
Street, New York, N.Y. 10016. (Paper- 
back edition—$3.00; hardback—$4.00) 


Special Education Information: The 
Instructional Materials Center for Spe- 
cial Education of the University of 
Southern California has initiated a 
monthly publication entitled “5x8,” de- 
signed to provide teachers in the field 
with summaries of current articles which 
may be helpful in their educational pro- 
grams. The IMCE Staff peruses over 
125 periodicals monthly which deal di- 
rectly or indirectly with information 
which may be of interest to special edu- 
cation teachers. These include education- 
al journals as well as other periodicals 
in which items directly applicable or 
adaptable by the classroom’ teacher 
might appear. 

Individual subscriptions are available 
for $2.00; subscriptions are now avail- 
able also for master copies which may 
be ordered for ditto, mimeograph, or off- 
set copies with rates based on method of 
duplicating to be used. For further in- 
formation write: IMCSE, University of 
Southern California, School of Education, 
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17 Chester Place, Los Angeles, California 
90007. 


Speech Compression Conference Pre- 
ceedings: The Proceedings of the Louis- 
ville Conference on Time Compressed 
Speech, held October 19-21, 1966 at 
Louisville, Kentucky, has been published 
by the Center for Rate Controlled Re- 
cordings, Dr. Emerson Foulke, director. 
The text includes 17 papers delivered at 
the Louisville Conference, attendant pic- 
tures, charts, and graphs as well as sum- 
maries of the purposes and conclusions 
of the Conference. A reference list of 
113 items has also been included. Copies 
of the proceedings may be obtained by 
writing: Dr. Emerson Foulke, director, 
Center for Rate Controlled Recordings, 
University of Louisville, Louisville, Ken- 
tucky 40208. (Price: $2.50) 


Typing Book: Edith Kirk, supervisor, 
Classes for Blind and Partially Seeing 
in the Detroit Public Schools, has pre- 
pared a well organized and helpful pub- 
lication, Typewriting for Visually Handi- 
capped Children. Copies of the text can 
can be obtained for $1.50 each by writ- 
ing: Mr. Walter E. Gleason, Administra- 
tive Assistant, Information Service, 
Schools Center Building, 5057 Woodward, 
Detroit, Michigan 48202. 


U.S. Government Publications: Recent 
U.S. Government publications offering 
information directly or indirectly re- 
lated to education of the visually handi- 
capped include the following: 

Children in Day Care—With Focus 
on Health, by Laura Dittman. This 120- 
page book identifies principles to guide 
the healthy development of children in 
day care programs. Fundamental prob- 
lems which still persist are also pointed 
out. The special needs of certain ages 
and groups of children are examined in 
some detail. While facts about growth 
and development of children are avail- 
able in many textbooks and pamphlets 
on the subject, nowhere else has this 
information been focused on the issue in 
day care. 1967. 120 pages. FS 14.111: 
444; price—50¢. 

“Phenylketonuria, a Comprehensive 
Bibliography, 1964.” Presents an anno- 
tated bibliography of literature on 
Phenylketonuria including foreign lan- 
guage references. 1967. 86 pages. FS 
14.111:480; price—35¢. 

Counselor’s Handbook. Designed for 
the use of the skilled counselor who is 
qualified by training and practice to deal 
with the whole individual in relation 


to his employment problems, this hand- 
book is intended to implement a current 
concept of counseling as provide to the 
State employment service agencies by 
the Bureau of Employment Security. In 
this view of counseling, the importance 
is stressed of taking into account the in- 
dividual’s traits, values, motivations, in- 
terests, and aspirations. 1967. 525 
pages. L 7.25/3:C 83 price—$3.00. 

“Children’s Books, 1966.” Lists under 
subject headings, current books for pre- 
school through junior high school age. 
Annotated information for each entry 
includes: author, title, publisher, num- 
ber of pages, price, grade level, and a 
brief synopsis of the work. 1967. 16 
pages. LC 2.11:966; price—15¢. 

Science Teaching in the Public Junior 
High School. This study includes infor- 
mation on overall school organization, as 
well as on procedures, practices, and con- 
ditions affecting science instruction in 
public junior high schools. 1967. 59 p. il. 
FS 5.229:29067; price—45¢. 

“Office of Education Programs for the 
Handicapped.” Gives information on edu- 
cational programs of the Office of Edu- 
cation for the handicapped. 1966. 16 p. 
FS 5.285:35089; price—15¢. 

“Research Profiles, 1966—No. 1, Sum- 
mary of Progress at the National Insti- 
tute of Neurological Diseases and Blind- 
Hess, wr O0s AL op. ile ch meic.ces to. ly as 
price—15¢. 

“Research Profiles, 1966—No. 3, Sum- 
mary of Progress in Eye Disorders.” 
1966. 16 p. il. FS 2.22/438.3/3; price—15¢. 

Youth Physical Fitness—Suggested 
Elements of a School-Centered Program. 
Prepared by the President’s Council on 
Youth Fitness to assist in the nation- 
wide effort toward youth physical fit- 
ness, this publication contains recom- 
mendations for procedures to emphasize 
and improve school health programs. It 
suggests administrative policies and 
practices, tests, exercises, games, relays 
and other curriculum suggestions. 1967. 
111 p. il. Pr. 35.8:P 56/Y 8; price—40¢. 

Research Grants Index, Fiscal Year 
1966. Progress reports and contract sum- 
maries submitted by approximately 
16,500 scientists who are currently doing 
biomedical research which is supported 
by the Public Health Service research 
grants program. 1966, published 1967. 
23.7 pages, two volumes. FS 2.22/7— 
2:966/v.1,2; price $12.75 per set. 

National Science Foundation, 16th 
Annual Report, 1966. Reports on the pro- 
gram activities of the National Science 
Foundation for the fiscal year ended 
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June 30, 1966. This report covers re- 
search support activities, national re- 
search centers, science education, insti- 
tutional programs, science information, 
international science activities and 
science policy planning. 1967. 175 p. il. 
NS 1.1:966; price—55¢. 

National Science Foundation Grants 
and Awards, Fiscal Year 1966. Contains 
a list of National Science Foundation 
grants and awards for the fiscal year 
ended June 30, 1966. 1967. 277 p. NS 
1.10/4:966—$1.00. 


“Your Child from 3 to 4.” This short 
pamphlet, designed for quick and easy 
reading, covers many important points 
parents need to consider for their child 
in his preschool years. 1966. 26 p. il. 
FS 14.111:446; price—25¢. 


Order the above publications from: 
Superintendent of Documents, United 
States Printing Office, Washington, D. C. 
20402, with remittance. 


Visually Handicapped Children Ar- 
ticles: The September 1967 issue of 
The New Outlook for the Blind, presents 
a number of outstanding articles con- 
cerning visually handicapped children 
and youth. Included in this issue are: 
“A New Program for Young Blind 
Children—A Cornerstone for Future 
Service,” by Charles E. Brown, Stanley 
Briller, and Susan S. Richards; ‘‘Con- 
cept Development of Blind Children,” 
by I. Zweilbelson and C. Fisher Barg; 
“Touch and Learn,” by Elisabeth D. 
Freund; ‘Teenagers Evaluate Mobility 
Training,” by Daniel E. Johnson and 
Charles Gilson; and ‘Preventive Child 
Psychiatry at a Residential School for 
the Blind,” by Frank G. Bucknam. 
Single copies of the September issue of 
this publication can be obtained at 35¢ 
each by writing Mrs. Patricia Scherf 
Smith, Managing Editor, The New Out- 
look for the Blind, 15 West 16th Street, 
Newovork, Noy. 10011. 


RECORDINGS—RECORD SERVICE 


Choice Magazine Listening: Choice 
Magazine Listening, a bi-monthly maga: 
zine on records, has announced that it 
can now furnish a limited number of 
subscriptions to individuals. Heretofore, 
it has been available only through the 
regional libraries. 

Choice Magazine Listening presents 
unabridged selected articles, fiction, and 
poetry, from other magazine, including 
The New Yorker, Saturday Review, The 
New York Times Magazine, National 


Geographic, Harper’s, Atlantic, The Re- 
porter, and Esquire. 

The three 12-inch dises are recorded 
at 16% rpm and are available free 
from Choice Magazine Listening, 1 
Prospect Avenue, Port Washington, L. I., 
INFRY —Talking Book Topics 


Compression Planned for Talking 
Books: The Division for the Blind and 
Physically Handicapped of the Library 
of Congress will initiate a trial use of 
compressed speech for talking book lis- 
teners, toward the end of 1967. Selected 
periodicals will be recorded with a small 
degree of compression. This trial use 
of compressed speech is to be combined 
with the introduction of selected periodi- 
cals, including Newsweek, on 8% rpm 
phonograph discs. 


COMSTAC REPORT—Recorded: The 
recorded edition of COMSTAC RE- 
PORT: Standard for Strengthened Serv- 
ices, prepared by the Commission on 
Standards and Accreditation of Services 
for the Blind, (now, National Accredi- 
tation Council) is available upon order 
through the AAIB Central Office, 711 
14th Street, N.W., Washington, D. C. 
20005. (Price $10.00). 


Look Magazine—Recorded: Individual 
subscriptions are available to the re- 
corded version of Look magazine, which 
the American Foundation for the Blind 
is producing in cooperation with the 
Library of Congress. A year’s subscrip- 
tion of 26 issues is $32.50. Subscriptions 
may be obtained by writing: Director, 
Manufacturing and Sales Department, 
AFB, 15 West 16th Street, New York, 
NisVeei0011. 


News of the Week in Review—Tape: 
The National Braille Press has an- 
nounced the availability of a taped edi- 
tion of The New York Times Sunday sec- 
tion, “News of the Week in Review.” The 
annual subscription price: Adults— 
$15.00; Students—$7.50. For additional 
information write: National Braille 
Press, 88 St. Stephen Street, Boston, 
Mass. 02115. 


Physical Education Book Recorded: 
Dr. Charles Buell’s book, Physical EHdu- 
cation For Blind Children, may be bor- 
rowed in recorded form from Recording 
for the Blind, 215 East 58th Street, New 
York, N. Y. 10022. The records “are 
available only for rental; they are not 
offered for sale. The book is also avail- 
able on tape if desired. 
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Recorded Aid for Braille Music: A 
“Recorded Aid for Braille Music” has 
been developed by the USOE/MSU Re- 
gional Instructional Materials Center for 
Handicapped Children and Youth to as- 
sist visually handicapped children in 
learning instrumental music selections. 
Each of the ten volumes presently avail- 
able, includes the publisher’s print edi- 
tion of the music, the braille transcrip- 
tion, a large print copy and a specially 
designed tape recording. The tape re- 
cording features the selection played at 
different tempos, with and _ without 
piano accompaniment. This ear-oriented 
approach allows for better conceptualiza- 
tion of the music as it is being learned. 
The first set of the “‘Recorded Aid for 
Braille Music” contains selections for 
clarinet, flute, alto saxophone, trom- 
bone and cornet. Further information 
about the “Recorded Aid for Braille 
Music” and procedures for borrowing 
copies can be obtained by writing: 
USOE/MSU Regional Instructional Ma- 
terials Center for Handicapped Children 
and Youth, 218 Erickson Hall, Michigan 
State University, East Lansing, Michi- 
gan 48823. 


Speech Samples Available: The Center 
for Rate Controlled Recordings at the 
University of Louisville, Louisville, 
Kentucky 40208, can _ provide _ brief 
samples of speech compressed by the 
tempo regulator, the Fairbank equip- 
ment at the University of Illinois, and 
by a computer, for those who are in- 
terested in hearing the differences result- 
ing from these different methods. 


Talking Book Publications: The Amer- 
ican Printing House for the Blind has 
announced the release of new talking 
book titles in microgroove recordings, 
300 lines per inch, on 10” records, at 
16% r.p.m. The subjects of arts, biog- 
raphy, description and travel, history, 
philosophy and psychology, science, so- 
cial studies, and fiction are treated in the 
new releases. Request a copy of ‘1966 
Catalog of Talking Book Publications— 
Supplement #5, September 1, 1967,” 
from: American Printing House for the 
Blind, P.O. Box 6085, Louisville, Ky. 


Voice Instruction Recordings: The 
Music Section of the Regional Library 
for the Blind, Library of Congress, has 
announced the availability of “‘Voice-A- 
Cord,” a set of three records presenting 
a course of vocal instruction. The pri- 
mary purpose of the recording is to train 





the singing voice, but it also provides 
basic instruction in the development of a 
good speaking voice. To borrow the re- 
cordings write: Music Section, Regional 
Library for the Blind, Library of Con- 
gress, Washington, D. C. 20540. 


RESEARCH 


Braille Map Aid: The Department of 
Health, Education and Welfare has an- 
nounced a $16,741 grant to the Univer- 
sity of Maryland for the first year of a 
two-year study of braille maps for the 
blind. The maps are made from three 
different production processes, all of 
which will be tested for clarity and ease 
of reading by the blind. The tests will be 
conducted by the Maryland School for the 
Blind and Maryland Workshop for the 
Blind. Mr. Joseph Wiedel, of the Depart- 
ment of Geology, University of Mary- 
land, is the chief investigator. Mr. Wiedel 
plans to exhibit some of the materials 
developed by this project at the AAIB 
Regional Conference for Teachers and 
Administrators to be held in Harisburg, 
Pennsylvania, on November 10-11, 1967. 


Keyboard Education for the Visually 
Handicapped: The Wurlitzer Company, 
through the intervention of Mr. J. Tyn- 
dall Ice of its Music and Education Staff, 
installed on an experimental basis the 
Wurlitzer Music Laboratory at the IIli- 
nois Braille and Sight Saving School, 
Jacksonville, Illinois. A group of children 
from a fifth grade class was selected for 
the experiment. This group had received 
one semester of lessons from the regular 
school piano; the following semester, 
the same group received their instruction 
from the student pianos in the Wurlitzer 
Music Laboratory. In comparing the ex- 
perimental group using the Laboratory 
with other groups receiving class instruc- 
tion on their regular school pianos, it 
was noted that the experimental group 
read better, listened better, played better 
and had covered more material in less 
time. Mary K. Warren and Marie Shaker 
directed the music instruction. 

The Music Laboratory consists of elec- 
tronic pianos connected electronically to 
their ‘“teacher’s piano.” The teacher can, 
at liberty, listen to any individual child’s 
playing and give instructions to him pri- 
vately through a closed circuit. Since the 
Laboratory can teach up to 24 pupils, 
the teacher’s time is economized and each 
child is allowed to work at his own speed 
without outside pressure. 

For further information on this inter- 
esting experiment in teaching group 


vey 


piano, write: Mr. Tyndall Ice, director, 
Music Education Services, The Wurlitzer 
Company, DeKalb, Illinois 60115; or Mr. 
Jack R. Hartong, superintendent, Illinois 
Braille and Sight Saving School, 658 E. 
State Street, Jacksonville, Illinois 62650. 


Large Print Materials Project: An 
Instructional Materials Development 
Center at the Michigan School for the 
Blind was set up with Federal funds 
under Title I for the purpose of provid- 
ing more large print materials quickly 
and economically for partially seeing 
students. This process is accomplished 
by placing the book or article to be 
printed on a Model 705 Photo Direct 
Camera and making an enlargement to 
the size desired, then printing the de- 
sired number of copies on a 1250 W. 
Multilith Duplicator. After printing, the 
book or articles can be bound into books 
using plastic spiral binders. 


The Center utilizes a laminator to 
make durable covers for large print and 
braille theroformed books. It is doing 
experimental work with different book 
formats, some colored printing and 
papers in an attempt to determine 
whether newly developed materials can 
provide, in some way, a better learning 
aid for the student. 


The Photo Direct Camera mentioned 
above sells for approximately $5,000; the 
Multilith Duplicator for $4,300. 


Mobility Instruction Demonstration: 
“The Value of Mobility Instruction as a 
Technique to Motivate the Blind Indi- 
viduals,” by Peter Couchell, Jr., William 
P. Keating, and Ralph J. McCoig, has 
been published by the Mecklenburg Asso- 
ciation for the Blind. This study was 
published following a demonstration con- 
ducted by the Mecklenburg Association 
for the Blind and supported, in part, by 
a demonstration grant, #1169, from the 
Vocational Rehabilitation Administration. 
The primary objective of the study were 
to: (1) Provide mobility training to as 
many people as possible; (2) gather in- 
formation about the mobility and moti- 
vation; and (38) to demonstrate to the 
community the need for mobility services, 
It covers a three-year period from June 
1963 to July 1966. The report includes a 
description of the program and proce- 
dures, community relationships, data col- 
lection, outcomes of mobility training, 
discussion and implications, summary, 
conclusions and recommendations. A 
limited number of copies are available by 
writing: Ralph J. McCoig, ACSW, Exec- 


utive Director, Mecklenburg County As- 
sociation for the Blind, Inc., 704 Louise 
Avenue, Charlotte, N. C. 28204. 


Reading Machines: Designs for the 
memory and output of a reading machine 
for the blind are being developed at 
Haskins Laboratories. Using a print 
scanning device, the machine recognizes 
print, draws from its memory and con- 
verts print to speech. Their first genera- 
tion reading machine has a memory of 
72,000 prerecorded words; words not in 
its vocabulary are spelled for the listener. 

The machine memory now being de- 
veloped will store words and rules for 
converting printed words not in the 
memory to spoken syllables and words. 
The research is under contract from the 
Prosthetic and Sensory Aids Service of 
the Veterans Administration. Haskins 
Laboratories are located at 305 East 
48rd Street, New York City. 

—CRCR Newsletter 


Research Relating to Children: Bulletin 
20, a new issue of Research Relating to 
Children, has just been published. This 
issue covers research reported to the 
Children’s Bureau Clearinghouse from 
October 1965-May 1966. The publication 
includes reports of research, in progress 
or recently completed, on growth and 
development; personality and adjust- 
ment; educational process; exceptional 
children; the child in the family; social, 
economic, and cultural influences; health 
services and surveys; and social services. 
Order from: Superintendent of Docu- 
ments, U.S. Government Printing Office, 
Washington, D. C. 20402. (FS 14.114:20; 
price—$1.25) 


Rubella Immunity Test: A new three- 
hour test for detecting immunity to 
rubella is reported to be so simple to 
perform, so sensitive and reliable, that 
it can be used to detect antibody years 
after the infection. Drs. Harry M. Meyer, 
Jr. and Paul D. Parkman of the Division 
of Biologics Standards of NIH developed 
the test as an outgrowth of their work 
on an experimental live attenuated ru- 
bella vaccine. It is expected to be ready 
for general use in two years. 


VISION - PROBLEMS, INFORMATION 


Blindness Causing Virus Killed by Cold: 
Cures of a blinding eye disease caused by 
a virus are being achieved by touching 
a cold applicator to the cornea, the IIli- 
nois State Medical Society was told. The 
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eye disease, known as harpes virus kera- 
titis, is a corneal scarring due to an eye 
infection by the same virus responsible 
for the common cold sore, herpes sim- 
plex. 


In recent years, a drug known as IDU 
specifically destroyed the herpes simplex 
virus. But of late it has become apparent 
that only about 60 percent of these eye 
infections can be cured by IDU. Now the 
cold probe is picking up some of these 
unsuccessful cases and for the first time 
a virus is being killed by a mechanical 
treatment. 


Describing the treatment to physicians, 
Dr. John G. Bellows, professor of ophthal- 
mology at Northwestern University, said 
it is likely that the cold not only destroys 
the virus in the corneal tissue cells but 
causes an antiviral substance interferon 
to be released from these cells. Interferon 
limits the infection by inhibiting viral 
multiplication. 

In causing the corneal cells to release 
more interferon than normally, the cold 
probe brings a halt to the eye infection. 
Eventually, the healthy surrounding cells 
migrate and spread into the destroyed 
areas of the cornea, Bellows said. No 
scars are left. It’s a simple office proce- 
dure done under local anesthetic. The 
cold tip is applied three times in rapid 
succession for seven seconds each time. 
The tip must be thawed by a stream of 
salt solution in order to separate it from 
the cornea. No bandaging is required. 
The cornea regains its normal luster in 
four days. —New York Post 


Contact Lens Development: Contact 
lenses made of soft, permeable plastic 
gels, now being tried on animals, have 
aroused interest because of their flexi- 
bility and their ability to permit flow 
of nutrients of the eye tissues. Re- 
searchers at the Retina Foundation in 
Boston believe that the gels, which are 
polyelectrolyte complexes, also may be 
excellent candidates for artificial corneas 
since they have good optical quality and 
do not cause immunologic reactions. 

—Medical World News 


Eye Operations: An article by Richard 
Martin in the May 9, 1967 issue of the 
Wall Street Journal, describes recent de- 
velopments at Johns Hopkins University 
for treating blindness. Operating under 
a $1.1 million program, the University 
is attempting to apply space-age tech- 
nology to the study and treatment of the 
human eye. The major goals include: 
(1) to produce a low-voltage laser device 














that will disclose in advance of surgery 
whether cataract removal can restore a 
patient’s sight; (2) to develop a micro- 
surgical machine that will scale down a 
surgeon’s finger movements 40 to 100 
times, enabling him to form incredibly 
delicate operations; (8) to devise elec- 
tronic equipment that—without touching 
the eye—will detect the earliest symp- 
toms of eye disorders and neurological 
diseases. About 24 medical and physical 
scientists and an equal number of ex- 
perienced technicians will be working 
together in small teams on the projects. 
The program is being financed by a grant 
from the National Institutes of Health. 


Eye Research Grant: Columbia Univer- 
sity College of Physicians and Surgeons 
and the Presbyterian Hospital, New York 
City, will conduct a research program to 
study the laser as a research tool for 
treatment of retinal detachments, tumors 
and inflammatory disease. According to 
a recent U.S. Health Service report the 
$990,000 award to Columbia will provide 
for the construction of an eight-floor 
research wing addition to the existing 
eye clinic. 


Frog Retina Studies: Dr. Theodore P. 
Williams, a physical chemist turned biol- 
ogist in the Institute of Molecular Bio- 
physics at Florida State University, is 
studying the frog retina in eye experi- 
ments and has concluded that the eye 
sees what “the animal’ wants it to see. 
In other words, things are, not as our 
eyes tell us they are under normal cir- 
cumstances.” 


Another experiment directs light as 
brilliant as the sun’s but of only one- 
thousandth of a second duration, into the 
retina of a frog’s eye. This work is di- 
rected toward finding out what triggers 
a nerve’s response in vision. Dr. Wil- 
liams is testing a hypothesis he has 
developed that the molecules of the retina 
respond in a “‘positive-negative” sequence 
to succeeding photons of light. 


Vision Information Center: A vision 
information center has been established 
at Harvard University’s Francis A. 
Countway Library of Medicine, under a 
contract with the National Institute of 
Neurological Diseases and Blindness. Its 
purpose, states the New England Journal 
of Medicine, is to provide a national 
focal point from which physicians, edu- 
cators and investigators can obtain in- 
formation. 

The objectives of the center are “to 
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define, identify, store, retrieve and dis- 
seminate the literature of vision so that 
the information may be communicated 
more quickly and more completely, and 
to review and analyze critically the lit- 
erature so as to increase current aware- 
ness of research among scientists, 
teachers and clinicians in ophthalmology 
and related fields throughout the coun- 
trys —The Sight-Saving Review 


Vision Literature Catalog: The Amer- 
ican Optometric Association has pre- 
pared a Vision Literature Catalog which 
lists literature, pamphlets, books, films 
and other materials available. Request 
a copy of the catalog, “All About Vision,” 
from: American Optometric Association, 
7000 Chippewa St., St. Louis, Missouri 
63119. 


Vision Publications: The American 
Optometric Association supplies the fol- 
lowing informative pamphlets: 

“Your Vision and How it Works” This 
brochure explains the entire visual pro- 
cess and discusses color, vision, optical 
illusions, etc. 16 pages, 2 colors 9” x 
534”. (G-21A; price—25¢ each) 

“Answers to Your Questions about 
Glaucoma” (G-24; price—10¢ each) 

“Answers to Your Questions about 
Cataract” (G-25; price—10¢ each) 

“Answers to Your Questions about 
Amblyopia” (G-26; price—10¢ each) 

“Answers to Your Questions about 
Myopia” (G-27; price—10¢ each) 

“Answers to Your Questions about 
Hyperopia” (G-34; price—10¢ each) 

“Vision and Driving (B-8S) a paper- 
back book by Robert C. Sneller, O.D., 
designed for driver training instructors. 
It outlines the importance of vision to 
safe driving and discusses the process 
of vision, visual skills, refractive errors, 
proper use of eyes, night and winter driv- 
ing and other data. (price—50¢) 

“The True or False of Contact Lenses” 
(L-4; price—10¢) 

“Teachers’ Guide to Vision Problems 
with Checklist” (C-10; price—10¢) 

“Reading Takes Seeing’ (C-23; price 
—10¢) 

“Your Baby’s Eyes” 
10¢) 

“Seeing to Learn” (C-31; price—10¢) 
This 12 page booklet stresses the rela- 
tionship between vision and the learning 
functions, sight development, learning to 
see, personality effects and incidence of 
need for professional care. 

Visual Care of the Partially Seeing 
Child (M-1; price—$2.00) An 8%” x 11” 


(C-24; price— 


manual in legible typewriter face which 
includes important articles and lists of 
sources of subnormal vision aids, exami- 
nation record forms for partially seeing 
children and a bibliography. 


Order the above materials from: Pub- 
lications Department, American Opto- 
metric Association, 7000 Chippewa Street, 
St. Louis, Missouri 63119. Order by code 
number or complete title, preferably the 
former. 


MISCELLANEOUS 


Jessie Royer-Greaves Dies: Dr. Jessie 
Royer-Greaves, founder and principal of 
the Royer-Greaves School for the Blind 
died Wednesday, June 21, 1967. While 
her loss will be greatly felt by her col- 
leagues in the education of the visually 
handicapped, she will undoubtedly be 
missed most by a multitude of young 
students whose opportunity it has been 
to receive education and direction at her 
understanding’ hand. 


Librarian Accepts New Position: Mr. 
Frank Lavine, formerly head, Regional 
Library for the Blind, Library of Con- 
gress, has recently accepted a position 
as Supervisor of Education in charge of 
Library Services to Physically Handi- 
capped, Maryland State Department of 
Education. Mr. Lavine has rendered im- 
portant service to the visually handi- 
capped through his work at the Library 
of Congress and proceeding his work 
there, in library services at the Perkins 
School for the Blind. 


NSPB Consultant Resigns: Miss Helen 
Gibbons, consultant in education for the 
National Society for the Prevention of 
Blindness resigned from the staff of 
the National Society effective July 31st. 
She has accepted a new position as 


Supervisor, Department of Materials 
Center, Division of Pupil Personnel 
Services, State Department of Public 
Instruction for the State of Illinois. 
While her intensive and dedicated serv- 
ices through NSPB will now be discon- 
tinued, her competencies will continue 
to be fully realized in her new position, 
in the education of the visually handi- 
capped. 


White Cane Safety Day Proclaimed: 
President Lyndon B. Johnson issued a 
statement May 29, 1967, proclaiming 
October 15, 1967 as ‘““White Cane Safety 
Day.” In the Proclamation, he calls upon 
citizens, civic and service organizations, 
schools, public bodies and the media of 
public information in every community 
to join in the observation, ‘‘so that blind 
persons in our society may increasingly 
enjoy the greatest possible measure of 
independence.” 


World Wide Amateur Literary Contest: 
The 1967 Edwin Dickinson World Wide 
Annual Amateur Literary Competition 
has been announced by the Queensland 
Society of Blind Citizens. Categories 
available are: 

Adult—Short story (maximum 1,000 
words) 


Adult—Essay (maximum 1,500 words) 

Adult—Original Poem—humorous 

Adult—Original Poem—serious 

Children 10 & over—Composition (any 
subject, 1,000 words) 

Under 10 Children—Poem— (any subj- 
ect) 

Closing date for the competition is 
October 31, 1967. For further informa- 
tion, write: Queensland Society of Blind 
Citizens, 247 Vulture Street, South Bris- 
bane, Queensland, Australia. 
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AGENCY INFORMATION 


AAWB Executive Secretary Selected: 
The American Association of Workers 
for the Blind, Inc., has announced the 
appointment of Mr. Fred Dechowitz as 
its Executive Secretary. Mr. Dechowitz, 
a native of Maryland, has a rich back- 
ground in community organization and 
pioneering activity in developing services 
for special disability groups. His most 
recent position was an Executive Direc- 
tor of the Baltimore Association for 
Retarded Children, Inc., where he com- 
piled an outstanding record of success 
in building programs to meet the needs 
of the mentally retarded in the Balti- 
more community. 


Activity Weekend: The NCASB an- 
nual Activity Weekend was held at the 
Kentucky School for the Blind on October 
20-22. Ten schools were represented in- 
cluding Illinois, Indiana, Iowa, Kansas, 
Michigan, Minnesota, Missouri, Ohio, 
South Dakota and Kentucky. A total of 
53 girls and 20 sponsors participated in 
the event. Activities included a tour of 
the American Printing House for the 
Blind, a talent show, tours of the Uni- 
versity of Louisville Planetarium, Louis- 
ville Coast Guard Station and Belle of 
Louisville (riverboat), physical activi- 
ties and games, and an evening banquet. 


AEB Building Program Announced: 
Arkansas Enterprises for the Blind has 
announced a $350,000 building program 
which includes the construction of a 
new building and remodeling of an exist- 
ing building. The new structure will 
contain a training area, a dining room 
and kitchen and living quarters for 16 
trainees. The present dining room and 
kitchen in the Women’s Dormitory will 
be converted into living quarters for 
four trainees and a supervisor’s apart- 
ment. This will bring the total number 
of trainees that can be housed on the 
main campus to 74. 

The new construction will bring the 
total value of AEB’s physical plant to 
well over one million dollars. 


AEB Training: Arkansas Enterprises 
for the Blind, Little Rock, Arkansas, 
marked its most effective year in 1966- 
67 when a total of 277 trainees from 20 
states spent almost 25,000 training days 
at the Center. With a new building ex- 
pected to be finished soon a yearly in- 
crease can be expected both in the 
1967-68 and particularly in the year 
beginning July 1, 1968.—New Life 


Braille Chess Group Formed: The 
United States Braille Chess Association, 
formed July 22, 1967, in San Francisco, 





is interested in obtaining members on a 
national scale. The purpose of the organ- 
ization is to encourage and assist in the 
promotion and advancement of chess 
among blind chess enthusiasts. Persons 
interested should write: Mr. Grant Met- 
calf, USBCA Secretary, 213 California 
Avenue, South San Francisco, California 
94080. 


Commission on Standards: Mr. Arthur 
L. Brandon, president of the National 
Accreditation Council for Agencies 
Serving the Blind and Visually Handi- 
capped has announced the establishment 
of the Commission on Standards under 
the chairmanship of Professor Benja- 
min Franklin Boyer, Council board mem- 
ber, Professor of Law and former Dean 
of Temple University School for Law. 


The Council’s Commission on Stand- 
ards will be responsible for continuing 
the work of standard setting begun by 
the Commission on Standards and Ac- 
creditation of Agencies Serving the 
Blind, COMSTAC. With the publication 
of The Comstac Report: Standards for 
Strengthened Services, COMSTAC set 
the ground work for the National Ac- 
creditation Council to begin to accredit 
services for the blind and visually handi- 
capped using these standards as a base. 
The newly organized Commission on 
Standards will be the Council’s vehicle 
for sustained scrutiny and updating of 
these standards, and the development of 
new standards in additional areas. 


Correspondence Course for Deaf- 
Blind: Hadley School for the Blind, 
Winnetka, Illinois 60093, offers a practi- 
cal, “how-to-do-it” correspondence 
course, “Independent Living without 
Sight and Hearing.’”’ Chapters deal with 
such topics as adjustment, communica- 
tion methods, voice, 
home, recreation, travel, education, em- 
ployment opportunities, available serv- 
ices and how to win cooperation. Dr. 
Richard Kinney is author of the text- 
book especially written for the course. 
Miss Geraldine Lawhor is course in- 
structor. For further information write: 
Hadley School for the Blind, Winnetka, 
Illinois 60098. 


CTEVH Conference Schedule: The 
Ninth Annual Conference of the Cali- 
fornia Transcribers and Educators of the 
Visually Handicapped will be held March 
29-31 at Del Webb’s Towne House, San 
Francisco. 





self-reliance at- 


Memorial Service Held: A _ special 
Memorial Service for Professor Elena D. 
Gall, former faculty member and Co- 
ordinator, Special Education Program at 
Hunter College was held by the Educa- 
tion Department of Hunter College of 
the City University of New York and 
the Hunter College Chapter of The Coun- 
cil for Exceptional Children, on Tues- 
day, November 14. 

Dr. Gall taught in both elementary and 
jr. high schools in New York City and 
later as a teacher of physically handi- 
capped children there. Her teaching 
career began in 1948 when she joined the 
faculty of Hunter College. Her contri- 
bution to the field of special education 
as a teacher, author and consultant have 
been very significant. 


NIB Appoints Board Members: Harold 
L. Emlet, Superintendent of the Georgia 
Factory for the Blind in Bainbridge; 
Austin G. Scott, Executive Director of 
the Dallas County Association for the 
Blind; and Major John F. Brady, Execu- 
tive Director of IHB Industries of the 
Industrial Home for the Blind in Brook- 
lyn, were elected to the Board of Direc- 
tors of National Industries for the Blind 
during the organization’s Annual Meet- 
ing in Washington in October. 

NIB, a trade association for 78 non- 
profit agencies, employing more than 
5,000 blind workers has just completed 
its most outstanding year. Total sales 
for the shops exceeded $54,000,000 in the 
year ended June 30th. These sales in- 
clude those to the federal government, 
sales made under the nationwide SKIL- 
CRAFT label and_ subcontracts’ to 
industry. 


NIB Award Initiated: National Indus- 
tries for the Blind has recently created 
the Peter J. Salmon Award to recognize 
outstanding blind industrial workers. 
The award was introduced with a presen- 
tation of a bust of the award to Dr. 
Salmon during the Annual Meeting of 
NIB and the General Council of Work- 
shops for the Blind in Washington, 
October 1967. 

The award which will have the form 
of a bronze medallion, will be initially 
presented next year to a blind worker 
from a sheltered workshop or from pri- 
vate industry. The winner will receive 
the award during the Annual Meeting, 
and will be provided with an expense- 
paid trip to the city where the Annual 
Meeting is to be held. 


Personnel and Training Service Ap- 
pointment: Mr. William Feldman has 





been appointed Director of the Personnel 
and Training Service of the American 
Foundation for the Blind. Mr. Feldman, 
formerly Director of Special Services of 
the Travelers Aid Association of 
America, has replaced Huesten Colling- 
wood, who has joined the National Ac- 
creditation Council for Agencies Serving 
the Blind and Visually Handicapped. 


In its referral function, the Personnel 
and Training Service seeks to help job 
applicants and agencies throughout the 
United States serving children and adults 
who are blind or visually handicapped to 
fill administrative and professional staff 
vacancies. This recruitment and place- 
ment service is provided without charge 
to both employers and job applicants. 
As a job clearing house, the Personnel 
and Training Service refers only those 
applicants who appear to meet qualifi- 
cations established by prospective em- 
ployers. It does not recommend candi- 
dates for positions. 


The Foundation invites job applicants 
and employers to write to: Personnel and 
Training Service, American Foundation 
for the Blind, 15 W. 16th Street, New 
wy Ork. N.Y. 10011. 


School for Exceptional Children: A 
special services school in North Bellmore, 
New York, will combine three separate 
but interrelated schools in a single build- 
ing complex. Training facilities will be 
provided for trainable mentally retarded 
and its related conditions of emotionally 
disturbed, brain injured and multiply- 
handicapped. Plans for the building call 
for a physical plant whose exterior ap- 
pearance, bright and cheerful interior 
atmosphere and carefully detailed facili- 
ties will help identify it in virtually 
every respect with regular elementary 
and high schools. 


The school will be operated by the 
Vocational Education and Extension 
Board, a public agency serving the needs 
of handicapped children for all school 
districts in Nassau County. The complex 
will serve 1,200 pupils, ages five through 
twenty-one throughout the county with 
a program that was started in 1959 and 
has grown in concept and implementation 
to the point where the new physical plant 
is necessary to meet the growing needs 
of the County. The $4,862,000, complex 
was designed by Frederic P. Wiedersum 
Associates, Architect-Engineers of Val- 
ley Stream, New York and Trenton, 
New Jersey. 


Science for the Blind Information: A 
recently published report, Science for 
the Blind, Summer 1967, outlines the 
historical development of this organiza- 
tion and outlines the proposed augment- 
ing and addition of services, with its 
attendant internal reorganization needs. 
According to the report, during 1966, 
Science for the Blind continued to dis- 
tribute almost 2,000 tapes monthly to 


blind readers in the U.S., Canada, 
Australia, England, Peru, Israel and 
France. Some of the recent develop- 


ments by Science for the Blind as well as 
projected ones for the future are dis- 
cussed. 

Science for the Blind is a Division of 
Pennsylvania Working Home and Phila- 
delphia Association for the Blind. Its 
Instruments and Aids Center is located 
at 221 Rockhill Road, Bala Cynwyd, 
Pennsylvania 19004; its Tape Circulation, 
at Box 2388, Haverford, Pennsylvania 
19041. vey 


Track and Field Records Set: During 
the spring of 1967 three national records 
were established for visually handicapped 
boys. In the Eastern Meet which was 
held at Boston the half-mile was run in 
2:06 by John Clements of Virginia. This 
lowered Richard McCauley’s time by 
more than 8 seconds. In a dual meet 
between Alabama and _ Mississippi, 
Charles Anderton leaped 32-9 to better 
Leonard Ogburn’s 1956 performance of 
32-4144. Hampered by rain at _ the 
SEASB Meet Charles Anderton jumped 
32-4, just missing the record. 

Early in June the New York State 
School was host to the Ontario School 
for the Blind in a dual meet that pro- 
duced a national record for visually 
handicapped boys. Milton and Murry 
Dimon ran the tandem two-mile in 
11:25:5 to lower the record by more 
than 5 seconds. The old record was set 
in 1962 by Hagneier and McCauley of 
Perkins. 


CONVENTIONS, INSTITUTES, 
MEETINGS 


ACLD Conference: The Association for 
Children with Learning Disabilities will 
hold its Fifth International Conference 
February 1-3, 1968, at the Sheraton- 
Boston and Statler-Hilton Hotels in Bos- 
ton. The convention theme will be, ‘“Suc- 
cessful Programs for Children with 
Learning Disabilities and the People Who 
Staff Them.” Meetings and activities are 
planned for educators and other profes- 
sionals, with other sessions and activi- 
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ties for ACLD affiliates, members of 
sister groups and for parents. Hotel 
reservation cards and registration de- 
tails are available from: Mrs. Gertrude 
Webb, ACLD’s 1968 Convention Co- 
Chairman, 397 Moody Street, Waltham, 
Mass. 02154. 


EQUIPMENT-MATERIALS 


Aids for Low-Vision Readers: The 
Library Association with the aid of a 
£10,000 grant from the Viscount Nuffield 
Auxiliary fund, has begun a systematic 
study to determine the best standards of 
print for partially sighted readers. Great 
Britain registers about 27,000 as partially 
sighted, while many others will probably 
qualify for the register. Miss Alison 
Shaw, director of the research, will in- 
vestigate such problems as suitable type 
sizes and faces, color and intensity of 
inks, quality and color of papers, and the 


layout of the printed page. 


> Braille Demonstration Device: A de- 
/ Vice designated to assist in explaining 


and demonstrating the use of braille has 
been developed at the Kansas School for 
the Blind. The Brailiter, as it has been 
named by its originator, Dr. R. L. 
Ohlsen, Jr., Superintendent of the 
School, and Mr. Joseph Pica, can be 
easily demonstrated by anyone with 
training on a regular braille writer. The 
device consists of a ten cell lighted board 
which folds for easy carrying, a key- 
board which is very light and portable, 
and a box containing the _ electronic 
equipment. The alphabet through “J” 
can be written as rapidly as on a braille 
writer. As keys are punched and re- 
leased the power automatically moves 
to the next cell. The machine is so de- 
signed that if any keys are pressed and 
held, others may be pressed to show that 
added dots make new letters. 

“The device has proved very bene- 
ficial in lecturing to sighted people. 
Demonstrating words spelled out letter 
for letter then in signs provides a quick 
and easy means of showing what braille 
pupils must learn.” 

Detailed plans for the complete ma- 
chine will be sent to any group who 
agrees to produce it without profit. For 
further information write: Dr. R. L. 
Ohlsen, Jr., Superintendent, Kansas 
School for the Blind, 1100 State Avenue, 


tions from supervisors by radio, even if 
he is not present, has recently been 
demonstrated by Smith-Corona Mer- 
chant Corporation. Known as the Tele- 
scripter, the new electronic page-printer 
is fully transistorized. It weighs 121% 
pounds including paper, and is 9% 
inches wide, 13 inches long and 5% 
inches high. It prints any shape or 
number of characters at the rate of 75 
words a minute. 

The SCM division has also produced 
a miniaturized, completely transistorized 
device capable of producing “talking let- 
ters.” Similar in size and appearance to 
an ultra-modern cordless telephone, the 
device, known as Mail Call, actually is a 
tape recorder and playback unit. The 
recording medium is a continuous return 
loop tape cartridge about the size of a 
pack of cigarettes. The cartridges which 
are known as Letterpacks, are inexpen- 
sive, simple to use and can be mailed in 
a regular envelope for 10 cents first-class 
postage. 

The sender of a letter merely records 
on the tape the message he wishes to 
send, takes it out and mails it to its 
destination. The recipient places the 
cartridge in his own unit, plays it back 
and then can either save it and insert 
a new cartridge or erase the “letter” 
and send the same cartridge back to the 
sender with his own message. 


Language Development Kit: Dr. Lloyd 
M. Dunn, of George Peabody College, has 
prepared language development kits for 
stimulating oral language and verbal in- 
telligence. The ‘Peabody Language De- 
velopment Kits,” are geared to children 
who are intellectually 4% to 6% years 
old, and can be used with educable MR 
pupils in primary special classes and 
grade on disadvantaged children. A 


/ second kit, Level 2, has been prepared 


for language ages 6 to 8. For further 
information write: American Guidance 
Service, Inc., 720 Washington Avenue, 
S.E., Minneapolis, Minn. 55414. 


a Sex Education Models: Models used in 
_ the sex education program at the Nether- 
_ lands School for the Blind, as discussed 


at the ICEBY Conference held at the 


| Perkins School for the Blind, can be 
ordered from: Blok’s Plastic V.I., Frans 
-Halsstr. 66, Amsterdam, The Nether- 
lands. 
models available and their cost should be 


Information about the various 


Kansas City, Kansas 66102. directed to this address. 


Electronic Printer With Radio: A de- fess Tactile Aids for the Blind: Tactile 
vice that enables the operator of a car, 7, Aids for the Blind, Inc. now about one 
truck or train to receive printed instruc- | and a half years old as an incorporated 
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group, is composed of volunteer workers 
of all faiths who are donating their time 
and energies to the production and dis- 
tribution of teaching and learning aids 
for the visually handicapped. This or- 
ganization has recently published a 1967 
catalog of their materials, with a braille 
edition of the catalog also available 
upon request. The materials available 
include: bookstand, relief maps of the 
states, clocks, form boards, counting sets, 
animal puzzles, spindles with shapes, 
textured blocks, spelling and object asso- 
ciation box, fraction squares and circles, 
and a magnifying box. For a copy of the 
catalog in print or braille write: Tactile 
Aids for the Blind, Inc., 2625 Forest 
Avenue, Des Moines, Iowa 50311. 


Training of Attention and Concentra- 
tion: Educational Research Associates, 
Inc. has announced “The Training of At- 
tention and Concentration Program,” 
developed by Sebastiano Santostefano. 
TAC is primarily intended for training 
in visual areas through 25 multi-level 
lesson plans. Each has two to six sub- 
levels. It includes custom designed port- 
able vinyl-covered combination instru- 
ment case and metal work area. A va- 
riety of shapes and sizes of magnetized 
pieces are included. The complete kit 
includes a combined text and lesson plan. 
(KM-117; price $90.00) 

Other items available include: Ortho- 
rope, a soft cotton weave construction, 
one-inch diameter rope, available in a 
variety of lengths; Magna-Sized Flash 
Cards, a series of 200 basic vocabulary 
words at pre-primer, primer, and first- 
grade levels; Orthoball, a fully wash- 
able, handsewn cloth-covered ball with 
springy nylon interior; Word Generaliza- 
tion Cards; and a Magna-Sized Jigsaw 
Family, designed to draw children’s at- 
tention to the basic body divisions. 

For additional information on _ the 
above material write: Educational Re- 
search Associates, Inc., P. O. Box 6604, 
Philadelphia, Pennsylvania 19149. 


FILMS 


Aphasia Film: Leonard Pearson, Psy- 
chology Department, Western Reserve 
University has been awarded grants from 
VRA and the Beaumont Foundation to 
develop a training film titled: “The Inner 
World of MAphasia.”’ The 30-minute 
color-sound film will focus on emotional, 
perceptual, and other psychological ex- 
periences of the person with aphasia. 
Consultants to the film include Ronald 


Tikofsky, University of Michigan Psy- 
cholinguistics Program, and Joseph Wep- 
man, Speech and Language Clinic, Uni- 
versity of Chicago. 


Film Index: Now available is the new 
Index to 16mm Educational Films, com- 
piled by the National Information Center 
for Education Media (NICEM) under 
the directorship of Glenn McMurry. Fi- 
nanced by a grant from the McGraw-Hill 
Book Company to the University of 
Southern California, this one volume pro- 
vides a complete reference source on over 
14,000 instructional films. Special fea- 
tures are a Subject Matter Section, a 
Producer and Distributor Code Listing, 
and a fully detailed Alphabetical De- 
scription Listing. Order from: McGraw- 
Hill Publishing Company, 330 West 
Second Street, New York 10036. (Price: 
$20.00) 


Film Documentary with Scents: A 
unique movie theater in the Borg-Warner 
Science Hall, Chicago, is formally known 
as the “environment chamber.” It fea- 
tures a 15-minute film tracing man’s 
progress in controlling his environment, 
from the cave to the home of tomorrow. 
Temperatures, humidity, lighting panels 
and odors—12 in all—change almost in- 
stantaneously in synchronization with 
the picture on the screen. 


OVERSEAS INFORMATION 


Exhibition of Braille Publications: “An 
international exhibition of braille pub- 
lications recently opened in Prague to 
mark the fiftieth anniversary of Zora, 
the Czech fortnightly magazine for the 
blind. On show are nearly a hundred 
publications from eleven countries: the 
United Kingdom, Bulgaria, Czecho- 
slovakia, Denmark, East Germany, Italy, 
Norway, Poland, Rumania, the Soviet 
Union and Yugoslavia. The emphasis is 
on fiction, technical works, textbooks and 
journals. 


St. Nicholas School Anniversary: The 
St. Nicholas School and Home for the 
Blind at Penang is to launch a develop- 


‘ment plan appeal to celebrate its 40th 


anniversary. Among the projects planned 
are: the erection of a two-story block 
with studies and dormitory accommoda- 
tion for 12 boys and 12 girls, dispensary 
and sick bay, staff accommodation, kitch- 
ens, dining rooms and offices; extensions 
to an existing block to provide a recrea- 
tion room, libraries, recording room and 
music rooms; a third block containing 

















classrooms for the teaching of handi- 
-erafts, woodwork, science, domestic 
science, geography and typing. 


PERSONNEL 


Director Vacancy: The Board of Ex- 
aminers of the Board of Education, City 
of New York, has announced that a 
qualifying examination will be held for 
license as Director, Bureau for the Edu- 
eation of the Visually Handicapped. 
Final date for filing applications with 
the Board of Examiners is January 31, 
1968. Eligibility requirements include 
a baccalaureate degree and in addition 
30 semester hours in approved graduate 
courses to include or be supplemented by 
25 semester hours in appropriate pro- 
fessional courses, 8 of which shall be 
in supervision and in administration or 
organization; and 20 semester hours in 
courses in the special field or in sub- 
jects related thereto. Five years of 
teaching in day schools or in colleges or 
in institutions for the care of handi- 
capped or any combination thereof, under 
regular license and appointment, at least 
three of which shall have been in the 
appropriate field in day schools and five 
years of supervisory experience in day 
schools or in colleges or in institutions 
for the care of handicapped children, or 
any combination thereof, are required. 

For additional information § write: 
Board of Examiners, Board of Educa- 
tion, City of New York, 110 Livingston 
Street, Brooklyn, New York 11201. 


Orientation and Adjustment Teacher 
Positions: The Nevada State Personnel 
Division is currently recruiting appli- 
cants to fill two positions for Orientation 
and Adjustment Teachers. The two posi- 
tions were established under an Ex- 
pansion Grant received under the pro- 
visions of the Vocational Rehabilitation 
Act Amendments of 1965. The positions 
require graduation from an accredited 
college or university plus at least one 
year’s experience in teaching braille, 
typing, physical conditioning, mobility 
or other alternative techniques used by 
the visually handicapped, or academic 
teaching. Additional pertinent experi- 
ence may be substituted for a maximum 
of two years of the required education. 
Blindness will not disqualify an appli- 
cant for the position. For further in- 
formation write: Mr. Mervin J. Flander, 
Supervisor, Services to the Blind Divi- 
sion, Nevada Department of Health and 
Welfare, Room 120 Nye Building, Car- 
son City, Nevada 89701. 


Positions Open: The New York State 
Education Department, Bureau for Physi- 
cally Handicapped Children, has open- 
ings for the following personnel to be 
employed in connection with a new 
Special Education Instructional Mate- 
rials Center: Librarian, $10,599; Media 
Specialists, $12,400; two Field Special- 
ists, $12,400; and Associate in Educa- 
tion of the Visually Handicapped, $12,400. 
Contact Maurice D. Olsen, Coordinator, 
Special Education, Instructional Mate- 
rials Center, State Education Depart- 
ment, Albany, New York 12224. 


PUBLICATIONS 


ACLD Director: The Association for 
Children with Learning Disabilities has 
published an ACLD Directory of Organi- 
zations Concerned with Learning Dis- 
abilities. Order from: ACLD Organiza- 
tion Directory Chairman, 397 Moody St., 
Waltham, Mass. 02154. (Price: $.50) 

Anne Sullivan Report: Free copies of 
the “‘Report on the Anne Sullivan Cen- 
tennial Commemoration” may be secured 
by writing: General Services Depart- 
ment, The Industrial Home for the Blind, 
57 Willoughby Str., Brooklyn, N. Y. 
TVZoTs 


Administrative Institute Publication: 
Proceedings of the Northeastern Admin- 
istrative Institute held at Amherst, Mas- 
sachusetts, April 19-21, 1967, sponsored 
by the American Foundation for the 
Blind, has been published. Included in the 
proceedings, are: “The Changing Ameri- 
can Scene As It Relates to Health, Edu- 
cation and Welfare Services for the 
Visually Handicapped”; An Overview of 
the Changing American Scene for Social 
Welfare”; “The Government’s Role in 
Service Provision”; “New Legislation and 
Its Impact on the Governmental-Volun- 
tary Agency Relationship”; “Voluntarism 
in Service Provision’; ‘Identifying 
Problem Areas for Executives and 
Boards”; “Problem Solving—A _ Board 
and Executive Responsibility”; and “Im- 
plications for Administrative Practice.” 
The Conference was directed by Mr. 
James Dumpson, Dean, School of Social 
Work, Fordham University, New York 
City. Single copies of the publication 
are available free of charge by writing: 
Marie Morrison, Regional Consultant, 
Program Planning Department, Ameri- 
can Foundation for the Blind, 15 West 
16th Street, New York, N. Y. 10011. 


AFB Publications: New publications 





by the American Foundation for the 
Blind include: 

“AFB Catalog of Publications, Films, 
Radio, and Posters” (Free) 

“How Well are the Paid?” A new 
pamphlet containing analysis and inter- 
pretation of the data collected in the 
survey of salaries in work for the blind 
conducted by the U.S. Bureau of Labor 
Statistics and sponsored by the U.S. 
Vocational Rehabilitation Administration 
and the Foundation. (Free in quantities 
up to 200) 

“Adjustment to Blindness and Severe 
Visual Impairment,” by Dr. Robert A. 
Seott, and “Electrical Stimulation of the 
Skin,’ by Dr. Robert H. Gibson. These 
bibliographies were prepared for AFB’s 
International Research Information Serv- 
ice. (Price: $1.00 each) 

“The Blind Child with Concomitant 
Disabilities,’ by James M. Wolf, Ed.D. 
A survey of services provided by resi- 
dential schools to children with multiple 
handicaps. (Price: $1.00) 

“Dogmatism and Visual Loss,’ by 
Phyllis N. Hallenbeck, Ph.D., a study of 
how open-minded and dogmatic attitudes 
effect rehabilitation following loss of 
vision. (Price $1.50) 

“Ability Structure and Loss of Vision,” 
by Jyrki Juurmaa, Ph.D., a study show- 
ing how such ability traits as reasoning, 
verbal comprehension, and dexterity are 
affected by loss of vision. (Price: $2.00) 

“Research Bulletin,’ published by 
AFB’s International Research Informa- 
tion Service are available to interested 
persons at the price of $1.50 for single 
copies or $6.00 for a year’s subscription 
(including four quarterly Bulletins). 

The above publications may be ordered 
from: Publications Division, American 
Foundation for the Blind, 15 West 16th 
Street, New York, N. Y. 10011. 

Associative Learning Strategies Em- 
ployed by Blind Children: Research con- 
ducted by Clessen J. Martin, Michigan 
State University, entitled Associative 
Learning Strategies Employed by Deaf, 
Blind, Retarded and Normal Children, 
has recently been completed. The pur- 
pose of the research was to describe the 
strategies employed in verbal associative 
learning and to assess the relative effec- 
tiveness of different types of strategies 
upon learning and retention. It was felt 
that as a result of identification of effi- 
cient ways in -which verbal associative 
learning occurs, it might be possible to 
give instruction to the slow learner 


which would enable him to more efficient- 
ly organize and learn the verbal mate- 
rials. 

One of the experiments in this study 
concerned Verbalization of Associative 
Strategies by Blind Children. A second 
purpose was to determine whether syn- 
tactical strategy aids facilitate the 
paired-associate learning of the sub- 
jects. The experimental group received 
high level strategy aids during the 
learning task, whereas the control group 
was not provided with any aids. Per- 
formance of the aided group was supe- 
rior to that of the unaided group. The 
results of this study generally paralleled 
those attained in the previous experi- 
ments employing retarded and normal 
children. 

The final report, Associative Learning 
Strategies Employed by Deaf Blind, 
Retarded and Normal Children, has been 
published as Educational Research Series 
No. 38, July 1967 by the Educational! 
Publication Services, College of Educa- 
tion, Michigan State University, East 
Lansing, Michigan. 

Attitudes Book: The Office for the 
Blind, Department of Public Welfare of 
Pennsylvania, has recently published a 
collection of papers entitled, Attitudes 
and Blindness. The publication is a 
result of a workshop conducted for the 
staff of the Office for the Blind during 
January and February, 1967. Articles 
included are: “Attitudes and Attitude- 
Change,” Hugh B. Urban, PhD., and 
Donald H. Ford, Ph.D.; “Attitudes of 
Blind People toward Blindness and Other 
Blind People,” Louis H. Rives, Jr.; “‘At- 
titudes of Blind toward Sighted,” Arthur 
L. Voorhees; “Attitudes of the Sighted 
Toward the Blind,” Mary K. Bauman; 
and ‘‘The Counselor as Technique,” Clay- 
ton A. Morgan, Ph.D. 

A limited number of copies of this 
publication are available upon request. 
Write: Dr. Norman M. Yoder, Commis- 
sioner, Office for the Blind, Department 
of Public Welfare, Harrisburg, Penn- 
sylvania 17120. 

Audio Visual Materials: The August 
1967 issue of EHducational Screen and 
Audiovisual Guide is the 42nd Annual 
Blue Book of Audiovisual Materials, with 
800 listings of materials released since 
August 1966 and a directory of sources 
containing names and addresses of pro- 
ducers and distributors. Annual sub- 
scription, $4.00; single copies, 45 cents; 
August Blue Book issue, $1.00. Order 
from: Educational Screen and Audio- 
visual Guide, Denise Wenger, Managing 
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Editor, 434 South Wabash Ave., Chicago, 
{llinois 60605. 


Braille Calendars: Braille calendars 
for 1968 can be obtained free of charge 
from the American Brotherhood for the 
Blind. The calendars are 5% x 6% 
inches and are bound with a 9-ring plas- 
tic binder. Special days are noted at the 
bottom of each month. Write: American 
Brotherhood for the Blind, Inc. Twin 
Vision Publishing Division, 18440 Top- 
ham Street, Tarzana, California 91356. 


Braille Digest of “Times”: A daily 
braille digest of The New York Times is 
being furnished free to a growing of 
deaf-blind readers by the Industrial 
Home for the Blind. A volunteer is mak- 
ing a master braille copy daily and for- 
warding it to the IHB headquarters for 
mechanical duplication. The five-page 
digest is then posted to those on the 
mailing list. 


Braille Transcribers Textbook: The 
first textbook for Braille Transcribers to 
be published in Canada is now available 
for purchase. Grade 2 English Braille 
—A Guide For Transcribers, culminates 
two years’ work by three volunteers, each 
with extensive experience in teaching 
and transcription. The book embodies 
not only general instruction in Grade 
2 Braille, but includes special reference 
sections on “setting up a book” and 
“setting up a play.” The appendix on 
Foreign Languages includes German, 
Greek, Russian and Spanish, Internation- 
al Hebrew Braille, French and Italian 
accented letters and Latin diphthongs 
and vowel signs. 

The book may be obtained by writing 
The Canadian National Institute for the 
Blind, attention Michael Bocian, 1929 
Bayview Ave., Toronto 17, Ontario. 
(Price: $5.00). 


Child Development Books: Aldine Pub- 
lishing Company has announced the pub- 
lication of the following books concern- 
ing child welfare and development: 
Mental Retardation: Appraisal, Educa- 
tion, and Rehabilitation, edited by Alfred 
A. Baumeister. Organized by problem 
areas and presenting current theory, 
research and practice in each of the 
problem areas covered, this handbook 
presents from many points of view 
discussions of the use of programmed 
instruction; psychotherapeutic, psycho- 
metric and medical evaluation; voca- 
tional preparation; parent counseling; 
operant conditioning; and classification 
procedures. (Price: $12.50) 





The Scientific Study of Abnormal Be- 
havior: Experimental and Clinical Re- 
search, by James Inglis. Showing the 
distinctive contribution that experimen- 
tal psychology can make to the study 
and treatment of abnormal behavior, this 
book demonstrates a scientific approach 
to abnormality through the use of meas- 
urement and manipulation. It is de- 
signed for all professionals—psycholo- 
gists and psychiatrists, researches and 
practitioners—regardless of theoretical 
orientation. (Price: $8.95) 

Toward Effective Counseling and Psy- 
chotherapy: Training and Practice, by 
Charles B. Truax and Robert R. Cark- 
huff. This book is a result of extensive 
research on a wide range of improve- 
ment measures currently espoused; it 
isolates the three factors present in all 
instances of successful psychotherapy 
and describes a proven method for in- 
creasing therapist effectiveness in the 
three most critical areas. (Price: $10.75) 

Order the above books from: Aldine 
Publishing Company, 320 West Adams 
Street, Chicago, Illinois 60606. 


Children and Youth Publication: The 
report of the Mid-Decade Conference on 
Children and Youth, held in Washington, 
D.C. April 12-15, 1966, has recently been 
published. The 217-page report, Children 
and Youth at Mid-Decade, contains texts 
of the major addresses, presentations by 
the panelists in the eight seminars, and 
a report of the discussion groups’ analy- 
sis of the “past, present and promise.” 

A limited number of copies of the re- 
port are still available. Order from: 
National Committee For Children and 
Youth, 1145 19th Street, N.W., Washing- 
ton, D.C. 20036. (Price: $2.00 per copy) 


Color Blindness: Dr. Edmund BB. 
Spaeth, emeritus professor, University 
of Pennsylvania, is the author of an in- 
formative article, “Color Blindness,” ap- 
pearing in the June 1966 issue of The 
Seer. Written for the physician and 
nurse, the personnel manager and the 
educator, and all concerned with vision 
and its industrial and economic rela- 
tionships, the article describes the prob- 
lems of color blindness, the compound 
nature of color sensation, the “evolu- 
tion” of the color sense, inheritance of 
color blindness and various tests for 
color blindness. 

The Seer is published by the Pennsyl- 
vania Association for the Blind, 2843 
North Front Street, Harrisburg, Penn- 
sylvania. 











Diabetes 


Deaf-Blind Publications: The follow- 
ing books are now available from the 
Perkins School for the Blind (175 North 
Beacon Street, Watertown, Massachu- 
setts 02172): 

Educational Beginnings with 
Blind Children, by Nan Robbins; 

Speech Beginnings for the Deaf-Blind 
Child—A Guide for Parents, by Nan 
Robbins; 

Auditory Training in Perkins Deaf- 
Blind Department, by Nan Robbins; and 

The Deaf-Blind “Rubella” Child, by 
Nan Robbins and Gertrude Stenquist. 

Each of the above books is available 
for $2.00. A set of the four books can 
be obtained for $6.50, postpaid. 


Dictionary in Large Type: The 
Grolier Large-Type Dictionary will be 
available for purchase by late October 
1967. A complete, unabridged edition of 
the “Pocket Oxford Dictionary,” it con- 
tains 670 pages, including the 1966 
addenda. It is 8% by 11 inches with a 
reinforced cloth binding and will sell for 
$12:50. For further information write 
to Keith Jennison Books, Franklin Watts, 
Inc., 575 Lexington Avenue, New York, 
New York 10022. 


Article: The November- 
December, 1966 issue of American Dia- 
betes Association Forecast, contains an 
article by Dr. Aran Safir, “Eye Disturb- 
ances in Diabetes.” The article discusses 
the relationship and proneness of dia- 
betics to eye difficulties including glau- 
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coma, cataracts and diabetic retinopathy. 


Copies of the magazine can be purchased 
from: American Diabetes Association, 
18 East 48th Street, New York, N.Y. 
10017. 

Directory of Blind College Students: 
The National Federation of the Blind 
has published a Directory of Blind Col- 
lege Students in America. The directory 
lists all blind students in America, with 
a subject index of major subjects being 
studied. A copy of this directory may be 
obtained by writing: National Federa- 
tion of the Blind, 4604 Briarwood Drive, 
Sacramento, California 95821. 


Directory Published: The American 
Foundation for the Blind has recently 


published their Fifteenth Edition of ° 


Directory of Agencies Serving Blind 
Persons in the United States. Paperback 
copies of the Directory can be obtained 
at $4.00 each by writing: Publications 
Director, American Foundation for the 
Blind, 15 West 16th Street, New York, 
New York 10011. . 
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Disabled Reader Book: John Money 
and Gilbert Schiffman have edited a 
recently published book, The Disabled 
Reader: Education of the Dyslexic Child, 
published by the Johns Hopkins Press. 
The book is a collection of 13 original 
papers and reprints of four others that 
concern the aspects of reading disability 
and the possible methods of relieving 
them. Specific techniques are presented 
that will enable  corrective-reading 
teachers, school system administrators 
and other professionals concerned with 
children’s problems to develop new tech- 
niques. Order from: The Johns Hopkins 
Press, Baltimore, Maryland. (421 pages; 
Price $8.50) 

Driving Tips Book: The American 
Optometric Association has prepared a 
new booklet, “Driving Tips for Senior 
Citizens,’ which outlines ways in which 
aging affects the visual process and ways 
in which senior citizens can improve 
and better enjoy their motoring activi- 
ties. The eight-page booklet includes 
such topics as the need for correct 
prescription eyeglasses for driving, prop- 
er use of sunglasses, most suitable 
hours for driving, the effects of light 
and glare on older people, and auto- 
mobile maintenance and safety pre- 
cautions. It is printed in extra large 
type for easier reading. Single copies— 
10 cents; 100—$4.90. Order from: Amer- 
ican Optometric Association, 7000 Chip- 
pewa St., St. Louis, Missouri 63119. 


Educational Checklist: An Educational 
Checklist used by the Netherlands School 
for the Blind can be obtained in quanti- 
ties of 100 for $20.00, by writing: Mid- 
denstandsbank, Herenlaan 2, Zeist, The 
Netherlands. 

The Checklists were discussed during 
the ICEBY Conference held recently at 
the Perkins School for the Blind in 
Watertown, Massachusetts. 


Educational Materials for Visually 
Handicapped: A description folder of 
services for visually handicapped stu- 
dents in elementary and_ secondary 
schools, Hducational Materials Coordi- 
nating Unit Visually Handicapped, can 
be obtained by writing: Department of 
Special Education, 316 South Second 
Street, Springfield, Ill. 62706 


Educating Visually Handicapped Pu- 
pils: The New York City Board of Edu- 
cation has announced the publication of 
Educating Visually Handicapped Pupils. 
The curriculum bulletin is designed to 
help teachers, supervisors, counselors’ 
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and other school personnel understand 
the nature and educational needs of 
visually handicapped children. Major 
sections of the bulletin include: guide- 
lines for regular as well as resource 
teachers, curriculum adaptations, guid- 
ance and supplementary services, and 
the roles of supervisory and other special 
personnel. In addition, there are sections 
on common eye conditions, a vocabulary 
list of terms relating to the eye, a 
descriptive list of special aids and equip- 
ment, and answers to questions most 
frequently asked by parents. 

Copies of this publication may be pur- 
chased from: Board of Education of the 
City of New York, Publications Sales 
Office, 110 Livingston Street, Brooklyn, 
New York 11201. (Price: $2.00—checks 
should be made payable to Auditor, 
Board of Education) 


Employment Guide: Mrs. Julietta K. 
Arthur, is the author of a recent pub- 
lished book, Employment for the Handi- 
capped: A Guide for the Disabled, 
Their Families, and Their Counselors. 
The book offers suggestions as to educa- 
tional opportunities, training, and em- 
ployment in private industry and govern- 
ment service and also sale-employment. 
Also included are bibliographies, various 
publications, rehabilitation agencies, 
sources of advice on starting a small 
business and regional offices of the Vet- 
erans Administration. Order from: 
Abingdon Press, 201 8th South, Nash- 
ville, Tennessee 37202. (Price: $5.95) 


Exceptional Individual Book: Charles 
W. Telford and James M. Sawrey are 
authors of the newly published The Ex- 
ceptional Individual—Psychological and 
Educational Aspects, published by Pren- 
tice-Hall, Inc. Chapters of the book treat: 
Some Basic Psychological and Social 
Considerations, Somatopsychological Re- 
lationships, The Care and Education of 
the Exceptional, Family and Personal 
Problems of the Exceptional Individual, 
The Intellectually Superior, Creativity, 
The Mentally Retarded, Borderline In- 
telligence, The Mildly Mentally Retarded, 
The Severely Mentally Retarded, The 
Visually Handicapped, The Aurally 
Handicapped, The Orthopedically Handi- 
capped, The Epileptic, Speech Handi- 
caps, Social Deviance and The Culturally 
Disadvantaged. 


Order from: Prentice-Hall, Inc., Engle- 
wood Cliffs, New Jersey 07682. (Price: 
$8.25) 

Instructional Material Catalogue: The 
newly published Instructional Material 


for Exceptional Children Catalogue show 
entire contents of all books and pro- 
grams in miniature making it easy to 
assess material. Order from: Continental 
Press, Elizabethtown, Pa. 17022. 


Large Print Article: Mr. Alfred D. 
Hagle, reference librarian in the Library 
of Congress’ Division for the Blind and 
Physically Handicapped, is the author 
of an article, ‘The Large Print Revolu- 
tion,’ published in Library Journal, 
September 15, 1967. The informative 
article traces the development of large 
print publications, explains some of the 
problems in connection with the develop- 
ment and use of large print, and includes 
a list of large type selections, large type 
publishers, large type textbooks, micro- 
film duplication and enlargement serv- 
ices, large type periodicals, large type 
dictionaries, and volunteers. 

Single copies of the reprint of the 
above article can be obtained by writing: 
Division for the Blind and Physically 
Handicapped, Library of Congress, 
Washington, D. C. 20542. 


Large Print Dictionary: Library Re- 
production Service is now taking orders 
for a Large Print Edition of Webster’s 
Seventh New Collegiate Dictionary. 
Printed in 18 point type, the 9” x 13” 
four-volume work contains over 4,000 
pages and 130,000 entries and _ back- 
matter through proofreaders’ marks, is 
available for $135.00 per set, F.O.B. 
destination. Delivery is scheduled for 
January 1968. Order from: Library Re- 
production Service, The Microfilm Com- 
pany of California, 1977 S. Los Angeles 
Street, Los Angeles, California 90011. 


Large Print Information: Barbara 
Rubin is the author of “A Professional 
Approach to Large Print and Those Who 
Use It,” prepared for the Large Print 


~ Workshop, California Transcribers and 
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Educators of the Visually Handicapped’s 
8th Annual Conference. Additional copies 
are now available by writing: Mrs. 
Barbara Rubin, Sequoia Jr. High School, 
4050 Hamilton Ave., Fresno, California 
93702. 


Learning Disabilities Book: A book 
designed as a guide for parents and 
teachers of the child with learning dif- 
ficulty, Everday Problems and the Child 
with Learning Difficulties, by Bebe Bern- 
stein, has recently been published. The 
author recommends the teaching of the 
child by developing his awareness, utiliz- 
ing familiar experiences, and providing 
an environmental vacabulary, concrete 


learning aids, and the means of solving 
problems. Order from: The John Day 
Company, 200 Madison Avenue, New 
York, New York 10016. (Price: $4.95) 


Learning Disabilities Papers: A new 
collection of papers on learning disabili- 
ties is now available. Authors include: 
A. Jean Ayres, Alex D. Bannatyne, Bar- 
bara Bateman, Marianne Frostig, Rose 
A. Hagin, Doris Johnson, Richmond S. 
Paine, Sheldon Rappaport, Archie A. 
Silver, Nancy E. Wood and many others. 
They appear in the Proceedings of the 
February 1967 Conference held in Pitts- 
burgh. Copies are available for $4.00 
from the Home for Crippled Children, 
1426 Denniston Ave., Pittsburgh, Pa. 
15217.—ACLD Items of Interest. 


Library Brochure: The Division for 
the Blind and Physically Handicapped of 
the Library of Congress has recently 
printed a brochure, “That All May 
Read,” which explains the nature and 
extent of the services which it offers. 
Eligibility to use the various services of 
the Division is explained on the brochure, 
and information is given regarding 
regional libraries, talking books on 
records, magnetic tape, braille, music, 
technical improvements, and_ publica- 
tions and information. 


Library Services to the Blind and 
Handicapped: Bettina H. Wolff, head of 
the Library for the Blind, New York 
State Library, Albany, New York, 
stresses the need at the national level 
for planning to be coordinated by all 
agencies providing book materials in 
recorded form, braille, and large print, 
in her article, ‘“‘The Blind and Handi- 
capped,” appearing in Library Journal, 
May 16, 1967. She indicates that the 10,- 
000 volumes now available to the blind 
and handicapped readers through the 
Library of Congress, should be supple- 
mented through regular library chan- 
nels by means of volunteer readers of 
taping, with recourse to volunteer tran- 
scription units for brailling and large 
type. “To strengthen effectively regional 
libraries for the blind and the physically 
handicapped, and to develop an adequate 
national network to produce, store, and 
make available large type, recorded and 
braille books,” she continues, “we need 
not only state funding but direct funding 
to agencies which cross state lines or 
are national in scope.” 


Mobility and Orientation Report: A 
demonstration grant obtained to 
strengthen services to the blind in Mon- 
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roe County, New York, by providing 
mobility training through the employ- 
ment of a fully trained peripatologist, 
has recently been completed. The report 
of the Mobility and Orientation Instruc- 
tion of Blind Persons Project pointed 
out the need for generalized training 
rather than specialized training on the 
part of the mobility instructor. The 
appendix included children’s lesson plans, 
dealing with mobility instruction for 
protection and _ orientation, sensory 
training—cutaneous, and orientation to 
travel; mobility instruction—inside work, 
outside work, trips to local residential 
areas; lesson plans for partially sighted; 
and hearing training. Copies of the re- 
port may be obtained free of charge by 
writing: Mr. James E: Ryder, Executive 
Director, Association for the Blind of 
Rochester and Monroe County Ince., 
White Memorial Building, 489 Monroe 
Avenue, Rochester, New York 14607. 


Mobility Instruction Report: A _ pro- 
gram of teaching the skills in mobility 
developed by the U.S. Army, the U.S. 
Veterans Administration, and certain 
private agencies to blind residents of the 
District of Columbia has been summa- 
rized in a final report, E'stablishment of 
a Systematic Program of Mobility In- 
struction for Blind Persons in_ the 
District of Columbia. A project sup- 
ported in part by a Demonstration 
Grant from the Vocational Rehabilita- 
tion Administration, this program ex- 
tended from February 1, 1964, to May 
31, 1967. The report describes the setting 
of the project, the major phases of the 
project program, methodology used, re- 
sults, and a discussion and implication of 
the results. Copies of the report can be 
obtained by writing: Mr. William W. 
Thompson, Project Supervisor, Depart- 
ment of Vocational Rehabilitation, 1331 
H Street, N.W., Washington, D.C. 20005. 


Music Instruction for Visually Handi- 
capped Children: The Governor More- 
head School has recently published Jn- 
struction In Music for Visually Handi- 
capped Children, a one volume course 
of study outlining instructional ap- 
proaches in general music, piano and 
organ. The curriculum guide gives 
specific objectives, procedures and ex- 
periences, and materials needed for 
musical instruction in these areas as is 
appropriate for beginners through grade 
two, grades three and four, grades five 
and six, junior and senior high school. 

It is anticipated that Volume II cover- 
ing instruction in orchestral and band 
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instruments will be completed during the 
academic year 1967-68. Copies of Volume 
I of the completed curriculum have been 
sent to residential schools and to a few 
other individuals. A very limited number 
of copies are still available on request. 
Write: Mr. Egbert N. Peeler, Superin- 
tendent, The Governor Morehead School, 
301 Ashe Avenue, Raleigh, North Caro- 
lina 27606. 


NSPB Catalogue: The National Soci- 
ety for the Prevention of Blindness has 
recently published its 1967-68 Catalogue. 
The new calalogue includes publications 
for general distribution, publications for 
professional distribution, visual aids, 
Wise Owl Club materials and films. For 
a free copy of the catalogue write: Na- 
tional Society for the Prevention of 
Blindness, Inc., 79 Madison Avenue, New 
York, N. Y. 10016. 


Physical Education Article: Dr. Charles 
Buell is the author of, ““Physical Educa- 
tion for Blind Children in Public 
Schools,” appearing in the October 1967 
of The New Outlook for the Blind. Dr. 
Buell cites examples of the change in 
attitude in many public school systems 
from offering no physical education in- 
struction to legally blind students, to 
presently expanded opportunities for 
these persons to participate in a great 
variety of sports and activities. He cites 
a number of outstanding achievements 
by visually handicapped individuals. 


Physically Handicapped Feature: The 
November 1967 issue of NEA Journal 
contains a 16-page special feature on the 
physically handicapped. Articles include: 
“The Handicapped in the Regular Class- 
room,” Samuel C. Ashcroft; “The Child 
with Speech Defects,” Evelyn Young 
Allen; “Crippled and Health-Impaired 
Children,’ Frances P. Connor; “The 
Asthmatic Child,” Gilbert D. Barkin, 
M.D., and John P. McGovern, M.D.; 
“The Child with Impaired Vision,” Lou 
Alonso; ‘The Child with Impaired Hear- 
ing,” Hazel Bothwell; and “The Surge 
in Special Education,’ Maynard C. 
Reynolds. 


Publications by U.S. Government: The 
following publications are available by 
writing: Superintendent of Documents, 
Government Printing Office, Washington, 
D.C. 20402: 

“Neurological and Sensory Impair- 
ments, Estimated Range and Cost of Dis- 
ability.” Gives information relating to 
neurological and sensory disorders— 
number of cases for each disease cate- 
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gory, cost of care, mortality, research 
expenditures, and other data. 1967. FS 
2.22:N39 (25¢) 

Binocular Visual Acuity of Adults by 
Region and Selected Demographic Char- 
acteristics, United States, 1960-1962, 
Series 11, Number 25. 1967. 39 pages 
illustrated. FS 2.85/2:11/no.25. (30¢) 

Education ’67, Its Programs and Serv- 
ices. Addressed to America’s educators, 
this book catalogues Federal programs 
designed to help them carry on the work 
of education. Containing descriptions of 
every major Office of Education fiscal 
program, this program is designed to 
give familiarity with the scope of the 
programs and to help in determining the 
ways in which Federal support can be 
best used. 1967 FS 5.211:11006—67. 
(35¢) 


Sensory Devices Conference: The Pro- 
ceedings of the International Conference 
on Sensory Devices for the Blind, held 
June, 1966 in London, is now available 
for purchase. The publication includes 
important papers presented by partici- 
pants of the conferences who represented 
all of the significant research available, 
and this brings up to date the progress 
achieved so far. In addition, the volume 
includes transcripts of the tape record- 
ings taken of spontaneous discussions 
which followed each formal presentation 
and two special informal workshop ses- 
sions. Order from: St. Dunstan’s (Re- 
search Dept.), P.O. Box 5A, 191 Maryle- 
bone Road, London, N.W. 1, England. 
(Price: 2/10/0) 


Strabismus in Negro Children: An 
article appearing in the February 1967 
issue of American Journal of Public 
Health, entitled, “Perinatal Factors As- 
sociated with Strabismus in Negro Chil- 
dren,” is a retrospective study of 
relationship of perinatal factors to 
strabismus with Negro children. The 
findings showed an association with pre- 
maturity and lower birth weight, as well 
as length of gestation. A significantly 
higher proportion of major abnormalities 
at birth was encountered. Drs. Hyman 
Goldstein, Maureen Henderson, Irving 
D. Goldberg, Eugene Benitez, and C. 
Morton Hawkins collaborated in writing 
the article. The American Journal of 
Public Health is published by the Amer- 
ican Public Health Association, Inc., 
1740 Broadway, New York, N.Y. 10017. 


Teaching Resources: A new bulletin re- 
cently issued by Teaching Resources, 








rR Times, is written for professional 
people and parents involved in the teach- 
ing of children who are slow learners or 
who have specific learning disabilities, 
and for teachers and school administra- 
tors concerned with pre-school and early 
elementary education. The bulletin in- 
vites suggestions for future articles and 
comments from readers. To be placed on 
the mailing list write: Teaching Re- 


sources, 5384 Boylston Street, Boston, 
Mass. 02116. 
Telegraphic Braille Materials: The 


final report of a special research project 
concerned with the feasibility of present- 
ing telegraphic materials to blind chil- 
dren, is now available. The study, Com- 
prehension of Traditional and Tele- 
graphic Braille Materials, prepared by 
Clessen J. Martin and Lou Alonso, 
Michigan State University, discusses 
how telegraphic materials have been pre- 
pared by eliminating low information 
value words, phrases and sentences from 
more traditional type materials. Through 
this means, it has been possible to 
achieve a three-fifths reduction of the 
traditional materials. The research was 
designed to compare the comprehension 
of traditional and telegraphic materials. 

A total of 210 6th, 7th, 8th, and 9th 
grade blind students were tested. The 
study indicated that comparable levels 
of comprehension can be achieved with 
telegraphic materials. Furthermore, sig- 
nificantly less time is required to read 
such materials. The report suggests that 
“It appears that information input can 
be increased with telegraphic materials 
in much the same way that information 
input has been increased by the time 
comprehension techniques.” 

Copies of the final report may be 
secured by writing: Bureau of Publica- 
tions, College of Education, 202 Erickson 
Hall, Michigan State University, East 
Lansing, Michigan. (Price: $3.25) 


Twin-Vision Subscribers Invited: Any 
blind parent, or sighted parent of a blind 
child can become a subscriber of the 
Twin-Vision Lending Library, sponsored 
by the American Brotherhood for the 
Blind, Inc. The Twin-Vision books fur- 
nished by this organization have pages 
of braille opposite printed pages enabling 
a sighted person to read along with a 
blind child. There is no charge for these 
books. They are mailed three at a time 
to the subscriber and may be kept for 
one month. When the books are re- 
turned, three more are sent out. A record 
is kept of the books so that the titles 
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will not be duplicated in later mailings. 
Information is kept on the child to assure 
that appropriate titles will be sent. 

To become a subscriber of the Twin- 
Vision Lending Library, write: Librarian, 
Twin Vision Lending Library, American 
Brotherhood for the Blind, Inc., 18440 
Topham St., Tarzana, California 91356. 
Please include name, age, and sex of 
child, whether it is the parent or child, 
or both who is blind, and any other in- 
formation that would be helpful to the 
librarian’s selection of appropriate books. 
Because new titles are constantly being 
added to the library, it is not possible to 
provide a catalog. 


Vocational Rehabilitation Brochure: 
Rehabilitation Services Administration 
has recently published a brochure, ““New 
Life for the Blind,’ which explains op- 
portunities for the blind and visually im- 
paired through vocational rehabilitation. 
Copies of the brochure can be obtained 
from State Agencies for Rehabilitation 
of Blind Persons or by writing: Rehabili- 
tation Services Administration U.S. De- 
partment of Health, Education and Wel- 
fare, Washington, D.C. 20201. 


RECORDINGS-RECORD SERVICE 


Audio Notebook: Electronic Futures, 
Inc., has announced the production of a 
new instrument for learning through 
programmed instruction. Their device, 
“Audio Notebook,” provides 5% hours of 
recording on 22 master tracks, each 
accessible by dial selection. The light- 
weight, AC-DC powered, Audio Note- 
book, may be used anytime, anywhere for 
individual or group instruction and for 
presentation of any subject. Sound con- 
centrating earphones eliminate external 
distractions; the erasable drill track adds 
new dimensions to audio self-testing 
and other oral exercises. 

For further information write: Elec- 
tronic Futures, Inc., 57 Didge Avenue, 
North Haven, Connecticut 06473. 


Audio-Tapes: Washington Tapes, Inc. 
have a number of tapes that may be 
particularly useful to the visually handi- 
capped children and youth. The tapes 
include: 

“Art Series I,” ten supplementary 
tapes for fields of history, social studies 
and art. Each unit includes a 15-minute 
autdiotape lecture and supplementary 
slides from the National Gallery of Art 
collection. Cost: $12.50 per unit; $110 
for the complete series. 























“Political Science,” is a group of 40 
15-minute tapes concerning American 
government and international relations. 
Discussants include distinguished per- 
sonalities in Congress. Cost of tapes: 
$10 each. 

“Elizabethan England,’ prepared by 
the Folger Shakespeare Library, Wash- 
ington, D. C., describes various facets of 
England’s Golden Age, including its lit- 
erature, music, dress and pastimes. Cost: 
$10 per unit; $75 for set of nine. For 
further information write: Washington 
Tapes, Inc., 5540 Connecticut Ave. N.W., 
Washington, D. C. 20015. 


Child Care Instruction: “A Step 
Toward Professionalism: A Dynamic 
Method for Training Child Care Work- 
ers,” is the title of a series of 12 pres- 
entations on 6 audio tapes, designed for 
training child care staff and other non- 
professional workers with delinquent 
youth. The prime purpose of the course, 
dramatizing conflicts and situations most 
commonly encountered by the child care 
worker, is to involve the participant 
directly in problem areas and seek means 
for their solution. 

The taped series may be obtained from 
the Center for Mass Communication of 
the Columbia University Press, 440 West 
110th Street, New York, N.Y. 10025. 
(Price: $75.00) A sample tape, indicat- 
ing the format and approach of the 
series is available for preview to pro- 
spective purchasers. 


Compressed Speech Report: A sum- 
mary of the final report Further Re- 
search On Speeded Speech As An Educa- 
tional Medium, by Dr. Herbert L. Freid- 
man, Dr. David B. Orr, and Mrs. Cyn- 
thia N. Graae is now available. The 
summary includes an overview of the 
compressed speech research conducted 
during the past four years at the Ameri- 
ean Institutes for Research. Write: 
American Institutes for Research, 8855 
16th Street, Silver Spring, Maryland 
20910. 


Compressed Speech Use Planned: Stu- 
dents attending the Centennial Schools 
of Warminster, Pennsylvania, will soon 
be exposed to time compressed speech in 
some of their classes. The school system 
recently acquired an Eltro Rate Changer 
to prepare the compressed material. Dr. 
Henry Ray, Teaching/Learning Re- 
sources, who heads the experimental pro- 
gram, reports that initial efforts will be 
concerned with the improvement of read- 
ing, listening skills and modern language 


instruction. Eventually the work will 
expand to include other uses of speech 
compression. 

—CRCR Newsletter 


Dise Player: Science for the Blind is 
now able to supply a Disc Player which 
operates on battery or A.C., and has been 
adapted to play at 16% and 33144 rpm. 
The machine plays Talking Books and 
Soundscriber Discs; it weighs 4 lbs. 2 oz. 
with batteries, has tone and volume con- 
trols and comes complete with an A.C. 
adapter, earphone and batteries. Print 
and braille instructions are provided with 
all Dise Players. Order: Singer HE 2205, 
from Science for the Blind, Haverford, 
Pennsylvania 19041 (Price: $35.00) 


Dramas on Tape: Tapes of dramas re- 
cently recorded for the magnetic tape 
collection of the Library of Congress by 
the Elbee Audio Players of New York, 
an independent group of amateur, blind 
reporatory players, are now available. 
The plays already on tape are “All About 
Eve,” by Joseph L. Mankiewicz; “A 
Majority of One,” by Leonard Spiegel- 
glass; “Come Blow Your Horn,” by Neil 
Simon; and “Dear Me, the Sky is Fall- 
ing,” by Leonard Spiegelglass. Thornton 
Wilder’s “Marty” will be recorded 
shortly. 

These drama tapes may be obtained 
from regional libraries or from the 
Library of Congress, Division for the 
Blind, 1291 Taylor Street, N.W., Wash- 
ineton.. DAC. 20542. 

—The New Outlook 


Education Via Recordings: The McLen- 
don Education Corporation, formerly 
Car-Teach, is developing courses of in- 
struction in tape cassettes. Courses now 
available come under the categories of 
communication, arts and sciences, busi- 
ness and finance, sports, humanities, and 
enrichment courses. Courses to be made 
available by December 1967 include the 
following: “Style in the Use of English,” 
“How to Write Fiction That Sells,” 
“Piano Playing Skills I,” “New Math 
for Parents,” “Conversational French,” 
“Vietnamese for Americans,” “Inter- 
pretation of Poetry,” “History of Ameri- 
can Literature,” and “Biology for Be- 
ginners.”’ 

The courses include a long-lasting 60 
minute tape cassette and printed word 
for word accompanying text book. 

For further information in courses 
available and play back equipment, write: 
McLenden Educational Corporation, 2112 
Commerce Street, Dallas, Texas 75201. 





Folk Music: The cultural heritage and 
traditions of America are being pre- 
served in music by the Archive of Folk 
Song at the Library of Congress. Moun- 
tain ballads, spirituals, fiddle tunes, In- 
dian dances, and a great variety of 
other folk music have been recorded as 
produced in their native environment, 
often by portable equipment in remote 
places. Records are now available for 
sale. For a catalog, ask for Folk Music 
(price 40¢). Order from: Government 
Printing Office, Washington, D. C., 
20402. 


Forum On Tape: The Hadley School 
for the Blind Junior Auxiliary plans to 
present on tape an exciting selection of 
nationally published articles on the 
issues, events, ideas and trends and per- 
sonalities that are being discussed cur- 
rently. Professional broadcasters will 
record these articles, selected from at 
least 100 publications, providing twelve 
listening hours on three tapes per edi- 
tion. The tapes will be available by mail 
through the School on a two-week free 
lending basis. Those desiring to obtain 
the tapes should write: The Hadley 
Forum, 700 Elm Street, Winnetka, Illinois 
60098. 


Mimicry Teacher: A Washington elec- 
tronics engineer was granted a patent 
recently on a recording apparatus for 
teaching by mimicry. Several thousand 
of the machines, called Meyer Responsers 
are already used in college language 
classes. The responser, manufactured by 
General Electronic Laboratories, Inc., 
Cambridge, Mass., is produced in two 
forms—an individual student recorder 
and apparatus for group instruction. In 
both versions, the student gets an almost 
immediate playback of his own voice, 
such as his pronunciation of a foreign 
word or phrase. In the completely auto- 
matic form, the equipment provides 
recorded instruction for as many as 30 
students. Each talks into his own micro- 
phone and hears his words repeated 
through earphones. 


Partially Seeing Children Disc: The 
National Aid to Visually Handicapped 
has announced the availability of a re- 
cording, ‘Days of Shadow—A Documen- 
tary Study of the Visually Handicapped 
Child.” The dise is designed for audi- 
ences of physicians, educators, parents 
and others who are concerned with the 
problems and needs of these children. 
For further information on this record- 
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ing or the other services which are 
available from NAVH, write: Mrs. Gene 
Marchi, Executive Director, NAVH, 3201 
Balboa Street, San Francisco, Calif. 
94121. 


Poetry Readings: The Recorded Sound 
Section, Music Division, Library of Con- 
gress has produced a number of poetry 
readings from tapes in the Library’s 
Archive of Recorded Poetry and Litera- 
ture. 

These recordings are listed in “Liter- 
ary Recordings: A Checklist of the 
Archive of Recorded Poetry and Litera- 
ture in the Library of Congress.” This 
list contains 853 entries but only a few 
of the entries are available on discs. A 
copy of the catalog may be purchased 
for 70 cents from the Superintendent of 
Documents, Government Printing Office, 
Washington, D. C. 20402. 

—Talking Book Topics 


Record about Visually Handicapped 
Child: National Aid to Visually Handi- 
capped has prepared a new documentary 
recording presenting the story of the 
visually handicapped child. This study is 
based upon interviews with visually 
handicapped children, their parents, 
physicians and educators. The recording 
was prepared to further understanding 
of particular needs of the visually handi- 
capped child so that he may receive the 
assistance he requires during the school 
years of preparation for a productive 
and participating adulthood. The LP 
recording, Days of Shadow, can be ob- 
tained by writing: National Aid to 
Visually Handicapped, 3201 Balboa 
Street, San Francisco, California 94121. 
(Donation: $10.00) 


Recordings Catalog: A 96-page cata- 
log of commercial L-P recordings has 
been prepared by Listening Library, Inc. 
The catalog lists both music and spoken 
recordings. Annotated titles are classified 
by subject fields for easy reference, with 
a special section added for tapes. Re- 
quest a copy of this free catalog from: 
Listening Library, Inc., 1 Park Avenue, 
Old Greenwich, Connecticut 06870. 


Small Disks to be Manufactured: The 
Philco-Ford Corporation has developed 
another version of recorded music for 
teen-agers. And also has devised a spe- 
cial, lightweight radio-phonograph to 
play them on. The records, to be called 
Hip Pocket records—or H.P. for short— 
measure 3% inches across and operate 
at 45 revolutions per minute. Each of 
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the new disks will carry one full-length 
tune on each side and will sell for 69 
cents a record. 

The tiny radio-phonograph weighs less 
than two pounds, operates on “penlite” 
batteries, or with an adapter can be 
played on standard house circuit. The 
phonograph unit will play standard L.P. 
records and standard 45’s as well as the 
new H.P. records. 

The new records are about the same 
size as the label on standard records. 
They will be sold separately or in a 
package introductory offer with the new 
radio-phonograph. Philco-Ford expects 24 
records (48 tunes) to be available for 
fall selling. 


Talking Book Editions of Newspapers: 
The American Printing House for the 
Blind has announced that Talking Book 
editions of both Junior and Senior 
Scholastic weekly newspapers will be 


~ made available for a 16-week trial pe- 


riod beginning January 11, 1968 through 
May 16, 1968. The cost of these publica- 
tions will be determined upon the total 
number of copies ordered from APH. 
A firm purchase order from all schools 
and agencies interested is requested to 
be sent to the Printing House by Janu- 


ary 5. Write: American Printing House 








| available from that organization. 
| books can be borrowed by “anyone in 
| the country who for any reason cannot 


for the Blind, P.O. Box 6085, Louisville, 
Kentucky 40206. 


Tape Catalog: The National Audio 
Tape Catalog lists nearly 5,000 educa- 
tional tapes in almost every subject 
available to schools at low cost for use 
at every age level. Published in 1967; 
120 pages. Order No. 071-02836, from: 
Department of Audiovisual Instruction, 
NEA, 1201 Sixteenth Street N.W., Wash- 
ington, D. C. 20036. (Price $3.00) 


Tape Recording for the Blind: Illinois 
Tape Recording for the Blind has pub- 
lished a catalog of recorded books, 
1966 with supplements indicating titles 
The 


do his own reading.” Subjects covered 


| by the titles include anthropology, astron- 


omy, biography, business, botany, chem- 
istry, education, English, health, his- 


_ tory, language, mathematics, medicine, 
' novels, philosophy, plays, political sci- 


ence, psychology, public speaking, re- 


| ligion, short stories, social science and 
' music. This organization also publishes a 
_ newsletter, Talk of the Town. 


Tape Recording for the 
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For a copy of the recorded books 
catalogue or for further information 
about the organization, write: Illinois 
Blind, 9906 
South Campbell Avenue, Chicago, IIli- 
nois 60642. 


Tape Sale: Science for the Blind has 
announced a 1967 tape sale extending 
from November 15 through January 31, 
1968, of 5—7” reels of 1 mil mylar 1800’ 
boxed tape for $8.00. Include payment 
with order and address to: Science for 
the Blind, 221 Rock Hill Road, Bala 
Cynwyd, Pennsylvania 19004. 


Washington Tapes: Quality audio- 
tapes which may be particularly used 
for children with reading problems of 
average or more intelligence are now 
available from Washington Tapes, Inc. 
The tapes include art series, political 
science, Elizabethan England. For further 
information write: Washington Tapes, 
Inc. 5540 Connecticut Ave., N.W., Wash- 
ington, D. C. 20015. 


RESEARCH 


Blind Teachers in California: Mr. Lyle 
Knowles, doctoral fellow in special edu- 
cation, in an article, “Employment of 
blind teachers in California Schools,” in 
the May 1967 issue of Special Education 
Newsletter (California State Department 
of Education) reports that during the 
1965-66 school year, there were approxi- 
mately 60 teachers in the State of Cali- 
fornia who were legally blind. Twenty- 
three teachers were employed in elemen- 
tary schools; 9 in intermediate; 16 in 
secondary program; 12 on the college 
level; and seven were on the staff of the 
residential school for the blind at Berke- 
ley. 

He summarized the evidence which he 
collected by stating that: (1) blind 
teachers in the California schools are 
doing an outstanding job; (2) adminis- 
trators who have blind teachers working 
for them are overwhelmingly pleased; 
(3) discrimination has been shown in 
the willingness to train and hire blind 
teachers; (4) blindness has little to do 
with success or lack of success in teach- 
ing.” 

Eclipse Blindness: An article by N. 
Penner and J. N. McNair, “Eclipse blind- 
ness,” appearing in the June 1966 issue 
of American Journal of Ophthalmology 
gives an analysis of ocular effects on 52 
eyes of military personnel and their 





dependents, as a result of a February 4, 
1962 partial eclipse of the sun visible 
from the Hawaiian Islands. Nearly half 
of the patients had used some form of 
eye protection—one or more pairs of 
sunglasses and/or photographic film of 
varied opaqueness. About 50 per cent of 
the 52 eyes regained visual acuity of 
20/20 after six months; the remaining 
ones had visual losses of 20/25 to 20/ 
200. 


Mobility Braille Maps: Maps in braille 
will be tested by blind students during 
a two-year research project recently 
awarded by the Vocational Rehabilita- 
tion Administration, U. S. Department of 
Health, Education, and Welfare, to the 
University of Maryland, College Park, 
Md. The award was $16,741 for the first 
year grant. 

Maps made from three different pro- 
duction processes will be tested for clar- 
ity and ease of reading. The maps to be 
tested were developed during a pilot 
project sponsored by VRA last year at 
the University of Maryland. 


Research Grant: The British Columbia- 
Yukon Division of the Canadian National 
Institute for the Blind has given a grant 
of $25,000 for the expansion of the 
Ophthalmology Research Unit of the 
University of British Columbia, Van- 
cover. The E. A. Baker Foundation for 
Prevention of Blindness is providing a 
similar amount to be paid over a five- 
year period. The grants will be used 
towards a two-stage development of the 
Research Unit, the first stage being a 
construction program to provide five 
basic research laboratories, one for the 
Kye Bank, three for Glaucoma, and one 
for an experimental Eye Pathology. 
There will also be a small departmental 
library and a surgical experimental room. 
The new Eye Pathology Laboratory will 
be the first one of its kind in Canada. The 
second stage of the expansion program 
will provide additional research labora- 
tories and other specialized ophthalmic 
facilities for patients . 


Research Grants by Seeing Eye: The 
Seeing Eye Board of Trustees recently 
approved five grants totaling $11,409. 
This brings the total in grants since 1958 
to $1,094,000. 

A grant of $25,000 was approved for 
general building purposes to the Insti- 
tute of Ophthalmology of the Columbia 
Presbyterian Medical Center, New York 
City. Also approved was a grant of $33,- 


18 


334 toward support of the Ophthalmic 
Physics and Neurophysiology Labora- 
tories at the Retina Foundation in Bos- 
ton. 

In the field of veterinary medicine, a 
grant of $7,575 was approved for Dr. 
Joan O’Brien, a former Eustis Fellow, 
to equip a pulmonary function diagnostic 
laboratory at the University of Pennsyl- 
vania School of Veterinary Medicine. The 
equipment will be used to study respira- 
tory diseases in small animals. 

Science for the Blind, Haverford, Pa., 
was given a grant of $18,000 for general 
operating expenses for the development 
of instruments and devices to aid blind 
persons. A grant of $2,500 was approved 
to provide stipends for several college 
graduates and undergraduates who will 
work for ten weeks this summer in the 
field for eye research at the Retina Foun- 
dation. —The Seeing Eye Guide 


VISION-PROBLEMS, INFORMATION 


Kyeglass Frames Recalled: Plastic eye- 
glass frames bearing the partial labels 
“Elfa” and “‘Rocco” “Rodenstrode, made 
in W. Germany” have been recalled from 
distribution because they are highly 
flammable, the Food and Drug Adminis- 
tration said recently. Tests had shown 
that the frames, which were imported by 
Omega Instrument Company of New 
York and sold in the Virginia-North 
Carolina area by Hillbert Burdell Optical 
Company of Norfolk, would burn at the 
rate of % inch a second. 


Low Vision Aid Progress Report: Un- 
der Grant No. RD617 from the Depart- 
ment of Health, Education and Welfare, 
Vocational Rehabilitation Division, Na- 
tional Institutes of Health, a “‘Demon- 
stration of Extending Optical Aid Center 
Services Skilled Knowledge and Research 
Data to Local Communities,” was carried 
out by the Department of Ophthalmology, 
University of Miami School of Medicine. 
Rather than having an optical-aids center 
to which all patients had to be referred, 
this project intended to take the visual 
aids to the patients and instruct the 
ophthalmologists in their use on their 
own patients. The uniqueness of the proj- 
ect was in converting many local clinics 
over the State into “low-vision centers.” 
The program appeared to “open the door 
across the State to patients in need of 
help.” The printed report includes an 
informative list of equipment for sub- 
normal vision aids, indicating specific 
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items by number, price, and manufac- 
turer. 

A limited number of copies of this 
report are available by writing: Bascom 
Palmer Eye Institute, Department of 
Ophthalmology, University of Miami, 
School of Medicine, P.O. Box 875, Bis- 
cayne Annex, Miami, Florida 33152. 


Low Vision Clinic: A report of the Low 
Vision Clinic established at Sinai Hospi- 
tal of Detroit under an Office of Voca- 
tional Rehabilitation Project has been 
published. Dr. Morris J. Mintz was proj- 
ect director, with Dr. Ernest M. Gaynes 
as project co-director and Dr. Arnold H. 
Gordon as associate. This clinic differs 
from others established by the utilization 
of optometrists. Purposes for establish- 
ing the clinic were (1) to find if it is 
possible to improve vision in low vision 
patients who have corrected visual acuity 
of 20/70, or less; (2) to improve vision 
in these patients so that they can read, 
can be usefully employed, and if possible 
can continue with regular schooling; and 
(3) to establish such a service in the 
State of Michigan where no such services 
of any sort have previously been avail- 
able. Copies of the final report, Low 
Vision Clinic, Project No. 852-RD may 
be obtained free of charge by writing: 
Dr. Morris J. Mintz, Project Director, 
Low Vision Clinic, Sinai Hospital of 
Detroit, 6767 West Outer Drive, Detroit, 
Michigan 48235. 


Optical Aids Clinic: The final report of 
Low Vision Optical Aids Clinic, Project 
No. 498, University of Texas has been 
prepared. The project, dated April 1, 
1960 through October 31, 1964 was under 
the direction of Dr. Jerome L. Byers. 
Its stated purposes were (1) to rehabili- 
tate partially blind persons by means of 
modern optical aids; (2) to instruct resi- 
dent physicians and to acquaint attend- 
ing and visiting ophthalmologists with 
the types of equipment available and 
with the techniques of examination neces- 
sary to rehabilitate nearly blind patients; 
and (3) to bring into sharp focus the 
principles and values of optical aid 
therapy and the problems of sight de- 
stroying disease for both the residents 
and attending ophthalmologists. A lim- 
ited number of copies of the report are 
available; they may be obtained by 
writing Dr. Jerome L. Byers, Division of 
Ophthalmology, Southwestern Medical 
School, University of Texas, 5323 Harry 
Hines Blvd., Dallas, Texas. 


Spray Dangers to the Eye: “The Effect 
of Hair Sprays, Nasal Sprays and Deo- 
dorant Sprays on the Eyes,” by S. J. 
Taub, The Eye, Ear, Nose and Throat 
Monthly, discusses eye problems that may 
develop in the use of various sprays. 
Eye discomfort resulting from allergic 
reactions, irritations from chemical burns 
and the possibility of imbedding particles 
into the eye tissues are discussed. 


TEACHER PREPARATION 

Summer Scholarships—1968: The Delta 
Gamma Foundation is again offering 
scholarships for training of Orthoptists 
and Teachers and Consultants for Visu- 
ally Handicapped Children. The dead- 
line for application is April 1, 1968. For 
further information on these _ scholar- 
ships write: Mrs. Thomas D. Rush, 9 
Inwood Oaks, Houston, Texas 77024. 


MISCELLANEOUS 


Art by the Blind: Mr. George Wally 
of Puerto Rico has developed a method 
for teaching art work to blind students. 
His procedure includes the development 
of an understanding of perspective and 
color tones, according to a recent news 
release in Herald Traveler. 


Soil Types Classified by Smell and 
Touch: A recent article in The Baltimore 
Sun, indicated that in special courses on 
the use of soils as construction materials, 
field engineers and inspectors from con- 
struction jobs learn to classify soils by 
smell and feel at the Bureau of Reclama- 
tion’s Denver Engineering and Research 
Center. Simple tests can indicate the suit- 
ability of fifteen basic classes of soils 
for various types of construction. With 
this training, it is possible that visually 
handicapped persons may be able to 


qualify for a new type of employment. 
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Travel Concession for the Blind: The 
American Foundation for the Blind ad- 
ministers a program under the Inter- 
state Commerce Act to make it possible 
for railroads and bus lines to carry a 
blind person and a sighted companion for 
one fare. Necessary identification cards 
good for five years and coupon books 
valid for one year are issued to blind 
persons at a nominal cost of $1.00. Dur- 
ing 1966, more than 20,000 identification 
cards and coupon books were issued. 
Request application forms and a booklet 
explaining the travel concessions from: 
Sales Division, American Foundation for 
the Blind, 15 West 16th Street, New 
York, New York 10011. 
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AGENCY INFORMATION 


AAIB 1967 Membership Campaign: 
The 1968 AAIB Membership Campaign 
is progressing very favorably at this 
time. While significant campaigns for 
membership have been conducted in 
many areas, the following schools have 
achieved the special distinction of having 
100% of their faculty and houseparent 
staff join AAIB: Georgia Academy for 
the Blind, Maryland School for the Blind, 
Governor Morehead (3320 Garner Road, 
Raleigh, North Carolina), Western Penn- 
sylvania School for Blind Children, Ne- 
braska School for the Visually Handi- 
capped, and Perkins School for the 
Blind. The following schools have dis- 
tinguished themselves by obtaining 100% 
faculty enrolled in AAIB for 1968: South 
Carolina School for the Blind, Oklahoma 
School for the Blind, Virginia School for 
the Blind, (Staunton, Virginia), Diamond 
Head School (Hawaii), Arizona State 
School for the Blind, New Mexico School 
for the Visually Handicapped, and the 
North Dakota School for the Blind. 

Membership Chairman Dr. Robert 
Bruce, expects the 1968 AAIB member- 
ship campaign to equal 2,600. 


AAWB Regional Development: The 
American Association of Workers for 
the Blind has announced that under its 
present Regional Expansion Program, 
steps are being taken to organize state 
chapters in Texas, Ohio, Illinois, Georgia, 
New Jersey, Maryland, North Carolina, 
Massachusetts, New York, Missouri, 
Arkansas and California. 


Braille Authority Member Selected: 
Mr. Stewart E. Armstrong, president of 
AAIB and Mr. Arthur N. Magill, presi- 
dent of AAWB have jointly announced 
the appointment of Mr. Bernard Krebs 
to the AAIB-AAWB Braille Authority 
for an additional five year term. Mr. 
Krebs has served effectively on the 
Authority for a number of years, 
recently completing a one year term on 
the newly organized five-member Au- 
thority. 

The executive committee of the AAIB 
and AAWB after the 1966 conferences, 
deemed it timely to reassess the functions 
and membership of the Braille Authority 
as a representative and dynamic resource 
toward the analysis, development and 
expansion of Braille codes. As a result 
of this study, the membership of the 





Braille Authority was expanded from 
three to five members knowledgeable 
with Braille codes whose combined ex- 
periences covered the fields of Braille 
transcribing, publishing, education, re- 
search and library service. 


In addition to Mr. Krebs, the Authority 
consists of Miss Maxine Dorf, Miss 
Marjorie Hooper, Miss Freda Henderson 
and Mrs. Alice Mann. 


International Journal Editorship: The 
Publications Board of the American As- 
sociation of Instructors of the Blind, has 
announced the appointment of a new 
editor for the International Journal for 
the Education of the Blind. Dr. Natalie 
C. Barraga, coordinator, Program for 
the Visually Handicapped at the Univer- 
sity of Texas, has accepted this office. 


In announcing this appointment, 
Superintendent D. A. Hutchinson of the 
Indiana School for the Blind, and chair- 
man of the AAIB Publications Board 
states, ““‘We are honored and pleased with 
Dr. Barraga’s acceptance, knowing that 
the future of the Journal is in good 
hands and headed for continued growth. 
We deeply appreciate the excellent 
services and yeoman duty which Mr. 
William P. Heisler has given this publi- 
cation for the past several years.” 


Music Composition Contest: The AAIB 
is pleased to announce again that 
through the courtesy and financial back- 
ing of Mr. Hubert Smith, President, and 
his organization, Ways and Means for 
the Blind, Inc., of Augusta, Georgia, that 
a second Charles and Melva Owen Music 
Composition Contest will be conducted. 
Prizes of $100.00, first place; $50.00, 
second place; and $25.00, third place, 
will be presented at the 49th Biennial 
Conference of the AAIB to be held in 
Toronto, Canada, June, 1968. 


The competition is open to any ele- 
mentary or secondary student enrolled 
in a residential school, or a day school 
program for the visually handicapped, 
whose visual acuity is 20/200 or less in 
the better eye after correction. Each 
composer may submit only one number 
in the competition. Manuscripts must 
be legibly written in black ink, or clearly 
reproduced from legibly written master 
copies. A good quality tape recording of 
the composition, at 744 IPS must also be 
included. Entries must be postmarked 
not later than midnight, April 1, 1968 
to be eligible for the competition. They 
must be sent pre-paid to: Mr. James W. 
Hayes, Chairman, AAIB Music Work- 


shop, 120 Holcomb, Hartford, Connecti- 
emt OGL12: 


NEA Search: The computer-based job 
matching service for educators conducted 
by the National Education Association, 
begins its second year of operation this 
month. Forms for applying to NEA 
Search appear in the January 19 issue 
of NEA Reporter, or can be obtained by 
writing: National Education Association, 
1201 16th St., N.W., Washington, D.C. 
20086. 


NIB Report: The 1967 Annual Report 
of National Industries of the Blind indi- 
cates that some 4,600 blind persons were 
engaged in equal employment through 
the 78 workshops associated with NIB 
throughout the U. S. The total earned 
wages of these individuals for fiscal year 
1967 is recorded to be $8,776,000. Execu- 
tive Vice President, Robert C. Good- 
pasture, indicates that a significant por- 
tion of the increased earnings went. to 
over 200 multi-handicapped blind work- 
ers who were served in the fiscal year 
for the first time by the associated shops. 
He states that one major step forward 
in 1967 was the acquisition of the assets 
in Hazelehurst, Mississippi and Mil- 
waukee, Wisconsin of a leading house- 
wares manufacturer, Modglin Company. 
This new NIV affiliate will provide as- 
sociated shops with new product lines, 
modern production equipment, model 
training facilities for blind workers, and 
a more economical source of certain 
components. 


Oklahoma School Dormitory: A new 
dormitory building at the Oklahoma 
School for the Blind, Muskogee, Okla- 
homa, has now been completed. This new 
facility is designed to house 60 girls and 
60 boys in separate wings connected to 
the school building and present dining 
room by enclosed passageways, permit- 
ting students to go to school or to meals 
without having to go out-of-doors. The 
building, costing approximately $600,- 
000 and containing approximately 43,000 
square feet of floor space has been under 
construction since Jan. 1, 1967. The new 
facility includes three units for boys and 
three units for girls of different age 
levels, each unit having recreation and 
cooking space for parties and snacks, 
ample storage, bedrooms and_ study 
rooms with study carrells and separate 
television rooms. The new dormitory will 
be named “Carter Hall.” 


Ontario School Activity: The Merry 
Makers’ Club of the Junior School of the 
Ontario School for the Blind, held a 
centennial tea and bazaar on November 
15, 1967. Antiques that would be found 
in upper Canada nearly 100 years ago 
were featured. Girls in Grades 10 to 12 
searched their home communities for old 
recipes which they brailled, typed and 
compiled into book form. Suggestions 
for soap making and home remedies are 
included in the books. The girls, donned 
in old-fashioned costumes displayed wild 
fruit jams and pioneer rag dolls made 
from scraps of material and men’s socks. 
Their Sweete Shoppe °*67 offered home- 
made maple creams, chocolate fudge and 
peanut clusters. 

Not to be outdone by the girls, high 
school boys operated the Olde Curiosity 
Shoppe where attractive wicker trays 
and footstools were sold. 

Mrs. Edwin Chandler was general con- 
vener of the centennial observance. 


RFB Annual Report: The 1967 annual 
report of Recording for the Blind, Inc., 
reports an increase of 14% in the circu- 
lation of its recorded books, representing 
a total of 25,552 volumes on discs and 
tape that were circulated to over 4,000 
blind students during 1967. The report 
showed that 13,225 books were distributed 
to 1,341 college and university students; 
6,054 books to adults in business and the 
professions; and 6,273 books to ele- 
mentary and high school students. The 
report stated, “the large increase in the 
number of pre-college students who 
used our recorded books presages an 
important future area of expanded 
service among the estimated 19,000 
legally blind primary and high school 
students in the United States.” 

RFB’s production of recorded books is 
accomplished by volunteers in 17 record- 
ing units throughout the United States. 
During the year of the report, the num- 
ber of volunteers increased from 2,700 
to 3,900—men and women from all walks 
of life—including a large number capable 
of recording the many specialized and 
technical books requested by students in 
higher education. 


Seeing Eye Grants: The newly formed 
Grants Advisory Council of the Seeing 
Eye, at its first meeting held on October 
13, in New York City, approved nine new 
grants totaling $55,868. They included 
grants of $18,454 to Massachusetts Eye 
& Ear Infirmary and Howe Laboratory 
of Ophthalmology, Boston, for support 


of a training program for ophthalmolog- 
ical assistants; a total of $16,706, com- 
prising five grants to four mid-western 
universities, to continue research projects 
on various canine diseases; and $15,000 
to the National Research Council, Wash- 
ington, D.C., for support of a study of 
the scientific aspects of veterinary re- 
search. Travel grants of $2,208 and 
$3,500 were awarded to Florida State 
University and San Francisco State Col- 
lege, respectively, to enable mobility 
students to observe programs serving the 
visually handicapped. 

In addition the Board of Trustees made 
special grants of $10,000 to the Ameri- 
can Association of Workers for the Blind, 
for general operating expenses, and 
$2,500 to the National Braille Press, Inc., 
toward the costs of recording the Week 
in Review section of the New York 
Times.—The Seeing Eye Guide 


CONVENTIONS, INSTITUTES 
> MEETINGS 


AAITB Biennnal Conference: The AAIB 
will hold its 49th Biennial Conference 
at the Royal York Hotel, Toronto, On- 
tario, June 23-27, 1968. The theme of 
the Conference, “Beyond the Three Rs 
is to be treated in General Sessions, 
Concurrent Sessions and Workshop 
Meetings. Highlights of the Conference 
are as follows: 


Sunday, June 23, 1968 


7:30 p.m. General Session I 
“The Future and You” 
9:00 p.m. Conference Reception 


Monday, June 24, 1968 


9:00 a.m. Association Business Session I 
9:30 a.m. General Session II 
“The Rubella Child” 

11:00 a.m. Workshop Session I 

2:00 p.m. Concurrent Sessions I 

“The Low Vision Child and Visual] 
Perceptual Dysfunction,” “Programs 
of Instruction in Daily Living Skills,” 
and “Educational Agency Cooperation 
within State or Province.” 

:45 p.m. Workshop Session II 


Tuesday, June 25, 1968 


9:00 a.m. Concurrent Sessions II 
“The Role of the College and Univer- 
sity in Development of the Profession,” 
“Educational Information Services— 
Section I,” and “Stimulating Learning 
through Physical Activity.” 

10:45 a.m. Concurrent Sessions III 
“Counseling as a Team Process,” 


wy) 


“Auditory Media in Education,” and 
“Educational Information Services— 
Section II.” 

2:00 p.m. Workshop Session III 

3:45 p.m. Workshop Session IV 

7:00 p.m. Banquet 


Wednesday, June 26, 1968 


9:00 a.m. Association Business Session II 

9:30 a.m. General Session III 
“Cognitive Development under Condi- 
tions of Sensory Deprivation.” 

11:00 a.m. Workshop Session V 

12:30 p.m. Luncheon for Ladies (Wives 
of Members) 

2:00 p.m. Concurrent Sessions IV 
“Program Planning for the Multi- 
handicapped,” “The Teacher Use of 
Results of Psychological Tests,’ and 
“Recreation Activities.” 

4:00 p.m. Tour of Greater Toronto 


Thursday, June 27, 1968 
9:00 a.m. Workshop Session VI 
10:15 a.m. Concurrent Sessions V 
“Orientation and Mobility Skills,” 
“Touch and Learn,” and “Sex Educa- 
tion in Schools.” 
Registration fees for the Conference 
are as follows: 


Registration—4 days $8.00 
Registration—per day 3.00 
President’s Banquet 7.00 
Luncheon for Ladies (Wives 

of Members) ASTD 
Tour of Greater Toronto 2.50 


(Note: All fees—U.S.) 


A special registration fee of $1.00 is 
acceptable for a spouse and/or children 
of a member who registers and attends 
any meeting's of the Biennial Conference, 
provided that: (1) The member registers 
and pays the regular fee; (2) The spouse 
and/or children are not AAIB members; 
and (3) The spouse and/or children have 
not been employed in work for the 
visually handicapped within a two-year 
period preceding the Conference. Such 
registrants will be issued a special badge 
denoting them as guests of the Con- 
ference. 

For additional information § write: 
AAIB, 711 Fourteenth Street, N. W., 
Washington, D.C. 20005. 


AAIB-DVH Luncheon Scheduled: A 
joint AAIB-DVH Luncheon will be held 
in connection with the CEC International 
Convention, Wednesday, April 17, 1968. 
The Luncheon will be held in the 
Versailles Terrace, Hotel Americana, 
12:00 noon-1:30 p.m. Clara H. Robertson, 
president-elect of DVH will preside at 
the function, with Mr. William H. Eng- 


lish, AAIB first vice-president serving 
as Master of Ceremonies. The featured 
speaker of the event will be Miss Jose- 
phine Taylor, coordinator, Unit of the 
Visually Handicapped, Division of Train- 
ing Programs, Bureau of Education for 
the Handicapped, Department of Health, 
Education, and Welfare, Washington, 
D.C. 


Luncheon tickets can be purchased in 
advance by writing: AAIB, 711 Four- 
teenth Street, N.W., Washington, D.C. 
20005. (Price: $7.00). 


AAWB 1968 Convention: The 1968 
Convention of the American Association 
of Workers for the Blind will be held at 
the Royal York Hotel, Toronto, July 7-11, 
1968. The theme of the Convention will 
be: “Focus ’68—Reorganization, Region- 
alization, Revitalization.” In addition to 
the usual Interest Group Sessions and 
entertainment, three General Sessions 
will be held. These sessions will include: 
Reorganization—the Five Divisions: Re- 
habilitation Services Administration, 
Children’s Bureau, Administration on 
Aging, Assistance Payments Administra- 
tion, Medical Services Administration— 
to be chaired by Miss Mary E. Switzer. 
Another session will be devoted to Dia- 
betes and its Relationship to Low Vision 
Problems. The 3rd session will be de- 
voted to the Multi-Handicapped: Educa- 
tion, Rehabilitation and Recreation, 
chaired by Harold G. Roberts. 


AOA Conference Scheduled: The 
American Orthopsychiatric Association 
will hold its 45th Annual Meeting March 
20-23, 1968 at the Conrad Hilton Hotel, 
Chicago, Illinois. A major theme for the 
meeting is, “The Mental Health Field: 
a Critical Appraisal.’ General sessions, 
workshops and panels will treat various 
aspects of this theme. The deadline for 
advance general registration as well as 
for workshop and panel registrations, is 
March ist. For further information on 
the meetings, write: Marion F. Langer, 
Ph.D., executive secretary, American Or- 
thopsychiatric Association, 1790 Broad- 
way, New York, New York 10019. 


CEC International Convention: The 
Council for Exceptional Children will 
hold its annual International Convention, 
April 14-20, in New York City. Five 
General Sessions, 93 Section Meetings, 
and 6 Demonstration Workshops on Spe- 
cial Educational Instruction Materials 
Centers will provide information about 
the newest developments in special edu- 
cation. “¢ 


A film theater will be operated con- 
tinuously from 9:00 a.m. to 9:00 p.m. 
throughout the convention. Another spe- 
cial feature will be the largest educa- 
tional exhibit in CEC’s history—more 
than 100 firms and agencies will provide 
information about their products, mate- 
rials and services. 

For hotel reservations, requests must 
be sent to: CEC Housing Bureau, 
c/o New York Convention and Visitors 
Bureau, 90 East 42nd Street, New York, 
N.Y. 10017. An application for housing 
along with a pre-registration form ap- 
peared in the Exceptional Children, Jan- 
uary 1968. 


Conference on Psychological Tests and 
Measurements Planned: An invited group 
of experts currently active in the field of 
psychological tests and measurements 
will meet at an American Foundation for 
the Blind conference in New York in 
April. The conference will consider the 
suitability of tests designed for sighted 
people when used with visually impaired 
persons and the validity of tests devel- 
oped specifically for the visually im- 
paired. 

“The ultimate criterion of a test is the 
ability to predict performance from the 
results,” Dr. Milton D. Graham, director 
of the AFB Research Department, said. 
“We hope to discover if there are suit- 
able tests to measure the intelligence, 
mobility readiness, braille learning apti- 
tude, and vocational aptitude of the blind 
and visually impaired.” 

Dr. Herbert E. Rusalem, of the Indus- 
trial Home for the Blind, Brooklyn, N.Y., 
and Teachers College, will serve as chair- 
man of the conference, which is being 
coordinated by Miss Zofja S. Jastrzemb- 
ska, assistant director of the AFB Inter- 
national Research Information Service. 


—AFB Newsletter 


CSAAA Annual Conference: The Child 
Study Association of America will hold 
its 44th Annual Conference March 4, 
1968 at the Hilton Hotel in New York 
City. “The Function of Rebellion—Is 
Youth Creating New Family Values?” 
is the main conference theme which will 
examine the challenge to adults posed by 
youthful alienation, rejection and rebel- 
lion. Distinguished participants will in- 
clude Robert Coles, research psychiatrist 
at the Harvard University Health Serv- 
ices and author of Children of Crisis: 
A Study of Courage and Fear. For de- 
tailed information regarding the confer- 
ence write: Child Study Association of 


America, 9 East 89th St., New York, 
New York 10028. 


CTEVH Plans Ninth Conference: The 
California Transcribers and Educators 
of the Visually Handicapped will hold 
their Ninth Annual Conference March 
29-31, 1968, at Del Webb’s Towne House, 
San Francisco, California. The theme of 
the Conference, ‘Challenge of ’68” will 
feature general sessions, workshops, a 
luncheon, banquet, and a tour of the 
California School for the Blind. Living 
exhibits will be held Friday afternoon 
and on Saturday, intermittently. Various 
workshop sessions will treat Foreign 
Language, Math, Music, Growth and De- 
velopment of Volunteer Transcribing 
Groups, Transcription Needs of Visually 
Impaired Adults, Large Print, and Tape 
Recording. To register for the Confer- 
ence, or to obtain additional informa- 
tion, write: California Transcribers and 
Educators of the Visually Handicapped, 
c/o Mrs. John S. Carter, 2955 Neet Ave- 
nue, Apt. 24, San Jose, California 95128. 
Room reservations should be requested 
from Del Webb’s Towne House, Market 
and 8th, San Francisco, California 94103. 


NBA Winter Meeting Held: The Na- 
tional Braille Association conducted its 
Winter Membership Meeting on January 
15, 1968 in Bronx, New York. The din- 
ner meeting featured Mrs. Harold 
Jacobson, treating the topic, “Step II: 
Translating Braille Volumes into Posi- 
tive Learning and Living.” Assisting 
Mrs. Jacobson were Dr. Edgar Klugman, 
principal of the Harrison Avenue Ele- 
mentary School, Harrison, New York, 
and two visually limited students under 
the instruction of Mrs. Jacobson. The 
Westchester Braille group was host for 
the meeting. 


NFB Convention Planned: The Na- 
tional Federation of the Blind will hold 
its 1968 Annual Convention in Des 
Moines, Iowa, at the Fort Des Moines 
Hotel, during the week of July 1, 1968. 
The first business session will open at 
10 o’clock on the morning of Tuesday, 
July 2, and the final session will adjourn 
at 5 o’clock on Friday afternoon, July 5. 
In addition to general sessions, the Con- 
vention includes a day of tours and a 
Thursday evening banquet. For further 
information write: National Federation 
of the Blind, 2652 Shasta Road, Berkeley, 
California 94808, 





Teachers College Special Institute: On 
Monday, April 15, 1968, an all-day open 
conference on Education of Blind and 
Visually Impaired Children with Addi- 
tional Handicaps will be held at Teachers 
College, Columbia University, 525 West 
120 St., New York, New York. Emphasis 
will be placed on identification, medical 
diagnosis, educational programming, and 
specific techniques for working with 
young multiply handicapped children. 
All interested people are invited to at- 
tend. For further details, write: De- 
partment of Special Education, Teachers 
College, Columbia University, 525 W. 
120 St., New York, New York 10027. 


This conference has been arranged to 
coincide closely with the sessions of CEC 
Annual International Convention also 
scheduled for New York City. 


DVH NEWS 


CEC Sessions on Vision: The Council 
for Exceptional Children’s International 
Convention scheduled for April 16-20, 
1968 at the Americana Hotel, New York 
City, includes five special sessions con- 
cerning the education of the visually 
handicapped child. The Division for Vis- 
ually Handicapped-Partially Seeing and 
Blind, has been given the major respon- 
sibilities for planning the special ses- 
sions. This planning has been under the 
direction of Mrs. Clara H. Robertson, 
director, Programs for the Visually Im- 
paired and Physically Limited, Kansas 
Division of Special Education, and also 
president-elect of DVH. The following 
sessions are scheduled: 


Session I—Wednesday, April 17, 2:00- 
4:00 p.m. “Organizational Cooperation 
and Coordination,” Lee Iverson, chair- 
man (chief, Department of Children and 
Family Service, State of Illinois). 

Session IJ—Thursday, April 18, 10:30- 
12:00 noon. “Innovations in Teacher 
Education Programs for Visually Handi- 
capped through Cooperation and Co- 
ordination,” Miss Madge Leslie, chair- 
man (assistant professor of education, 
Department of Education, Portland State 
College). 


Session IJI—Thursday, April 18, 2:00- 
4:00 pm. “Treatment, Training, and 
Correction of Visually Handicapped Ad- 
vanced through Cooperation and Co- 
ordination,’ Dr. Robert Bowers, chair- 
man (coordinator of education for the 
visually handicapped, Department of 
Special Education, Teachers College, Co- 
lumbia University). 


Session I[V—Friday, April 19, 10:30- 
12:00 noon. “Research and Demonstra- 
tion in work for the Visually Handi- 
capped,” Mrs. Lou Alonso, chairman 
(coordinator, Program of the Visually 
Handicapped, Department of Special 
Education, Michigan State University). 

Session V—Friday, April 19, 2:00- 
4:00 p.m. “Direct Services to Children 
Made Effective through Cooperation and 
Coordination,” R. Paul Thompson, chair- 
man (executive secretary, American As- 
sociation of Instructors of the Blind). 


DVH Announces Student Membership: 
The Division for Visually Handicapped— 
Partially Seeing and Blind will accept 
student memberships at $1.00 for the 
calendar year. Regular memberships in 
DVH are $3.00 per calendar year. Per- 
sons desiring to join the Division, must 
hold membership in the Council for Ex- 
ceptional Children. Membership dues, 
together with name, address, zip code 
number and CEC chapter number should 
be forwarded to: CEC, 1201 Sixteenth 
Street, N.W., Washington, D.C. 20036. 


EQUIPMENT-MATERIALS 


Classroom Materials: A_ resources 
book, Selected Free Materials for Class- 
room Teachers, by Ruth H. Aubrey, can 
be obtained by writing: Fearon Pub- 
lishers, Palo Alto, California. (Price: 
$1.75) 


Educational Materials: Mary L. Allison 
has compiled a reference and selection 
guide, New Educational Materials. The 
book is a compilation of evaluations and 
reviews of classroom-tested instructional 
materials published weekly in the Scho- 
lastic Teacher during the 1966-67 school 
year. Listings include almost 300 in- 
structional aids—films, recordings, multi- 
media kits, filmstrips, transparencies, 
film loops, teaching-learning games, pro- 
fessional guides, resource and “how-to- 
do” articles—and 330 books for every 
major curriculum area and grade level, 
as well as professional books for edu- 
ecators and a comprehensive source-guide 
of manufacturers and publishers. Order 
from: Citation Press, 904 Sylvan Ave- 
nue, Englewood Cliffs, N. J. 07682. 
(Price: $2.75) 


Perceptual-Motor Development Equip- 
ment: A free “Catalog of Equipment for 
Use in Perceptual-Motor Development,” 
which includes among other items a Sus- 
pendable Ball, Washable Bean Bags, 


Visual Tracking light, Form Perception 
Box, and a Walking Beam, can be ob- 
tained by writing: Perception Develop- 
ment Research Associates, P.O. Box 936, 
La Porte, Texas 77571. 


Tests for Handicapped Students: Vis- 
ually handicapped students who plan to 
attend college may be asked to take one 
of the college entrance examinations. 
For information regarding such exami- 
nations and where they can be obtained, 
write: Tests for Handicapped Students, 
College Entrance Examination Board, 
Box 592, Princeton, New Jersey 08540. 


FILMS 


Educationally Handicapped Film: The 
California Association for Neurologically 
Handicapped Children is preparing a 
new film, 10 to 11 minutes in length, full 
color and sound, to treat the subject of 
a physical education program for edu- 
eationally handicapped classes. Filmed 
in the Orinda School District in Northern 
California, the film will present EH 
children performing on the Stegel, an 
interesting piece of equipment which 
was developed in Germany. Other aspects 
of the highly successful Orinda District’s 
Physical Education program are to be 
shown in addition. 

No rental prints of the new film are 
intended; however it may be purchased 
for $75.00 per print. For further in- 
formation or to place an advanced order, 
write: California Association for Neuro- 
logically Handicapped Children, P.O. Box 
604, Main Office, Los Angeles, California 
90053. 


Western Michigan University Film: 
The American Association of Workers 
for the Blind has received and will dis- 
tribute a film recently produced at West- 
ern Michigan University under the direc- 
tion of Donald Blasch, Director, Center 
for Orientation and Mobility. The film, 
“May I Help You?” is presently being 
duplicated and will be available to all 
agencies at $100.00 per print. It is in- 
tended to serve as a means of educating 
the general public on the abilities of the 
blind and the best ways to offer help to 
individuals who are blind. 

For further information or to order 
copies of the film, write: American Asso- 
ciation of Workers for the Blind, 1511 K 
Street, N.W., Washington, D.C. 20005. 


LEGISLATION 


Legislation in Pennsylvania: Recently 
enacted legislation in Pennsylvania will 


broaden sheltered workshop employment 
opportunities for physically and mentally 
handicapped persons in the State. It 
authorizes the state to purchase certain 
handicapped-made products and services 
from non-profit organizations employing 
blind, mentally retarded and physically 
handicapped persons. Under the new 
law, organizations supplying goods and 
services to the state must meet quality 
standards established and regulated by 
the Department of Property and Sup- 
plies. More than half the workshops for 
the blind in Pennsylvania furnish goods 
to the state government through the 
Pennsylvania Industries for the Blind. 
Plans are underway to reorganize the 
PIB in keeping with the standard pro- 
visions of the new act. 


OVERSEAS INFORMATION 


Asian Integrated Programs Increasing: 
Statistics were given at a South East 
Asian Workshop on Integrated Educa- 
tion for Blind Children, held in Kuala 
Lumpur, Malaysia, which indicated that 
integrated education in the four partici- 
pating countries was increasing con- 
siderably. The number of specialist 
teachers trained in Malaysia now are 
about 40; some 76 blind children have 
been integrated into regular schools. 
The Philippines have trained 50 teachers 
and have integrated 285 pupils. Thailand 
has 20 trained teachers and 50 integrated 
children; Taiwan has trained about 10 
teachers and integrated about 95 chil- 
dren. 


Chinese Translations Made: A Chinese 
translation of ten professional booklets 
for teachers and educators is now avail- 
able in Taiwan and Hong Kong, thanks 
to the work of AFOB Consultant Dr. 
Stanley E. Bourgeault. The booklets, 
which deal primarily with the education 
of blind children, were edited by Dr. 
Bourgeault, then translated into Man- 
darin and printed in Chinese characters. 
They have been widely distributed by 
the AFOB programme within Taiwan. 

AFOB recently made 100 copies of 
each booklet available to the Department 
of Education in Hong Kong. Although 
the most common language of instruction 
in Hong Kong is Cantonese, the written 
characters of Cantonese and Mandarin 
are identical.—FERO Newsletter 


Pakistan Receives Printing Equip- 
ment: Braille printing equipment has 
been given to Dacca’s Directorate of 
Social Welfare, Department of Health, 











Labour and Welfare, in preparation 
for the start of the integrated education 
project of visually handicapped children 
in East Pakistan early in 1968. The 
American Foundation for Overseas Blind 
donated the equipment including a press, 
stereotyper, stitching machine for bind- 
ing, tools, and a supply of paper and 
zinc. 

The project, which was planned and 
developed by the Director of Social Wel- 
fare with AFOB, is included in East 
Pakistan’s third Five Year Plan and 
funds have been budgeted for the imple- 
mentation of the plans. 


People-to-People Mission—British Hon- 
duras: Seven persons from Michigan, in- 
cluding four Michigan State University 
faculty members left December 31, 1967 
on a people-to-people mission of assist- 
ance to the British Honduras. While in 
the small Central American country, the 
group advised some 800 elementary 
school teachers atending a three-day edu- 
cational conference on methods of teach- 
ing blind, deaf, mentally retarded, 
emotionally disturbed and _ physically 
handicapped children. Dr. John E. Jor- 
dan, an associate professor in education 
at MSU, conducted the project held in 
Belize, capital city of British Honduras. 

Involvement of Michigan citizens, par- 
ticularly faculty from Michigan colleges 
and universities, is part of an ongoing 
program of technical assistance and ex- 
change provided by the Michigan Part- 
ners of the Alliance for Progress, a non- 
profit organization. The organization 
was established two years ago under the 
support of civic clubs and _ religious 
groups in Michigan. Other kinds of as- 
sistance now being provided to the Brit- 
ish Honduras include full-tuition scholar- 
ships for 10 students to attend Michigan 
colleges and universities including MSU, 
MSU-Oakland, Central Michigan Univer- 
sity, Ferris State and others. Band in- 
struments, uniforms and music have also 
been sent to schools in Belize City. 


PERSONNEL 


California Vacancies: The California 
School for the Blind has openings for the 
following qualified persons (current sal- 
ary range, $7,728-$12,576) : 

Teacher—Deaf-Blind 

Teacher—Multi-Handicapped 

Industrial Arts Instructor 

Coordinator of Audio-Tactual Media 

Social Worker (Home Visitor) 


Persons interested should contact: Dr. 


Everett E. Wilcox, superintendent, Cali- 
fornia School for the Blind, 3001 Derby 
Street, Berkeley, California 94705. 


Maryland Positions Open: The Mary- 
land School for the Blind will have an 
opening for a sewing teacher beginning 
September 3, 1968. Her students will 
range from grades 5 through 12, all of 
them are visually handicapped. The posi- 
tion however, does not require previous 
experience with visually handicapped 
children. The salary, based upon a ten- 
month schedule is $5900-$10,000, bache- 
lor’s degree; $6500-$11,250, master’s de- 
gree or equivalent. 


For additional information or applica- 
tion blank write: Mr. Herbert J. Wolfe, 
superintendent, Maryland School for the 
Blind, 38501 Taylor Ave., Baltimore, 
Maryland 21236. 


Personnel Recruitment Bulletin: The 
Council for Exceptional Children has 
published Personnel Recruitment Bul- 
letin, Volume 1, No. 2. The first Bulletin 
met with such enthusiastic reception that 
the CEC Board of Governors authorized 
the issuance of two Bulletins per year. 
Positions listed in the Bulletin include 
administrative, classroom teachers, col- 
lege and university personnel, therapists, 
psychologists, psychometrists, speech and 
hearing personnel, and a listing of sum- 
mer employment opportunities. The Bul- 
letin may be obtained by writing: Coun- 
cil for Exceptional Children, 1201 
Sixteenth Street, N.W., Washington, 
D.C. 20036. (Price: $1.50) 


Position Desired: Miss Del Sulsky 
(Williston, North Dakota 58801) is inter- 
ested in obtaining a teaching position 
with visually handicapped children in 
either a residential or day school pro- 
gram. Miss Sulsky has a master’s degree 
in elementary education and has taken 
numerous courses in special education 
for the visually handicapped. She holds 
an AAIB Class AA Teacher’s certificate. 


Position in Washington, D. C. Area: 
Prince Georges’ County Board of Educa- 
tion, through its Special Education De- 
partment, is expanding its program for 
visually handicapped children. The 
county, in a rapidly growing section of 
Metropolitan Washington, D.C., is inter- 
ested in locating creative teachers on 
both the elementary and secondary levels, 
preferably with training in the educa- 
tion of the blind and partially sighted 
children. The program and the services 


offered have been organized and adapted 
to fit the needs of the students and the 
talents of the teachers. 

For further information contact: Miss 
C. Elizabeth Rieg, Coordinating Super- 
visor of Special Education of Prince 
George’s County, Upper Marlboro, Mary- 
land. 


Summer 1968 Stipends for Teachers: 
A limited number of stipends of $200 
each will be made available by the Amer- 
ican Foundation for the Blind to quali- 
fied educators of blind and visually 
handicapped children who enroll in cer- 
tain summer courses and workshops dur- 
ing the summer of 1968. 

Applicants must be administrators, 
supervisors, or teachers who will be em- 
ployed full-time in educational programs 
for blind and visually handicapped stu- 
dents for the 1968-69 academic year. 


The deadline for receipt of completed 
applications is May 1, 1968. For further 
information and an application form, 
write to: Mr. Wiliam Feldman, Direc- 
tor Personnel and Training Service, 
American Foundation for the Blind, 15 
West 16th Street, New York, N.Y. 10011. 


PUBLICATIONS 


Ability Structure and Loss of Vision: 
A recent monograph in the AFB Re- 
search Series, Ability Structure and Loss 
of Vision, by Jyrki Juurmaa shows how 
such ability traits as reasoning, verbal 
comprehension, and dexterity are af- 
fected by loss of vision. Dr. Juurmaa is 
associated with the Institute of Occupa- 
tional Health, Helsinki, Finland. 


This publication can be ordered from: 
Publications Division, AFB, 15 West 
16th Street, New York, N.Y. .10011. 
(Price: $2.00) 


APH Publications Announced: The 
American Printing House for the Blind 
has recently issued the following supple- 
ments to their publications catalogues: 
1966 Catalog of Braille Publications— 
Supplement 9 and 10; 1966 Catalog of 
Talking Book Publications—Supplement 
6; 1965 Catalog of Large Type Text 
Books—Supplement 5; and 1963 Catalog 
of Music Publications—1967 Supplement 
No. 6. For copies of the supplement 
sheets, write: American Printing House 
for the Blind, P. O. Box 6085, Louisville, 
Kentucky 40206. 


and Diabetes: A 
Foundation for the 


recent 
Blind 


Blindness 
American 


publication, “Blindness and Diabetes: 
Helping the Blind Diabetic Gain Inde- 
pendence” contains information on the 
administering of insulin with the Tru-Set 
syringe, independent mobility, optical 
aids, sources of help, reading material 
and other available services. The book- 
let is printed in 20-point type. 

The publication can be obtained free 
in quantities up to 200. Prices for larger 
quantities are available upon request. 
Order from: Publications’ Division, 
American Foundation for the Blind, 15 
West 16th Street, New York, N.Y. 10011. 


Communication Journal: Dr. David B. 
Orr, guest editor of the compressed 
speech issue of Journal of Communica- 
tion, has indicated that there may be 
room for one or two more articles. This 
special issue is scheduled to be published 
in 1968. Anyone interested in contribut- 
ing an article should send a one page 
abstract immediately to: Dr. David B. 
Orr, Software Systems, Inc., 5810 Semi- 
nary Road, Falls Church, Va. 22041. The 
article may deal with either theory or 
research in compressed speech. 


Compressed Speech Dissertation: Mr. 
Robert Langford, executive director of 
the Rehabilitation Center of Worcester, 
is submitting his doctoral thesis to New 
York University this month. The title 
of his dissertation is, “The Effect of 
Time Compressed Speech on Listening 
Comprehension.” The Rehabilitation 
Center is located at 535 Lincoln Street, 
Worcester, Massachusetts. 

—CRCR Newsletter 


Conference Features Speech Compres- 
sion: An entire session of the 1967 Con- 
ference on Speech Communication and 
Processing was devoted to speech com- 
pression and evaluation. The conference 
was held on November 6-8, 1967, at the 
Massachusetts Institute of Technology. 
Among the topics discussed were vocoder 
techniques, flexible analog time-compres- 
sion, band-width compression, spectral 
compression by a stampling-synthesizing 
technique, and reliability, sensitivity and 
diagnostic value of tests of speech intel- 
ligibility. 

The 17 papers given in the speech com- 
pression session are all published in the 
conference preprints which were made 
available to conference attendees. Fur- 
ther information can be obtained from 
Caldwell P. Smith, (CRBS), Air Force 
Cambridge Research Laboratories, Laur- 
ence G. Hanscom Field, Bedford, Mas- 
sachusetts 01730. 





Counselor’s Handbick: A recently pub- 
lished counseling tool, Counselor’s Hand- 
book, is designed for the use of the 
skilled counselor who is qualified by 
training and practice to deal with the 
whole individual in relation to his em- 
ployment problems. It is intended to 
implement a current concept of counsel- 
ing as provided to State employment 
service agencies by the Bureau of Em- 
ployment Security. The importance of 
taking into account the _ individual’s 
traits, values, motivations, interest and 
aspirations is stressed. 


The interviewing guides provide re- 
source information designed to help the 
counselor sharpen his communication 
skills. Order from: Superintendent of 
Documents, Government Printing Office, 
Washington, D.C. 20402. Publication #L 
te2Ogo ee Oo. Price: $3.00 ) 


Disturbed Blind Children Article: Dr. 
John R. Ross, Jr., Bernard B. Braen, and 
Ruth Chaput, are authors of the article, 
“Patterns of Change in Disturbed Blind 
Children in Residential Treatment,” ap- 
pearing in Children, November——Decem- 
ber, 1967. The article outlines the pro- 
cedures followed in developing a program 
of an institutionalized group of 20 se- 
verely disturbed blind children, ranging 
in age from 6 to 12 years. When ad- 
mitted to the program, most of the chil- 
dren appeared to be functioning at a 
severely retarded level, however after 
the children had been under the special- 
ized treatment developed, manifestations 
of intellectual capacity became evident 
to the point that some of the children 
evidenced at least average intelligence 
while many were very bright. Because 
of technical difficulties, previous testing 
of them had been misleading. 


The authors note that the most im- 
portant ingredient in bringing about 
favorable changes in behavior of these 
disturbed blind children, was the willing- 
ness of the staff members to work as a 
team, to see beyond their own specific 
professional identities and work toward 
building in each child a capacity to trust 
and to relate to other people. 


Educationally Handicapped Children 
Book: John I. Arena, is the editor of a 
recently published book, Teaching Edu- 
cationally Handicapped Children, which 
contains articles written by 21 educa- 
tional therapists and teachers. The col- 
lection of papers presents methods for 
helping children with substantially nor- 
mal intelligence who manifest learning, 
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perceptual, and/or behavioral disorders 
as a result of minimal neurological or 
brain dysfunction. Order from: CANHC 
Resource, 11291 McNab Street, Garden 
Grove, California 92641. (Price: $2.95; 
add 10% for postage and handling plus 
5% sales tax for California residents) 


Feeding the Handicapped Child: ‘Feed- 
ing the Child with a Handicap,” recently 
published by the Children’s Bureau, 
makes suggestions on how to meet the 
feeding needs of certain handicapped 
children. It describes techniques of feed- 
ing that are especially adapted to these 
children and discusses some principles 
of child growth and development that 
apply to all children as well as to the 
handicapped. 


While the publication is addressed to 
parents, much of the information will 


be helpful to professional workers in 
the field. 


Order from: Superintendent of Docu- 
ments, U.S. Government Printing Office, 
Washington, D.C. 20402. (Price 20 cents 
each; discount of 25 percent on lots of 
100 or more copies). 


Food Service and Lodging Industry 
Employment: A new publication by the 
American Foundation for the Blind, 
“Visually Handicapped Workers in Serv- 
ice Occupations in the Food Service and 
Lodging Industry,” gives guidelines for 
the hiring and training of visually handi- 
capped workers in these fields, based on 
the national institute held in June by 
the AFB under a contract with the U.S. 
Vocational Administration (now known 
as the Rehabilitation Services Admin- 
istration) and with the cooperation of 
the American Hotel and Motel Associa- 
tion and the Hilton Hotels Corporation. 
The publication is designed for the re- 
habilitation counselor and for the hotel 
or restaurant employer. It is available 
free of charge in quantities up to 200. 
Prices for larger quantities are available 
upon request. Order from: Publications 
Division, American Foundation for the 
Blind, 15 West 16th Street, New York, 
NiY? LOOLL; 


Large Print Textbooks: Sightext Pub- 
lications, a division of Microfilm Busi- 
ness Systems Corporation of America, is 
now offering large print textbooks and 
other materials on a nation wide basis. 
While the firm specializes in producing 
material on an individual basis, it also 
has the capacity of producing orders for 
multiple copies. Sightext, in processing 


orders, secures copyright clearances from 
original publishers to reproduce the ma- 
terial. Publications are bound in a hard 
cover binder, and where necessary, split 
into multiple volumes, with each volume 
being identified on the spine as well as 
the cover. 


For additional information on ordering 
material contact: Mr. Marc _ Leon, 
Sightext Publications, P.O. Box 1824, 
7015 Almeda, Houston, Texas 77001. 


Large Type Classics Published: Charles 
Scribner’s Sons is inaugurating a new 
series of clothbound volumes known as 
Scribner Large Type Editions, designed 
especially for visually limited and slow 
or difficult readers. The additions will be 
complete and will measure 81%” by 11” 
printed on no-glare, high opacity paper 
in large type. The first titles in the new 
series to be available in April 1968 are: 
Babylon Revisited and Other Stories, by 
F. Scott Fitzgerald; The Great Gatsby, 
by F. Scott Fitzgerald; The Apple Tree 
and Other Tales, by John Galsworthy; 
The Wind in the Willows, by Kenneth 
Grahame; A Farewell to Arms, by 
Ernest Hemingway; The Snows of Kili- 
manjaro and Other Stories, Ernest Hem- 
ingway; Haircut and Other Stories, Ring 
Lardner; and Look Homeward, Angel, 
by Thomas Wolfe. 


For further information of these addi- 
tions, write: Scribner’s Large Type 
Editions, Reference Department, 597 
5th Ave., New York, New York 10017. 


NAVH Catalog Supplement: National 
Aid to Visually Handicapped has pub- 
lished a 1967 Catalog Supplement of 
titles available in large type. The sup- 
plement lists titles by subject matter: 
Literature, Science, Reading and Social 
Studies. 


For a copy of the supplement, write: 
National Aid to Visually Handicapped, 
3201 Balboa Street, San Francisco, Cali- 
fornia 94121 


NCFR Periodical Announced: The Na- 
tional Council on Family Relations, hav- 
ing concluded an agreement with the 
E. C. Brown Trust Foundation of Port- 
land, Oregon, has acquired the Founda- 
tion’s 16-year-old journal, the Family 
Life Coordinator. Renamed, The Family 
Coordinator: A Journal of Education, 
Counseling, and Services, the publica- 
tion is designed for the professional-in- 
action. The editor is Dr. William M. 
Smith, Jr., Pennsylvania State Univer- 
sity, immediate past president of NCFR. 
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For information about subscriptions, 
write: Mrs. Vance Jewson, executive 
officer, NCFR, 1219 University Ave., 
S. E., Minneapolis, Minn. 55414. 


Perceptually Handicapped Child: A 
compilation of six articles, parent- 
oriented, concerning the perceptually 


handicapped child, has been edited by 
the Canadian Association for Children 
with Learning Disabilities. The book, 
The Perceptually Handicapped Child in 
the Home, can be obtained by writing: 
CANHC Resource, 11291 McNab Street, 
Garden Grove, California 92641. (Price: 
$1.25; add 10% for postage and handling 
with 5% sales tax for California resi- 
dents) 


Registers of Deaf-Blind Adults and 
Children: The American Foundation for 
the Blind has compiled the annual statis- 
tical reports of deaf-blind adults and 
deaf-blind children for 1966-1967. The 
register of adults contains a breakdown 
by state and age groups and a separa- 
tion of visually impaired persons who 
are deaf from those who are severely 
hard of hearing. 

The report on children contains the 
numbers, distribution by age and state, 
educational placement, and evaluations 
of children under 20 years of age with 
impaired vision and hearing. 

The report shows a 1966-1967 total 
of 4,228 adults with visual and hearing 
impairments and a total of 533 deaf- 
blind children. 

Copies of the reports are available 
free of charge from: Services for the 
Deaf-Blind, AFB, 15 West 16th Street, 
New York, N.Y. 10011. 


Workshops for the Handicapped Bib- 
liography: Joseph Subbins, Ph.D. and 
Robert G. Hadley, Ph.D., Rehabilitation 
Counseling Program, California State 
College at Los Angeles, are the compilers 
of a new publication: Workshops for the 
Handicapped—An Annotated Bibliogra- 
phy No. 4. The 387-page bibliography 
was made possible by a grant from the 
Vocational Rehabilitation Administra- 
tion (now, Rehabilitation Services Ad- 
ministration), Department of Health, 
Education, and Welfare. Copies of the 
publication are distributed by: National 
Association of Sheltered Workshops and 
Homebound Programs, Inc., 1522 K 
Street, N.W., Washington, D.C. 20005. 
(Price: $1.00) 


RECORDINGS-RECORD SERVICE 


Bible Instruction Record: The Ameri- 
can Foundation for the Blind has re- 
cently produced a 10-inch record entitled, 
“Bible Instructor, Part 3; Bible Instruc- 
tor, Part 4,” for Christadelphian Joy 
Fund. The record may be obtained free 
of charge by any interested blind person 
from: Christadelphian Joy Fund, Inc., 
233 Twenty-third Avenue, San Mateo, 
California 94403 (attention of Mr. Nor- 
man F. Kuhlmeyer). 


Compressed Speech Report: Dr. Emer- 
son Foulke has recently prepared a prog- 
ress report of current and completed 
compressed speech activities at the Uni- 
versity of Louisville for the Office of 
Education. Projects discussed include 
the following: A study of compressed 
speech as another language, through 
which a list of words, each of which 
has been compressed to 35% of its orig- 
inal duration, are presented to subjects; 
word intelligibility of a listing selection 
which has been varied systematically by 
increasing the distortion in vocal pitch, 
while holding word rate constant; a 
study of the way in which listening com- 
prehension varies as the function of 
word rate. An analysis of spectrographic 
records of compressed speech, prepared 
by Miss Jane Gaitenby at Haskins Lab- 
oratories, is now being interpreted with 
the assistance of Dr. Anthony Holbrook 
at Florida State University. Other proj- 
ects currently underway include: the 
separation of the effects of word rate 
and time compression; the experimental 
control of listening difficulty; the in- 
fluence of neural and anatomical damage 
on the comprehension of accelerated 
speech; the comparison of conventional 
speech and dichotic speech with respect 
to the intelligibility of single words; 


and the influence of initial word rate on 


the comprehension of time compressed 
speech. 


A copy of Dr. Foulke’s report can 
be obtained by writing: Dr. Emerson 
Foulke, director, Center for Rate Con- 
trolled Recordings, University of Louis- 
ville, Louisville, Kentucky 40208. 


Computer Converts Speech: Sylvania 
Electric Products, Inc., has announced 
that it has developed a computer that 
can convert speech into digital informa- 
tion as fast as the words are spoken. 
Dr. James E. Storer, laboratory director, 
said that the new computer performed 
an average computation in one three- 
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millionth of a second, about five times 
faster than digital equipment now used. 
—New York Times 


Listening Instruction: The Kansas Re- 
habilitation Center for the Adult Blind 
has recently conducted a 17-week course 
in efficient listening. The course oper- 
ated on the same principle as modern 
instruction in improved listening for 
students and office and industrial work- 
ers who get much of their information 
orally. Taped and recorded material on 
environmental sounds, verbal listening, 
and memory improvement were devel- 
oped. The classroom materials, if they 
prove as effective as anticipated, will 
be made available to other organizations 
serving blind people. 


Magazines at 8144 RPM: Newsweek, 
New Outlook for the Blind, and Reader’s 
Digest, beginning with the January 1968 
issues, will be recorded at 81% rpm for 
the Library of Congress distribution. 
Regular readers of these magazines who 
do not have a three-speed talking book 
machine should request a replacement 
from their machine-lending agency. 


Magazine Recorded: Beginning with 
the November 1967 issue, True Magazine 
is now being issued as a talking book 
magazine for distribution through the 
Regional Libraries. A man’s magazine, 
True contains articles on sports, fash- 
ions, motor cars, outdoor living, travel 
and adventure. 


Religious Books on Tape: A number 
of tape recordings of sermons, services 
and Bible instruction can be obtained 
from The Episcopal Guild for the Blind. 
For further information and a catalog 
listing the complete collection of tapes, 
write: Rev. Harry J. Sutcliffe, Director, 
The Episcopal Guild for the Blind, 157 
Montague Street, Brooklyn, New York 
11201. 

Religious books on tape are also avail- 
able on free loan from Our Lady of 
Sorrows Library, St. Gabriel’s Monas- 
tery, Brighton, Massachusetts 02135. 

The Braille Circulating Library, Inc., 
2823 West Grace Street, Richmond, Vir- 
ginia 23221, has a selection of religious 
talking books and tape recordings avail- 
able for free loan. For a listing of avail- 
able titles, write directly to the Braille 
Circulating Library, Inc. 


Religious Materials Recorded: The 
Dawn Bible Students Association is now 
recording the Association’s monthly 


magazine, The Dawn, and an exposition 
entitled God’s Plan for Man. For further 
information write: Mr. Felix S. Wass- 
man, Dawn Bible Students Association, 
Whisconier Hill, Brookfield Center, Con- 
necticut 06805. 


RFB Ruling: Recording for the Blind 
Inc., New York City, in order to provide 
faster recording service, requests that 
borrowers now send two ink-print copies 
of each book to be recorded. All record- 
ings are monitored to ensure high stand- 
ards of quality and accuracy, with the 
reader and the monitor each having a 
copy of the book. RFB will return one 
copy, and reimburse the borrower for 
the other, or, if it is preferred, will 
return both ink-print copies upon com- 
pletion of the recording. 


Rhythmic Structure Recording: ‘“Build- 
ing Blocks of Music,” a set of three 
records on rhythmic structure, is avail- 
able on loan from the Regional Library, 
Library of Congress (Washington, D.C. 
20542). Meter, time signatures and 
tempo are explained and demonstrated 
by examples from classical music. 


Talking Book Editions of Magazines 
Considered: At the meeting of the Amer- 
ican Printing House for the Blind Pub- 
lications Committee, October 21, 1967, it 
was directed that talking book editions 
for both Junior and Senior Scholastic 
weekly newspapers be undertaken for a 
trial period beginning with the first 
issue published after the first of the 
year through the rest of the current 
school year. Accordingly, the APH re- 
quested firm purchase orders to be sent 
by January 5. As of December 11, only 
38 copies of Junior Scholastic and 21 
copies of Senior Scholastic had been 
requested. Since it is necessary to have 
a minimum of 200 copies of either mag- 
azine to undertake publication in Talk- 
ing Book form, the APH is requesting 
that all those interested in ordering 
these magazines in this form do so im- 
mediately in order that publication can 
start as soon as possible. 


Tape Recording on Two Sides: Dr. 
Siegfried S. Meyers, a professor of phys- 
ics at Madison College, has developed a 
process that he says will make it pos- 
sible to record on both sides of sound 
and video tape. At present, recording 
signals can pass through a tape, elimi- 
nating the possibility of recording on 
the reverse side. The new process in- 
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volves placing a magnetic barrier mate- 
rial, an iron oxide material known as 
ferrite, between the two sides, thus insu- 
lating one side from the other. 

The new process will allow 100% more 
use of the same length of tape. This 
will mean more compact tape equipment 
in spacecraft, greater utilization of tape 
in computers and less required tape 
storage space. 

—New York Times 


RESEARCH 


Blinded Infants Operation: Dr. Myron 
Yanoff, University of Pennsylvania, has 
described a new “peep hole” operation 
for babies born blind as the result of 
rubella infection. Babies whose eyes 
have been affected before birth by ru- 
bella infection in their mothers, usually 
having cataracts, very frequently have 
normal retinas. Since lens removal is 
highly successful in infants with cata- 
racts from other causes, Dr. Yanoff and 
his associates began studying the reasons 
for poor results in rubella babies. Their 
research revealed that the lens of the 
eye of these infants is literally a sac 
of virus, making removal of it extremely 
hazardous to the safety of the eye. To 
give these babies vision temporarily 
until the rubella virus dies off and the 
cataract can be removed safely, the 
Philadelphia doctors cut a tiny peep hole 
through that part of the iris just above 
the pupil. The peep hole gives babies 
enough vision to learn something about 
the world, to learn to feed themselves 
and to walk, the doctor continued in 
advising that lens removal be delayed 
until at least 2 years of age and pos- 
sibly three. 

Cornea Chiseling: “Cornea Chiseling”’ 
has improved the visual acuity of 90 of 
100 patients treated by a Bogota, Colom- 
bia, ophthalmologist. The doctor quick- 
freezes and removes the cornea from the 
patient, grinds it at a precision lathe 
to correct the refractive error, lets the 
cornea thaw, and then sutures it back 
in place. 

—Rehabilitation Record 


Electroencephalogram Being Studied: 
An authoritative study made in Russia 
of electroencephalograms of the blind 
and visually impaired, including com- 
parisons with the effects of hearing loss 
and brain damage, has been received by 
the AFB Research Department. The 
Foundation is having the work, by Dr. 
L. A. Novikova of the Russian Soviet 
Federative Socialist Republic Academy 


of Science, translated for publication in 
the near future. 

Dr. Novikova’s study is the result of 
eight years of research and is based on 
a far greater number of cases than are 
usually available in this field. Dr. Milton 
D. Graham, director of the AFB Re- 
search Department, and Leslie L. Clark, 
director of the AFB International Re- 
search Information Service, discussed 
the research with Dr. Novikova during 
their visits to the Soviet Union in 1964 
and 1966. As a result of these confer- 
ences, Dr. Novikova sent her findings to 
the Foundation upon their publication 
in Russia. 

—AFB Newsletter 


English-to-Braille Embossing System: 
A grant of $268,000 has been awarded 
to the Massachusetts Institute of Tech- 
nology by the John A. Hartford Founda- 
tion, Inc., for a three-year program to 
continue development and _ evaluation, 
prepare manufacturer’s drawings and 
specifications, and build 20 production 
models of high-speed English-to-braille 
embossing system. This system has been 
under study at M.I.T. for the past six 
years. As models are developed and 
tested in the laboratory, developers plan 
to field test them in schools. 

The M.I.T. Brailler, paired with a con- 
ventional typewriter and linked by tele- 
phone line to a central time-shared com- 
puter—enables a typist with no knowl- 
edge of braille to produce immediate 
grade two braille because the computer 
translates English from the typewriter 
into braille signals to drive the Brailler, 
which produces braille at more than 190 
English words per minute. The system 
can also be used to emboss braille from 
the paper tapes used in priting estab- 
lishments to operate typecasting ma- 
chines for ordinary inkprint publication. 


Learning Device: Electronic circuits 
invented for the Conductron Corporation 
of Ann Arbor, Michigan, simulate human 
learning, forgetting and decision-making. 
According to the patent the device, like 
a. person, learns things more rapidly 
than it forgets them. It retains a di- 
minishing recollection of earlier infor- 
mation and combines that with newly 
acquired data in a_ decision-making 
process. The company has built a dem- 
onstrator hooked up with hydraulic equip- 
ment such as that used in chambers 
simulating space environment. The sys- 
tem is believed to be useful in monitor- 
ing not only conditions of air and space 
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travel but also production lines, power 
stations and other industrial operations. 
—New York Times 


Listening Comprehension: A _ recent 
study conducted by Robert W. Bischoff, 
Ed.D., indicates that a special series of 
listening lessons can significantly in- 
crease comprehension in students with 
visual handicaps. The research was 
completed for a doctoral dissertation 
at the University of Oregon, a summary 
of which appears in Stght-Saving 
Review, Fall, 1967. The students tested 
were in grades 4 through 9 from two 
sources: those served by the itinerate 
teachers of the Tacoma Public Schools 
and those enrolled in special classes for 
the partially sighted at the Oregon 
School for the Blind in Salem. Dr. Bis- 
choff, based on his study, recommends 
listening comprehension is a skill that 
can be taught effectively to partially 
sighted students. He further states that 
it appears that listening comprehension 
can be improved through a variety of 
approaches and that increased skill in 
listening comprehension would supple- 
ment large print and auditory media 
presently in use. 


LSD Study: A one-year study of the 
disruptive effects of LSD on vision is 
being sponsored by the Food and Drug 
Administration. AMA News reports that 
the Stanford Research Institute, Menlo 
Park, California, will carry out the study 
with monkeys under a $60,118 contract 
with the FDA.” —Sight-Saving Review 


Print—Sound Machine: A University 
of British Columbia professor is count- 
ing on the magic of micro-electronics 
to help him put a unique reading tool 
into the hands of the blind. Dr. Michael 
P. Beddoes, working on an improved ver- 
sion of a simpler sound code which he 
developed while studying at the Massa- 
chusetts Institute of Technology, hopes 
that by 1970 he will have produced 
portable reading machines to enable the 
blind to “read” printed material. The 
device, which he calls a lexiphone, uti- 
lizes a “Melodic Morse code.” In opera- 
tion, the book or printed page lies on a 
platform which moves past a scanner. 
As with Braille, the blind must study 
to learn to read by lexiphone. Dr. Bed- 
does said that after 300 hours, a blind 
person should reach a Grade 4 reading 
level. He guessed at a possible top speed 
of 80 words per minute, 


Research on Nerve-Muscle Relation- 
ship: A research project of nerve-muscle 
relationship, being conducted under a 
three-year grant from the Easter Seal 
Research Foundation, will possibly de- 
velop revolutionary new prosthetic de- 
vices for use by paraplegics and others. 
Headed by Dr. Lloyd D. Partridge, asso- 
ciate professor at the University of 
Tennessee Medical Units, Memphis, the 
$30,000 grant involves research employ- 
ing control engineering) and computer 
techniques. 


—Good Will Across the Board 


Research of the Visually Limited: A 
cooperative effort to develop a program 
of services for the visually limited with- 
in a comprehensive rehabilitation setting 
has been inaugurated at Johnstown, 
Pennsylvania. The project, involving the 
Pennsylvania Office for the Blind, the 
Pennsylvania Rehabilitation Center, and 
the Research and Training Center, is 
designed to provide comprehensive, co- 
ordinated and diagnostic evaluation; to 
demonstrate the feasibility of providing 
such services in an existing state re- 
habilitation center; to contribute to the 
development of a meaningful psycholo- 
gical instrumentation for the measure- 
ment of work performance; and to in- 
corporate a research or investigatory 
procedure to explore systematically new 
work-evaluation techniques for use with 
the visually limited. 


For further information write: Re- 
search and Training Center in Vocation- 
al Rehabilitation, University of Pitts- 
burgh, 727 Goucher Street, Johnstown, 
Pennsylvania 15905. 


Research Relating to Children: The 
Children’s Bureau has announced publi- 
cation of the latest issue of Research 
Relating to Children, Bulletin 21. This 
issue covers research reported to the 
Children’s Bureau Clearinghouse from 
June 1966 to April 1967. This publica- 
tion may be ordered by writing: Super- 
intendent of Documents, U.S. Govern- 
ment Printing Office, Washington, D.C. 
20402. (Price $1.25) 


Rubella Immunity Test: A rubella im- 
munity test, developed by Dr. Harry M. 
Meyer, Jr. and Dr. Paul D. Parkman of 
the Division of Biologics Standards of 
the National Institutes of Health, makes 
it possible for a physician to determine 
within a matter of hours whether an 
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expectant mother has antibody protec- 
tion against rubella. The test also prom- 
ises to speed the availability of rubella 
vaccines, since the effectiveness of ex- 
perimental attenuated virus prepara- 
tions used in clinical trials can be eval- 
uated more rapidly by this test. The 
experimental vaccine is now being used 
extensively in clinical trials in this coun- 
try and abroad. 


Sight Through Skin: Researchers at 
Presbyterian Medical Center in San 
Francisco have designed a system they 
call Tactile Image Conversion (TIC) to 
reproduce visual images as rough out- 
lines on a person’s back. Images from 
a vidicon camera are translated into a 
simplified dot-by-dot sketch on the human 
back. Each dot is formed by an elec- 
trically triggered reed-like tickler, about 
the size of a pencil point, that vibrates 
to help the person sense it. While a final 
working version is several years ahead, 
Carter C. Collins states that early ex- 
periments indicate that the principle 
shows promise as a sight aid. 

The institute is now building a 20 x 20 
point (400-line) array matrix. Even 
such an array, Collins notes, will have 
only one-tenth the: resolution of the 
human eye, which has 185 receptors 
across in its retina. 


VISION-PROBLEMS, INFORMATION 


Blindness Statistics: Dr. John W. 
Ferree, Executive Director, National So- 
ciety for the Prevention of Blindness, in 
a report at a meeting of the American 
Association of Workers for the Blind 
Miami Beach, Florida, July 12, 1967, 
gave projections of the blind population 
1967-1977. The report estimates 497,- 
900 total cases of blindness for 1977 as 
compared with 399,300 for 1962. An 
estimated 9.5 percent of the total cases 
of blindness in 1977 fall in the age 
bracket under 20 years, with a rate of 
52.2 per 100,000 population. “Blindness 
prevalence projections for 1977 indicate 
that the group of conditions due to pre- 
natal influence (congenital malforma- 
tions, retinal degeneration, retinitis pig- 
mentosa) are still responsible for the 
largest proportion of all cases (17.8 per 
cent as compared with 16.7 per cent in 
1962). 

Dr. Ferree reported that 24 states now 
have laws requiring the wearing of eye 
protection in school and college shops 
and laboratories. ‘These states have the 


largest populations and thus a large pro- 
portion of the students and teachers in 
the country should already have these 
safeguards.” —Sight-Saving Review 


Eye Health and Safety Information: 
A recent publication designed specifically 
for children, “Bobby Bettersight’s Eye 
Cues,” a 12-page, two-color pamphlet 
containing eye health and eye safety 
information, is available from: Pennsyl- 
vania Association for the Blind, 2843 
North Front Street, Harrisburg, Penn- 
sylvania 17110. (Price: 10¢) 


Eye-Irritation Test: A smog chamber, 
where atmospheric pollutants will be 
studied by an eye-irritation test, has 
been developed by Battelle Memorial In- 
stitute, Columbus, Ohio. Volunteers will 
sit at the side of the chmber with their 
eyes pressed to eye ports as pollutants 
enter the chamber. They will press but- 
tons when smog intensity first begins to 
bother their eyes. The study is being 
sponsored by the National Paint, Varnish 
and Lacquer Association. 

—The Sight-Saving Review 


Optical Aids Possibilities: In a paper 
presented at the 1967 AAWB Conven- 
tion, Dr. George O. Hellinger, Industrial 
Home for the Blind Staff Optometrist, 
stated that as many as 200,000 “legally 
blind” Americans might find optical aids 
valuable and that 20,000 of those who 
lose their sight each year might also 
benefit frm vision rehabilitation. He 
stated that the modern concept of re- 
habilitation is “to build on the ability, 
not the disability.” 


Ocular Degeneration Study: “Dr. Eph- 
raim Friedman, professor and chairman 
of the Department of Ophthalmology at 
the Boston University of Medicine and 
chief ophthalmologist at the Medical 
Center’s University Hospital, has re- 
ceived a research grant from the Massa- 
chusetts Society for the Prevention of 
Blindness to investigate degenerative 
conditions of the eye. 

His particular project will be to study 
the relative importance of obstruction of 
four large veins of the eye in the pro- 


duction of ocular diseases. It is hope 


that information from this study will 


help doctors to understand conditions 


such as near-sightedness and the eye 
problems of the aging. —Listen 


¥ 


17 


Sunglasses Danger: A warning has 
been issued by the Florida Optometric As- 
sociation to persons who might have pur- 
chased blue-lensed pairs of sunglasses. 
The particular blue lens spectacle in 
question completely filters out all red 
and presents a critical and immediate 
safety hazard to the wearer, particularly 
with regard to automobile and motor- 
cycle driving. Since this lens is a com- 
plete filter, the red tail, break lights and 
directional signals on the rear of auto- 
mobiles, as well as traffic lights and cer- 
tain highway signs cannot be seen. The 
glasses also have tendency to make 
amber lights appear as green. 

—AOA News 


Vision Care Publication: The Amer- 
ican Optometric Association has recent- 
ly published an informative booklet, 
Vision Care and the Nation’s Children, 
which represents an initial effort on the 
part of the AOA to delineate the various 
aspects of vision care currently avail- 
able to the children of the United States, 
and to suggest methods by which that 
care can be improved. The 45-page pub- 
lication treats vision defects of Ameri- 
can children—extent and types of de- 
fects; importance of vision care—pre- 
school, elementary, secondary schools and 
beyond; services for vision care today— 
manpower resources, extent of vision 
testing, special problem areas, govern- 
mental support; recommendations—vis- 
ion screening and examination, research 
and demonstration, training assistance, 
improved statistics on vision care, im- 
proved coordination among vision care 
personnel; and a bibliography. Order 
from: American Optometric Association, 
7000 Chippewa Street, St. Louis, Mis- 
souri 63119. (Price $.50) 


Vision Information Center: A special- 
ized center that will serve as a na- 
tional fecal point to which scientists and 
educators may turn for information on 
vision, blindness and diseases of the 
eye, has been established at Harvard 
University’s Francis A. Countway Li- 
brary of Medicine in Boston under a con- 
tract between the University and the Na- 
tional Institute of Neurological Diseases 
and Blindness of the U.S. Department of 
Health, Education and Welfare. 

The objectives of the Vision Informa- 
tion Center are: 1) To define, identify, 
store, retrieve and disseminate the lit- 
erature of vision so that the information 


may be communicated more quickly and 
more completely; 2) To review and criti- 
cally analyze the literature so as to in- 
crease current awareness of research 
among scientists, teachers and clinicians 
in ophthalmology and related fields 
throughout the country, and 3) To inte- 
grate the activities of a Vision Informa- 
tion Center within the national network 
of specialized information centers being 
developed with the support of the Na- 
tional Institute of Neurological Diseases 
and Blindness. 


MISCELLANEOUS 


Birth Weight and Blindness: Accord- 
ing to an article in June 1967 issue of 
Public Health Report, reporting on a 
study of 558 blind children in New York 
state, perinatal factors and low birth 
weight seem to be associated with blind- 
ness in the newborn infants. The study, 
“Association of Perinatal Factors with 
Blindness in Children,” by Irving D. 
Goldberg, Hyman Goldstein, Dana Quade 
and Eugene Rogot noted that of the 
children studied a greater proportion 
than in the general population weighed 
less than normal at birth and more of 
twin birth. They also found a greater 
proportion than usual of mothers who 
were at the extremes of the maternal 
age span (under 20 or over 35), had had 
complications of pregnancy or labor, 
were primiparas, or had had stillbirths. 
Congenital cataracts was reported as 
the most common type of blindness in 
the children. 


Hand Language: Dr. John R. Platt, a 
biophysicist from the University of 
Michigan, thinks it would be possible to 
develop a hand language as far advanced 
over speech as speech is over grunts. 

There are 19 bones in each hand. A 
skilled violinist can manipulate them all 
and, with practice, said Dr. Platt, other 
people could probably learn. That means 
19 simultaneous channels of communica- 
tion, once a vocabulary is established for 
the bone movements. The actual com- 
munication, however, would be electric. 

A rubber glove with several electric 
contacts would pick up pulses from mus- 
cles that control the bones and transmit 
via a citizen’s band radio to a second 
rubber gilove-radio apparatus. The lis- 
tener would receive the signals as 
prickles from 19 small electrodes on the 
back of the hand. 

—Science News 
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High-Speed Typesetting: The Govern- 
ment Printing Office began using on 
October 2, 1967, a high-speed typesetting 
machine that can compose 1,000 charac- 
ters a second. It is expected to save the 
Government $250,000 a year. 

The machine could set the Bible in 
type in 77 minutes, a job that took 
Johann Gutenberg nearly five years in 
the 15th century. 

The system is called Linotron. It is 
the result of more than four years joint 
development by the C.B.S. Laboratories 
Division of the Columbia Broadcasting 
System and the Mergenthaler Linotype 
Company, a division of the Eltra Cor- 
poration. The system uses a highly ad- 
vanced television technique in which 
the functions of 256 television cameras 
are applied to set pages from computer 
programmed tapes. The system can 
complete a book-size page every five 
seconds. 

—The New York Times 


Museum Guides: The Johanna Bureau 
for the Blind and Visually Handicapped, 
Chicago, has prepared a new Braille 
service to help the blind to “see” and 
understand the 14 acres of exhibits at 
Chicago’s Museum of Science and Indus- 
try. Information on practically all of 
the museum’s major collections will be 
provided in a series of volumes that can 
be studied in advance. Included in the 
collection are a visitor’s guide and a 
number of special booklets. Information 
books in large type also will be printed 
for the partially blind. 

The Johanna Bureau is affiliated with 
the Library of Congress and the Chicago 
Public Library. It supplies all of the 
hand-copied books in Braille circulated 
by the library and also produces work 
for the Chicago Board of Education and 
other groups. 


Nature Trail for the Sightless: A 
nature trail for visually handicapped per- 
sons has been developed in White River 
National Forest, about 13 miles from the 
center of Aspen, Colorado. The Roaring 
Fork Braille Trail, as it is called was 
planned by Robert B. Lewis and de- 
veloped with the assistance of volun- 
teers. It extends about 600 feet through 
an area containing a glacial moraine, a 
wet meadow, a rushing mountain stream 
and placid pools lined with fine and 
coarse sand, gravel and boulders, lodge- 
pole pine, fir and spruce trees and many 
other elements of interest. The 23 braille 





markers along the trail suggest that 
much can be learned by touching, smell- 
ing and listening. 

Nylon parachute cords on each side 
of the trail guide the blind from one 
podium-like marker to the next. 


Park for the Handicapped: The State 
of Georgia is building a park exclusively 
for handicapped persons in the present 
Fort Yargo State Park near Winder. 
The 1,680-acre facility will be con- 
structed with consideration for the blind, 
those confined to wheelchairs and per- 
sons with partial or no use of their arms 
and legs. There will be direction signs 
in Braille and pathways designed for 
wheelchair use. Fishing, boating and 
other outdoor activities will also be 
available. The new park is expected to 
cost $1.3 million. 


Performance Award Presented: At the 
annual Social and Rehabilitation Service 
Awards Ceremony held December 7, 1967, 
Dr. Douglas C. MacFarland was pre- 
sented a “Sustained Superior Work Per- 
formance Award,” in recognition and 
appreciation of leadership in the devel- 
opment of new and innovative programs 
and resources for the rehabilitation of 
blind persons. 

Dr. MacFarland, a recognized author- 
ity in the field of Rehabilitation Serv- 
ices, presently holds the position as 
chief, Division of Services to the Blind, 
Rehabilitation Services Administration, 
Washington, D.C. 


Preschooler Home Test: According to 
Public Health Reports for May, a modi- 
fied Sjogren hand-card has been de- 
veloped by the Illinois Chapter of the 
American Academy of Pediatrics, the II- 


linois Department of Public Health, and © 


the Chicago Medical Society for the use 
of parents in testing the vision of three- 
to-five-year-old children. 


The child is asked to point his hand 
in the same direction as the hand pic- 
tured on the card held at a distance of 
three feet, and again at 12 feet, using 
both eyes, the right eye only, and then 
the left eye only. If a child cannot identi- 
fy the correct direction in at least four 
of six positions, he may have an early 
case of amblyopia ex anopsia. An 
ophthalmological examination would then 
be recommended. 


—The Sight-Saving Review 
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Tests for Brain Injury: The Apgar 
Score immediately pinpoints newborn 
infants needing help to survive and 
escape brain injury. This test can be 
given by an Anaesthetist, Delivery Room 
Nurse, Obstetrician, and must be given 
within 60 seconds after birth and re- 
peated 4 minutes later. The test scores 
0 to 2 for each of five observations on 
respiration, solar stain, muscle tone, rate 
of heart beat, and reflex actions. Scores 
go on Baby’s Hospital Record. 


A low score calls for immediate at- 
tempts to save the baby, prevent brain- 
injury, or retarded mental and physical 
development. 

—Perception 


Touch and Learn Center Featured: 
The July 1967 issue of Bakelite Review, 
included an article with pictures de- 
scribing the Touch and Learn Center of 
The Overbrook School for the Blind. The 
article cited in particular the use of a 
folded strip of Ucar used in connection 
with dissectable relief maps for the 
purpose of holding sections of the map 
in place while other sections are re- 
moved for examination by the visually 
handicapped. 


Tour of Europe Offered: The Division 
of Educational Travel, NEA, in coopera- 
tion with the Council for Exceptional 
Children and the University of Mary- 
land, has arranged a special tour for 
members of CEC. This tour offers an 
opportunity to combine a vacation to 
Europe with special education study. 
Six academic credits through the Spe- 
cial Education Department, University 
of Maryland, will be offered. 


The following itinerary has been 
planned to include an appropriate bal- 
ance of (a) professional program-lec- 
tures, workshops, conferences, and site 
visits relating to all areas of exception- 
ality; and (b) social program-sightsee- 
ing tours, theater, dinner, and other 
social events. The pace is expected to 
be leisurely and opportunities for ex- 
ploring individual interest in each city 
will be presented. The cost of the tour 
is approximately $1,390. There is lim- 
ited enrollment. 

For further information and reserva- 
tion applications write to: Angeline 
Gialas, director of Conventions and 
Advertising, Council for Exceptional 
Children, 1201 Sixteenth Street, N.W., 
Washington, D.C. 20036. 
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AGENCY INFORMATION 


AAIB Chapter Activities: Northern 
Illinois University has achieved the dis- 
tinction of establishing the first local 
chapter of the AAIB in the country. 
Richard G. Umsted, as the first faculty 
adviser to the Alpha Chapter, directed 
the development of the chapter and of the 
Constitution and By-Laws. With a char- 
ter membership of 27, Nora Specht was 
elected the first president, Lynda Wil- 
liams the vice-president and Barbara 
Bellin the secretary-treasurer. Lee Iver- 
son, immediate past president of the 
AAIB, R. Paul Thompson, executive sec- 
retary of the AAIB and Bob Whitstock 
from The Seeing Eye have thus far ad- 
dressed the chapter this year. Mr. Ray- 
mond Kuhns is presently the faculty ad- 
viser. 

At their most recent chapter meeting, 
members of the Alpha Chapter elected 
Barbara Bellin as president, Nancy Way- 
land, as vice president, and Marti Ellul, 
as secretary-treasurer. Mr. Thomas V. 
Schmidt of NIU, is currently serving as 
the Chapter sponsor. 

The Utah Chapter, organized October 
6, 1967, elected Mrs. Marion Adamson as 


dent, and Miss Ardelle Carlson as secre- 
tary-treasurer. One of the main contri- 
president, Miss Jill Clark as vice-presi- 
butions of the Utah Chapter this year 
has been the work of several Chapter 
members on a committee of the Utah 
Society for the Prevention of Blindness. 
The committee is formulating a pam- 
phlet for parents of pre-school visually 
impaired children, and will present the 
problem of the need for consultation to 
parents of such children, to the Utah 
State Opthalmological Society at their 
October meeting. Chairman of the special 
committee is Miss Cornelia Benton, 
itinerant teacher, Salt Lake City, Utah. 

Preparations are underway for the 
spring meeting of the Utah Chapter. 
Participants include Mr. Donald Ed- 
wards, principal and Mrs. Ina Kurzhals, 
curriculum instructor of the Utah School 
for the Blind, and Mrs. Ruth Craig, 
clinical instructor, Brigham Young Uni- 
versity. A panel of itinerant teachers will 
discuss problems of the visually impaired 
child in public. schools and ways the 
residential school staff can prepare a 
child going into the public school pro- 
gram. 





AAIB Newsletter Published: Three 
AAIB Workshops have been active in 
the publication of newsletters this year. 
The Houseparents—Grade School and 
Houseparents—Junior and Senior High 
Workshops have continued their publica- 
tion, the Houseparents’ Newsletter for 
several years. It is directed to members 
of their workshops and to others in- 
terested in child care and dormitory 
supervision. The Newsletter, issued twice 
each year, is mailed to members of the 
two workshops and to Residential School 
Corporate Members of the AAIB. Mrs. 
Mollie A. Phillips, head housemother, 
Missouri School for the Blind, is the 
present editor. 

Dr. Charles Buell is the editor of the 
Bulletin for Physical Eductors of the 
Blind, a responsibility he has carried 
for a number of years. Dr. Buell has also 
maintained the mailing list and mailed 
the publication after duplication. The 
Spring 1968 issue of the Bulletin has 
been prepared at the AAIB Office and has 
recently been mailed to members of the 
Physical Workshop and to Residential 
and Day School Corporate Members. 

The Industrial Arts Workshop has 
been publishing a newsletter under the 
co-editorship of J. Kirk Walter, Oak Hill 
School for the Blind, and Charles R. 
Ruffino, New York State School for the 
Blind; it is mailed to members of the 
workshop. The editors take turns in the 
final preparations of the newsletter and 
in its duplication and mailing. 


ACLD Establishes National Office: The 
Association for Children with Learning 
Disabilities has established a national 
office at 2200 Brownsville Road, Pitts- 
burgh, Pennsylvania 15210. Mrs. Robert 
M. Tillotson, ACLD Secretary with the 
help of a working group of ACLD offi- 


cers and directors will handle corres- 


pondence. Work is now under way to 
improve communications with ACLD 
affiliates and to strengthen the associa- 
tion. 


Chess Players Desired: The United 
States Braille Chess Association is in- 
terested in enlisting members from all 
parts of the country to encourage and 
assist in the promotion of chess among 
the blind. The Association, which was 
started during the summer, 1967, invites 
anyone interested in joining with them 
to write: Grant Metcalff, USBCA Secre- 
tary, 213 California Avenue, South San 
Francisco, California 94080. 


Computerized Braille Printing Experi- 
ment: The American Printing House for 
the Blind, Louisville Kentucky, is ex- 
perimenting with a computerized tech- 
nique to speed up production of printed 
material for the blind. The APH will be 
able to service requests for material 
printed in braille, from the Perkins 
School for the Blind, Watertown, Massa- 
chusetts, on an overnight basis. Teachers 
at Perkins School will transmit by Tele- 
type, material that they want printed in 
braille. The Printing House will feed 
this material into a computer which will 
produce a braille book. This tape then 
will be relayed back to Perkins by wire. 
A newly developed braille writer at Per- 
kins will receive the tape from the wire 
and automatically print out a readable 
braille page for students. 

While this is a test program, it has 
potential practical use especially for 
teachers in public schools working’ with 
both sighted and blind students. The new 
process eliminates the key-punch step 
normally required in similar operations. 


Correspondence Courses for Students: 
Correspondence courses are available at 
the Hadley School for the Blind for 
blind or severely partially sighted per- 
sons which will enable them to complete 
elementary and secondary school require- 
ments and receive school certificates. At 
the college level, teaching agreements 
with several universities make almost 
any course taught by correspondence 
available to qualified blind students, with 
Hadley School for the Blind paying full 
college tuition for every student enrolled. 
For further information, write: Mrs. 
Helen D. Bushell, director, College De- 
partment of the Hadley School for the 
Blind, 990 Linden Avenue, Winnetka, 
Illinois 60098. 


Education Survey: The U.S. Office of 
Education will conduct its annual survey 
to determine the number of eligible 
children in average daily attendance 
(ADA) in State-operated and State- 
supported schools for the handicapped. 
The information gathered about the 
number of children, eligible schools and 
agencies, will provide the basis for cal- 
culating grants under the P.L. 89-313 
Amendment to Title I, of the Elementary 
and Secondary Education Act. In Fiscal 
Year 1968, States were allocated $24.7 
million for the education of 87,389 handi- 
capped children. 

For further information regarding 
eligibility and participation in this pro- 


on 


gram, contact the Title I, ESEA Coordi- 
nator in your State department of edu- 
cation; or write to Aid to States Branch, 
Division of Educational Services, Bureau 
of Education for the Handicapped, U.S. 
Office of Education, Washington, D.C. 
20202. 


Eye Bank President to Head New 
Group: Morris Kaplan, M.D., president of 
the Eye Bank Association of America 
was recently elected president of the 
National Society for Low Vision People. 
The new organization, headquartered in 
Denver, Colorado, is dedicated to helping 
low vision individuals through programs 
of education, training and research. For 
further information regarding this or- 
ganization write: Mr. Marvin F. Brot- 
man, executive director, National Society 
for Low Vision People, Inc., 2346 Cler- 
mont, Denver, Colorado 80207. 


NSPB Program for Partially Sighted: 
The National Society for the Prevention 
of Blindness has recently turned over 
its program for the education of the 
partially seeing to the American Foun- 
dation for the Blind. The anouncement 
was made jointly by John W. Ferree, 
M.D., executive director NSPB and Rob- 
ert Barnett, executive director of AFB. 


The National Society has, since 1917, 
conducted a program aimed at benefiting 
the nation’s partially seeing children 
through the expansion and improvement 
of special educational services. It has ad- 
vised parents, educators and other in- 
terested professional groups on_ the 
proper use of special classroom equip- 
ment, facilities and materials for teach- 
ing the partially seeing. In addition, the 
Society has granted scholarships for 
basic preparation of teachers and super- 
visors in educational programs for these 
children. The Society will continue its 
collection and interpretation of medical 
information needed by educators in plan- 
ning programs for the partially seeing. 
It also continues its low vision aid pro- 
gram which makes available to the vis- 
ually handicapped throughout the nation 
information and guidance about resources 
which are prepared to offer them direct 
services and consultation. 


Requests for educational materials and 
inquiries pertaining to the program of 
educating the partially seeing, should 
now be directed to: Harold G. Roberts, 
Associate Director for Service, American 
Foundation for the Blind, 15 West Six- 
teenth Street, New York, N.Y. 10011. 
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Physical Education Classes on TV: 
Physical education students at the Over- 
brook School for the Blind will be appear- 
ing on Educational TV later this school 
year. The students were selected by the 
State Department of Public Instruction 
to demonstrate what exceptional children 
can do in physical education. 


Rehabilitation for Visually and Ment- 
ally Handicapped: A program intended 
to rehabilitate people who are both 
visually and mentally handicapped has 
been started at Pennhurst State School 
and Hospital, Spring City, Pennsylvania. 
An innovation grant, being undertaken 
as a cooperative venture between the 
Office of the Blind and Pennhurst, will 
provide specialized services such as an 
evaluation unit, mobility training, and 
the use of an ophthalmologist. The pro- 
gram will be a prototype for the de- 
velopment of other rehabilitation pro- 
grams to serve people who have this 
double disability. 


Toronto Public School Program: The 
Metropolitan Toronto School Board, in 
cooperation with the Toronto Area 
Borough Boards, is planning to establish 
a program for blind children beginning 
September 1968. Most of the students 
who will be enrolled, are now or have 
recently been in attendance at the On- 
tario School for the Blind, where they 
have received specialized training to 
facilitate their adjustment to a new 
school program. 

Selected students will be integrated 
into a community school, and bussed 
from their residences in the Toronto 
area to the Borough of North York. 
Two teachers employed presently by the 
Ontario School for the Blind will direct 
the new program. 


CONVENTIONS, INSTITUTES 
' MEETINGS 


AAIB Biennnal Conference: The AAIB 
will hold its 49th Biennial Conference 
at the Royal York Hotel, Toronto, On- 
tario, June 23-27, 1968. The theme of 
the Conference, “Beyond the Three R’s,” 
is to be treated in General Sessions, 
Concurrent Sessions and Workshop 
Meetings. Highlights of the Conference 
are as follows: 


Sunday, June 23, 1968 


7:30 p.m. General Session I 
“The Future and You” 
9:00 p.m. Conference Reception 





Monday, June 24, 1968 


9:00 a.m. Association Business Session I 

9:30 a.m. General Session II 
“The Rubella Child” 

11:00 a.m. Workshop Session I 

2:00 p.m. Concurrent Sessions I 
“The Low Vision Child and Visual 
Perceptual Dysfunction,” “Programs 
of Instruction in Daily Living Skills,” 
and “Educational Agency Cooperation 
within State or Province.” 

3:45 p.m. Workshop Session II 


Tuesday, June 25, 1968 


9:00 a.m. Concurrent Sessions II 
“The Role of the College and Univer- 
sity in Development of the Profession,” 
“Educational Information Services— 
Section I,” and “Stimulating Learning 
through Physical Activity.” 

10:45 a.m. Concurrent Sessions III 
“Counseling as a Team _ Process,” 
“Auditory Media in Education,” and 
“Educational Information Services— 
Section II.” 

2:00 p.m. Workshop Session III 

3:45 p.m. Workshop Session IV 

7:00 p.m. Banquet 


Wednesday, June 26, 1968 


9:00 a.m. Association Business Session II 

9:30 a.m. General Session III 
“Cognitive Development under Condi- 
tions of Sensory Deprivation.” 

11:00 a.m. Workshop Session V 

12:30 p.m. Luncheon for Ladies (Wives 
of Members) 

2:00 p.m. Concurrent Sessions IV 
“Program Planning for the Multi- 
handicapped,” “The Teacher Use of 
Results of Psychological Tests,’ and 
“Recreation Activities.” 

4:00 p.m. Tour of Greater Toronto 


Thursday, June 27, 1968 


9:00 a.m. Workshop Session VI 

10:15 a.m. Concurrent Sessions V 
“Orientation and Mobility Skills,” 
“Touch and Learn,” and “Sex Educa- 
tion in Schools.” 
Registration fees for the Conference 

are as follows: 


Registration—4 days $8.00 
Registration—per day 3.00 
President’s Banquet 7.00 
Luncheon for Ladies (Wives 

of Members) 4.75 
Tour of Greater Toronto 2.50 


(Note: All fees—U.S.) 


A special registration fee of $1.00 is 
acceptable for a spouse and/or children 
of a member who registers and attends 
any meetings of the Biennial Conference, 


provided that: (1) The member registers 
and pays the regular fee; (2) The spouse 
and/or children are not AAIB members; 
and (3) The spouse and/or children have 
not been employed in work for the 
visually handicapped within a two-year 
period preceding the Conference. Such 
registrants will be issued a special badge 
denoting them as guests of the Con- 
ference. 

For additional information write: 
AAIB, 711 Fourteenth Street, N. W., 
Washington, D.C. 20005. 


AAWB 1968 Convention: The 1968 
Convention of the American Association 
of Workers for the Blind will be held at 
the Royal York Hotel, Toronto, July 7-11, 
1968. The theme of the Convention will 
be: “Focus ’68—Reorganization, Region- 
alization, Revitalization.” In addition to 
the usual Interest Group Sessions and 
entertainment, three General Sessions 
will be held. These sessions will include: 
Reorganization—the Five Divisions: Re- 
habilitation Services Administration, 
Children’s Bureau, Administration on 
Aging, Assistance Payments Administra- 
tion, Medical Services Administration— 
to be chaired by Miss Mary E. Switzer. 
Another session will be devoted to Dia- 
betes and its Relationship to Low Vision 
Problems. The 3rd session will be de- 
voted to the Multi-Handicapped: Educa- 
tion, Rehabilitation and Recreation, 
chaired by Harold G. Roberts. 


ABC Conference Planned: The Ameri- 
ean Council of the Blind will hold its 
Seventh Annual Convention July 17-20, 
1968. Hotel Bellevue in downtown San 
Francisco will be the convention head- 
quarters. General chairman for the 
convention is Mrs. Catherine Skivers, 
President of the Associated Blind of 
California, 836 Restota Street, Hayward, 
California 94545. 

For further information regarding the 
Convention, write to Mrs. Skivers. 


Blind Child Functioning at Retarded 
Level—Institute: A Regional Institute 
on “The Blind Child Functions at a Re- 
tarded Level,” will be held at the Villa 
Capri Motel, Austin, Texas, May 8-10. 
This conference is sponsored jointly by 
the American Foundation for the Blind, 
Texas State Commission for the Blind, 
Texas School for the Blind, Texas De- 
partment of Mental Health and Mental 
Retardation, and The University of Texas 
at Austin. 

The program will include speakers, 
panel discussants and small group dis- 


cussion on such topics as: Philosophical 
and Research Concerns, Theoretical Ap- 
proaches to Program Designs, Physical 
Facilities, Diagnosis and Placement, Be- 
havior Management and Learning Ex- 
periences, and Range and Variety of 
State and Community Services. For 
further information, contact: Mr. John 
Best, general chairman of the institute, 
Texas School for the Blind, Austin, 
Texas 78756 or Dr. Natalie Barraga, 
Sutton Hall 205, The University of Texas, 
Austin, Texas 78712. 


Computer Programming Course: In- 
ternational Academy of Brentwood, 
Maryland, will be starting another class 
to train blind computer programmers, 
April 22. A total of $2395 is the tuition 
cost for the 34-week, 1020-hour course 
for blind programmers. For further in- 
formation write: Mr. John DeRuyter, 
national director of education, or Mr. A. 
Weldon Walker, director, office of in- 
formation, International Academy, 4010 
Volta Avenue, Brentwood, Maryland 
20722. 


Curriculum-Making Organization: The 
Learning Center, an affiliate of Creative 
Playthings, Inc., of Princeton, New 
Jersey, is a curriculum-making organiza- 
tion dedicated to developing programmed 
manipulative materials. The Center ma- 
terials are designed to provide students 
with models to touch, feel and explore. 
A 16-week course, the first semester of 
the fourth grade course will be available 
in time for the September 1968 school 
term. After extensive testing and a 
period of evaluation and revision, a pub- 
lished edition will be made available for 
delivery to school systems in the summer 
of 1968. Second semester materials will 
be available for class use in the winter 
of 1969. 

For further information on the ma- 
terials available, write: The Learning 
Center, Social Studies Department, 
Princeton, New Jersey 08540. 


Librarianship Institute: A Special 
Study Institute on Librarianship for the 
Visually Handicapped: Partially Seeing 
and Blind, will be conducted June 10-14, 
1968, at the Wichita Regional Library 
and Curriculum Preparation Center for 
the Visually Handicapped, Special Edu- 
cation Diagnostic and Resource Center, 
4558 North Hydraulic, Wichita, Kansas 
67219. Mrs. Clara H. Robertson is the 
institute director with Marcene Camp- 
bell, librarian in charge. Traineeships 
are available at $15 per day. Participants 





will be chosen from the following cate- 
gories: Special teachers or prospective 
teachers of the visually handicapped, 
librarians, classroom teachers, or ad- 
ministrators in schools presently serving 
visually handicapped children. Approval 
for one hour of credit is being sought at 
this time for the Institute. For further 
information or to obtain an application 
blank, write: Mrs. Clara H. Robertson, 
director, Programs for Visually Impaired 
and Physically Limited, Kansas State 
Department of Public Instruction, Kan- 
sas State Education Building, 120 East 
10th Street, Topeka, Kansas 66612. 


Listening Training Course: The Kansas 
Department of Social Welfare has re- 
ceived a grant of $12,000 from the Re- 
habilitation Services Administration to 
develop effective listening in blind people. 
A 17-week course is planned which will 
have sessions on “verbal listening” to 
develop understanding and train in abili- 
ties to follow directions, comprehend oral 
instructions and identify voices. 


Mathematics Workshops: A Beginners 
Math Workshop will be sponsored by the 
National Braille Association in Wichita, 
Kansas, June 10-14, 1968. The course will 
cover as much material as possible to 
enable transcribers to produce mathema- 
tical braille for the elementary and 
secondary school level. The registration 
fee for the workshop is $3.00 per person. 
It will be open to all persons having a 
thorough knowledge of English braille. 

A parallel course will be conducted in 
the evenings of the same days as the 
above course, entitled “Reinforcement in 
Nemeth Code.” This course, to be taught 
by Dr. Abraham Nemeth, will be under 
the sponsorship of the Kansas State De- 
partment of Public Instruction, Division 
of Special Education. Experienced 
Nemeth Code braillists are invited to en- 
roll; there is no registration fee. 

For further information, or to submit 
applications for either workshop, write: 
Mrs. F. J. Mann, 1766 Blossom Court, 
Highland Park, Illinois 60035. 


Mobility Aids Conference: A_ special 
conference dealing with mobility aids 
and devices was held December 14 and 
15 at the Massachusetts Institute of 
Technology. The purpose of the con- 
ference was to bring together the scien- 
tists who have built various mobility 
devices, psychologists who are doing 
much of the research and testing, and 
the mobility instructors who will eventu- 
ally teach blind people to use them. 





Much discussion centered on the ad- 
vantages and disadvantages of the so- 
called long cane technique. Considerable 
attention was also directed to the dis- 
cussion of mobility aids and devices, par- 
ticularly the Laser Beam Cane, the 
Russell Taft Sounder and the Kay Ultra 
Sonic Device. 

The participants in the conference 
voted to establish a committee composed 
of representatives of the three groups 
attending-scientists, psychologists and 
orientation and mobility teachers. This 
committee will set up criteria procedures 
and standards for the analysis of mo- 
bility aids as well as training procedures, 
measurement of human performance in 
mobility situations and dissemination of 
test data. 


NBA Spring Meeting: The National 
Braille Association will hold its Spring 
Meeting at the Manhattan Hotel, 44th 
Street and 8th Avenue, New York, New 
York. Mr. William R. Gallagher, mana- 
ger, Rehabilitation and Vocational Serv- 
ices of the New York Association for the 
Blind, will address the group concerning, 
“Communication—a Talent in Total Re- 
habilitation.” The dinner meeting will 
be at 6:30 p.m., Monday, May 13, 1968. 
Reservations should be sent to Mrs. 
Gerald Zuckerman, 169 East 69th Street, 
New York, New York 10021. (Dinner 
price: $6.40.) 


NFB Convention Planned: The Na- 
tional Federation of the Blind will hold 
its 1968 Annual Convention in Des 
Moines, Iowa, at the Fort Des Moines 
Hotel, during the week of July 1, 1968. 
The first business session will open at 
10 o’clock on the morning of Tuesday, 
July 2, and the final session will adjourn 
at 5 o’clock on Friday afternoon, July 5. 
In addition to general sessions, the Con- 
vention includes a day of tours and a 
Thursday evening banquet. For further 
information write: National Federation 
of the Blind, 2652 Shasta Road, Berkeley, 
California 94808. 


Sheltered Workshop Administration 
Training: Rutgers University Extension 
Division, with the aid of a teaching 
grant from the Vocational Rehabilitation 
Administration of the U.S. Department 
of Health, Education and Welfare, has 
announced a program for the training of 
sheltered workshop administrators. The 
workshop uses a combination of work, 
training, business management tech- 
niques, and rehabilitation services to 


help a vocationally handicapped person 
progress toward normal living and a 
productive vocational status. The 12- 
month full-time program consists of nine 
months of classroom work and three 
months of field work in sheltered work- 
shops. For further information and ap- 
plication blanks write: Mr. Dean W. 
Garwood, program director, Sheltered 
Workshop Administration, Rutgers, The 
State University, 35 College Avenue, 
New Brunswick, N.J. 08903. 


Social Competency Conference: A Con- 
ference on Social Competency, designed 
to improve social skills of blind persons, 
was held February 5-6 in Philadelphia, 
under the supervision of the Overbrook 
School for the Blind. It marks the start 
of a two-year study to set up a scale for 
evaluating social competency of blind 
youth and adults, and to develop study 
courses for teaching social skills to the 
blind. The conference attempted to es- 
tablish a general philosophy for the 
study courses and to evaluate the re- 
search and development already started 
by Mrs. Mary K. Bauman, psychologist 
at the Overbrook School, and Dr. Mae 
Davidow, mathematics instructor at the 
school. Costs of the project are being 
financed by the Dolfinger-McMahon 
Foundation. 


EQUIPMENT, MATERIALS 


Aids and Appliances Offer: The Ameri- 
can Foundation for the Blind has insti- 
tuted a new discount plan on the sale 
of aids and appliances. The plan is de- 
signed to assist local agencies in making 
aids and appliances more readily avail- 
able to blind persons they serve. Dis- 
counts will be given on all of the 
approximately 300 items listed in the 
1967-68 edition of Catalog of Aids and 
Appliances. These include clocks and 
watches, household aids, tools and instru- 
ments, braille writing equipment, travel 
aids, games, and educational aids. For 
further information, local agencies or 
schools write: Sales Division, AFB, 15 
West 16th Street, New York, N.Y. 10011. 


Braille Typewriter: IBM has announced 
the availability of their Braille Electric 
Typewriter, which can be used by any- 
one who can type, blind or sighted. The 
typewriter is basically the Standard 
Model “D” Electric Typewriter modified 
for the specialized job of producing 
braille. It is a four-pitch machine (four 
braille cells per horizontal inch versus 
10 or 12 characters by ordinary type- 
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writers). Line spacing is 2.5 lines per 
vertical inch versus ordinary typewriter 
spacing of 6 or 5%. 

The Braille Typewriter was developed 
by Marsden Emig, who began working 
for IBM in 1934. His invention will make 
it possible for persons with no working 
knowledge of braille to transcribe liter- 
ary material directly into grade one 
braille. Since all possible braille com- 
binations are represented on the 
keyboard, transcribers with a braille 
background will be able to use the ma- 
chine for transcribing into any of the 
braille codes. 


Catalog of Toys for Infants: Creative 
Playthings Inc., has recently published 
a new 28-page catalog listing new toys 
designed according to the recommenda- 
tions of child psychologists and pedia- 
tricians. Included in the catalog are 
development charts and parent-education 
editorials. Limited quantities are avail- 
able free of charge to responsible agency 
and school officials. For a copy of the 
catalog write: Creative Playthings, Inc., 
Curriculum Services Department, Prince- 
ton, New Jersey 08540. 


Harmonic Compressor Planned: The 
American Foundation for the Blind plans 
to construct the first experimental “‘har- 
monic compressor.” The basic system de- 
sign is the result of combined efforts of 
Bell Telephone Laboratories and AFB 
staff members. The “harmonic compres- 
sor” will be used for recording for re- 
search and actual use. It will produce 
compressed speech at twice the original 
recording speed, and modifications of the 
(+or—15%) with a small pitch change. 

Electronic compression’s marked dif- 
ference from other methods is that it 
does not delete speech elements. Instead 
it halves the frequency components while 
preserving the original time duration; 
this results in normal-pitch speech when 
played at double speed. AFB estimates 
that the experimental prototype will be 
completed around mid-1968. It will prob- 
ably cost about $20,000 to $30,000, al- 
though later models may cost less. 

—CRCR Newsletter 


Meter Reader for the Blind: Science 
for the Blind has produced a meter 
reader to enable the visually handicapped 
person to read any visual meter move- 
ment by correlating an auditory signal 
with the braille scale. The sensitivity of 
the meter reader is approximately 150 
millivolts full scale which enables it to 





be used satisfactorily with almost any 
DC instrument. Order from: Science 
for the Blind, 221 Rock Hill Road, Bala- 
Cynwyd, Pennsylvania 19004. (Price: 
$40.00) 


Telescopic Unit Introduced: The New 
York Association for the Blind has in- 
troduced the LH Mini-Scope, an inex- 
pensive afocal 2.5X telescopic unit, to be 
used as an aid for distance and near 
vision by partially sighted persons. It 
will be available on prescription at a cost 
of approximately $25. The scope comes 
in two models for use with or without 
distance correction. One model is in- 
serted into a standard spectacle frame 
for use without distance correction. The 
other model is set in a clip-on holder 
with a flip-up feature for use over cor- 
rection. Special lens caps will be avail- 
able to convert the telescopic unit for 
use at working and reading distances. 


FILMS 


Abilities of the Blind Film: The film, 
“May I Help You?” which was produced 
at Western Michigan University under 
the direction of Donald Blasch, director, 
Institute of Blind Rehabilitation, is de- 
signed as a tool to educate the general 
public on the abilities of the blind and 
the best ways to offer help to blind per- 
sons. Running time of the film is 15 
minutes, making it particularly suitable 
for use at meetings of service clubs, 
board meetings, etc. Cost of the film is 
$100.00 a print; it can be ordered through: 
American Association of Workers for the 
Blind, 1511 K Street N.W., Washington, 
D.C. 20005. 


Film on Mentally Retarded: The U.S. 
Public Health Service has issued a 23- 
minute, black and white, sound and music 
film, “Teaching the Mentally Retarded— 
A Positive Approach.” The documentary 
traces the progress of four profoundly 
retarded children over a four-month 
period during which they were given in- 
tensive training by child care workers 
and attendants using the ‘behavior- 
shaping” approach. This approach cen- 
ters on the principle that people tend to 
repeat behavior which brings them 
pleasure or rewards. 

The film is available on free loan 
from: U.S. Public Health Service Audio- 
visual Facility, Communicable Disease 
Center, Atlanta, Georgia 30333. 


Film on Mentally Retarded and 
Multiply-Handicapped: A newly released 


film, “The Development Center for 
Handicapped Minors,” is a 14-minute 
color film describing a program for the 
mentally retarded and multiply-handi- 
capped in California. The Development 
Center program is designed to provide 
service for children who are not eligible 
for any public school program author- 
ized by law. The film is loaned free. 
Write: Consultant Development Center 
for Handicapped Minors, Dept. of Edu- 
cation, 721 Capitol Mall, Sacramento, 
California 95814. 


Film on Retarded Students: “Take 
That First Step,” is a 28-minute, 16mm 
color film produced by the Southern Re- 
gional Education Board to interest young 
people in becoming teachers of handi- 
capped children. It tells the story of a 
retarded boy and a college student who 
meet by accident and how their friend- 
ship grows and influences the student’s 
career planning. The film is aimed at 
students from the ninth grade through 
the sophomore year in college. 

Each of the 15 Southern states has one 
print of the film available on loan from 
its state department of education. Other 
prints are available on loan from the 
National Medical Audiovisual Center 
(Annex), 4800 Buford Highway, Cham- 
blee, Georgia 30005. Prints may be pur- 
chased from DuArt Film Laboratories, 
Inc., 245 West 55th Street, New York, 
New York 10019. 


Film Quarterly: A new publication de- 
signed to aid librarians and others in the 
selection of film materials, Film Library 
Quarterly, is published by the Film 
Library Information Council, 101 West 
Putnam Avenue, Greenwich, Connecticut 
06830. The first issue of this publication 
is dated Winter 1967-68. The second issue 
of the Quarterly will include articles on 
8mm films and audio tapes, as well as 
16mm films. Subscription price, $8.00 
per year to non-members; distribution 
free to individual, voting, and institu- 
tional members of the Film Library In- 
formation Council. 


Learning Disabilities Films: A new 
directory of films on learning disabilities 
will be published by Canadian ACLD in 
April, 1968. It gives a brief description 
of each film, as well as the title, the ad- 
dress where it can be obtained, the 
running time, terms of loan, rental or 
purchase, whether it is in black and 
white or color, and the audience for 
which it is appropriate. The directory 
also includes information on slides and 


records. It is a revised and expanded 
version of an earlier Canadian ACLD 
directory of films on learning disabilities. 
Order from: Canadian ACLD, 88 Eglin- 
ton Avenue East, Suite 318, Toronto 12, 
Ontario, Canada. (Price: $1.00, plus 10¢ 
handling charges) 

—ACLD Items of Interest 


OVERSEAS INFORMATION 


Blind Skiers: A 15-mile ski trek, the 
Norwegian “Ridderrennet” or Knight’s 
Race, is held annually at Beitostolen, 
four hours from Oslo. Originated in 
1963, special feature of the trek is that 
it is designed for blind and partially- 
sighted skiers; its purpose is to en- 
courage blind and other handicapped 
people to take this kind of rigorous 
physical exercise in the Norwegian 
mountains. Each handicapped competi- 
tor is accompanied by a sighted expert. 
In addition to the ski trek, other winter 
sports such as dog-sleigh races are held. 
This year’s event is being held April 
15-21. Organizers of the event are hope- 
ful that entrants from other countries 
will participate. 


Scottish Braille Press Production: A 
speed-up in production of the Scottish 
Braille Press is benefiting blind people 
all over the world. A new rotary press 
has been installed in Edinburgh. It prints 
24,000 pages of braille an hour, com- 
pared with 2,000 pages an hour previously 
produced by flat-bed machines. Bibles, 
magazines, and textbooks printed in 
Scotland are circulated throughout the 
world. 

The new rotary press offers more 
scope for printing books, which until 
now, have taken second place to produc- 
tion of magazines. This press is the 
first of its kind in the United Kingdom. 

—Christian Science Monitor 


Swedish Signalling Device: An acous- 
tic signalling device designed to help 
blind and visually impaired individuals 
distinguish between the “stop” and 
“walk” lights at pedestrian crossings, 
has been developed by AGA, a Swedish 
manufacturer of signalling equipment 
and electronics. The device emits a tick- 
ing sound with a frequency of about 75 
pulses per minute while the light is red. 
After the light changes to green, the 
frequency is raised to about 750 pulses 
per minute. Normal hearing distance 
for the sound is about 25 feet from the 
box. The distinctive difference between 
the two frequencies makes it easy for 


the blind and visually impaired to de- 
termine whether they should stop or go. 

AGA developed the device in collabo- 
ration with Swedish traffic authorities 
and the Swedish Association for the 
Blind. —The New Outlook 


PERSONNEL 


Mobility Instructor Position: A twelve- 
month position for a qualified mobility 
instructor is available as of March 1, 
1968. The beginning salary for an in- 
structor with a Master’s Degree is 
($8100-$8800). For further information, 
write Mr. Larry Hapeman, mobility 
specialist, Missouri School for the Blind, 
8815 Magnolia Avenue, St. Louis, Mis- 
souri 63110. 

Openings for mobility instructors (sal- 
ary $720) for a special four-week sum- 
mer school session for blind students, 
to be held June 16-July 12, are also 
available. For further information re- 
garding these positions also write Mr. 
Hapeman. 


Music Position Desired: Mr. James 
Druse, 610 High Street, Box 122, Milton, 
Wisconsin 53563, who will be receiving 
an AB Degree in Music Education at 
Milton College, Milton, Wisconsin in June, 
is interested in a position to teach the 
visually handicapped. Mr. Druse has re- 
ceived instruction in both vocal and 
instrumental music, majoring in clarinet; 
he has had instruction for teaching the 
visually handicapped at the Wisconsin 
School for the Visually Handicapped. Mr. 
Druse, who is normally sighted, has 
studied braille. 


Positions in Phoenix: One high school 
district and two elementary districts in 
the metropolitan Phoenix area will have 
openings in the fall of 1968 for itinerant- 
resource teachers for visually handicap- 
ped. Applications may be mailed to the 
attention of Mrs. Patricia L. Buchanan, 
executive director, Foundation for Blind 
Children, 206 South Hinton Avenue, 
Seottsdale, Arizona. The Foundation will 
route the information to the appropriate 
districts. 


State Consultant Position: The Colo- 
rado State Department of Education has 
announced an opening for State Con- 
sultant for Visually Handicapped, begin- 
ning fall 1968. Applicants should have 
a Master’s Degree and several years in 
teaching visually handicapped children 
which should include several years ex- 
perience in public schools. Salary for 
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the position is on a state schedule, and 
is based on experience and background. 
Applicants should contact: Dr. John H. 
Ogden, director, Division of Special Edu- 
cation Services, Colorado State Depart- 
ment of Education, State Office Building, 
Denver, Colorado 80208. 


Virginia Vacancies: The Virginia Com- 
mission for the Visually Handicapped 
has announced the following vacancies: 

Education Supervisors—Two new posi- 
tions have been established in the Edu- 
cation Services Department of the 
Virginia Commission for the Visually 
Handicapped for state level supervisory 
positions in education for the visually 
handicapped. Persons interested may 
contact Dennis L. Holmes, director, Edu- 
cation Services, Virginia Commission for 
the Visually Handicapped, 3003 Park- 
wood Avenue, Richmond, Virginia. 

Itinerant Teachers—Following are va- 
cancies in Virginia programs in educa- 
tion for the visually handicapped; 
Arlington County (greater Washington, 
D.C. area) has one vacancy for an 
itinerant teacher. Write Mr. F. Douglas 
Prillaman, supervisor, Special education, 
Arlington County Schools, 4751 N. 25th 
Street, Arlington, Virginia 22207. 

Fairfax County (greater Washington, 
D.C. area) has two vacancies for itiner- 
ant teachers. Write Mrs. Margaret E. 
Faulk, assistant supervisor, Special Edu- 
eation, Fairfax County Schools, 10515 
School Street, Fairfax, Virginia 22030. 

Norfolk City (Atlantic Coast area) 
has one vacancy for an itinerant teacher. 
Write Mr. A. Milton Stenzel, director, 
Special Education, Norfolk Public Schols, 
227 E. Plume Street, Norfolk, Virginia 
23510. 


PUBLICATIONS 


Accreditation Guides: Agencies and 
schools serving the blind and visually 
handicapped may now obtain self-study 
and evaluation guides from the National 
Accreditation Council. The purpose of 
the newly published guides is twofold: 
to enable agencies to engage in systema- 
tic and critical self-evaluation and to 
prepare for accreditation by the National 
Accreditation Council for Agencies Serv- 
ing the Blind and Visually Handicapped. 
Although the guides were developed 
especially for agencies serving the blind 
and visually handicapped, they have sig- 
nificant potential value to schools and 
to rehabilitation and social agencies 
generally, since they are based on stand- 





ards generic to those types of community 
services. 

Three guides are available. The gen- 
eral Self-Study and Evaluation Guide 
(342 pages) prepared for use by re- 
habilitation and social agencies, contains 
criteria for evaluation of common 
management functions and specific serv- 
ice programs. The Self-Study and Evalu- 
ation Guide for Residential Schools (516 
pages) is adapted from nationally 
recognized instruments for evaluating 
elementary and secondary school pro- 
grams, and embodies appropriate content 
from THE COMSTAC REPORT: Stand- 
ards for Strengthened Services, the 1966 
published report of the Commission on 
Standards and Accreditation of Services 
for the Blind. The Self-Study and 
Evaluation Guide for Sheltered Work- 
shops (228 pages) is intended for use 
by the workshop operating as a separate 
entity rather than as a unit of multi- 
service agency. 

Prices and further information re- 
garding the Guides can be obtained from 
the National Accreditation Council, 84 
Fifth Avenue, New York, N.Y. 10011. 


AFB Publications Announced: The 
American Foundation for the Blind 
has announced the following new 
publications: 

No Time to Lose, prepared by Pauline 
M. Moor, is a report on the education of 
multiply impaired blind children as an 
outgrowth of a 1964 seminar held on 
the subject by AFB. It is designed to 
complement a previous AFB publica- 
tion, No Place to Go. (Price $1.35) 

Braille in the United States, a report 
by Louis Harvey Goldish, is the first at- 
tempt to describe fully the braille prod- 
uction system in the United States. 
Among the topics covered are the need, 
market, and sources of braille; the 
present methods and cost of producing 
braille; technological advances in braille 
production and the effects of such inno- 
vations on braille production; and an 
approach to braille system development. 
(Price: $1.50) 

Facts About Blindness, is a pamphlet 
containing basic information concerning 
blindness and blind or visually handi- 
capped persons. Definitions of blindness, 
causes, age distribution of blind per- 
sons, education and rehabilitation and 
services in the United States and abroad 
for visually handicapped, are among the 
topics covered. The pamphlet replaces a 
previous AFB Publication, Facts and 
Figures. It is available free in quantities 
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up to 200. Prices for larger quantities 
are available upon request. 

Order the above publications from 
Publications Division, American Founda- 
tion for the Blind, 15 West 16th Street, 
New York, N.Y. 10011. 


Blindness and Diabetes: The American 
Foundation for the Blind has announced 
the publication of Blindness and Diabetes: 
Helping the Blind Diabetic Gain In- 
dependence. Printed in large type for 
the visually handicapped, this 10-page 
pamphlet discusses means that blind 
diabetics may employ to gain greater 
independence. Devices for measuring and 
carrying Insulin and optical aids are 
covered, and brief discussions of mobility 
and eye disturbances of diabetics are 
presented. 


Brailled Books Available: The Birm- 
ingham Educational Foundation for the 
Blind has announced the availability of 
a number of brailled books which they 
have available, but which are no longer 
used in their public school program. 
They are desirous to dispose of them to 
an organization that will agree to a 
transfer into their depository and would 
lend them to other organizations. The 
books range in grade level from first 
through eighth and include titles in a 
variety of school subjects. 

Schools or agencies desirous of obtain- 
these books should write: Mr. T. Earl 
Diffee, president, Birmingham Educa- 
tional Foundation for the Blind, 3168 
Dolly Ridge Drive, Birmingham, Alabama 
35248. 


Braille Music Catalog Supplement: 
The American Printing House for the 
Blind has recently published a new 
Supplement to Braille Music Catalog, 
January, 1968. The supplement contains 
all titles advertised since the 1966 sup- 
plement was issued, plus two new titles 
not previously advertised: Tschaikow- 
sky’s, “Concerto No. 1 in B flat Minor,” 
and Fleisher, et al, “The Parish Or- 
ganist,” Parts One-Ten. 

For copies of the Braille Music Cata- 
log and Supplement, write: American 
Printing House for the Blind, 1839 
Frankfort Avenue, Louisville, Kentucky 
40206. 


Braille Publications Planned: A num- 
ber of textbook titles, presently in the 
process of publication, have been an- 
nounced by the American Printing House 
for the Blind. Delivery date for the text- 
books has been set as August 15 or 


earlier. The list of braille publications 
includes titles in the following categor- 
ies: Language Arts—Literature (For 
Slow-learners and/or Educationally Re- 
tarded); History (To California By 
Covered Wagon; high-interest, low-vocab- 
ulary supplementary reading); Langu- 
age Arts—Dictionaries; Language Arts 
—Spanish; Fiction; Folklore; Literature 
—Prose; Literature—Poetry; Science; 
Social Sciences; Arts—Fine; Arts—Use- 
ful; Biography; Description and Travel; 
and Philosophy and Psychology. For 
further information, request ‘1966 Cata- 
log of Braille Publications—Supplements 
ey) cand ic. arched, L065, 4ro0m 
American Printing House for the Blind, 
1839 Frankfort Avenue, Louisville, 
Kentucky 40206. 


Brain-Injury Books and Pamphlets: A 
new list of books and pamphlets on brain 
injury in children, dated November, 1967 
is now available. The list is intended pri- 
marily for teachers and other profes- 
sionals seeking publications on learning 
disabilities. Order the 22-page Annotated 
Bibliography by writing: Librarian Ear] 
Graham, National Society for Crippled 
Children and Adults, 2023 West Ogden 
Avenue, Chicago, Ill. 60612. 


Catalogs for Braille and Talking 
Books: Catalogs of braille and talking 
books produced in 1966-1967 have been 
published by the American Foundation 
for the Blind for the Division for the 
Blind and Physically Handicapped of 
the Library of Congress. All press braille 
books and all talking books issued for 
adults during this period are included in 
two separate catalogs. A third catalog 
lists all juvenile books issued in braille 
or recorded editions. Copies of the cata- 
logs are available through Regional Li- 
braries and the Division for the Blind and 
Physically Handicapped of the Library 
of Congress, Washington, D.C. 20542. 

Conference on Phenylketonuria: The 
proceedings of the Conference on Phen- 
ylketonuria and Allied Metabolic Dis- 
eases held at Washington, D.C., April 
6-8, 1966, are now available. Order pub- 
lication FS 17.202:P 52, from: Superin- 
tendent of Documents, Government Print- 
ing Office, Washington, D.C. 20402. 
(Price $1.50) 


Cook Book in Large type: The New 
York Times “Large Type Cook Book,” 
by Jean Hewitt of the Times staff, will 
be the first title in a new series of gen- 
eral interest and reference books to be 
published jointly by The New York 
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Times and the Golden Press division of 
Western Publishing Co. 

The new cook book, to be published in 
September, will be a 400 to 500 page 
collection of general recipes from the 
Times. It will be set in 24-point type 
and is intended for those persons who 
have serious vision impairments, those 
whose eyes tire rapidly, and for cooks 
who are annoyed by the necessity for 
close-up reference to a recipe during the 
actual cooking process. The text will be 
illustrated with two-color line drawings. 

—New Outlook 


CTEVH Publications: The California 
Transcribers and Educators of the Vis- 
ually Handicapped have recently pub- 
lished two valuable supplements to their 
official publication, The California Trans- 
criber. Supplement I, Spring 1968, “What 
Who, and Where?” is an outline prepared 
to serve as a directory for all who are 
concerned with books for the visually 
impaired. Part A of the supplement pre- 
sents areas of interest and sources of 
information about them. Part B is an 
alphabetical listing with addresses of 
these sources as well as of others of 
general interest. The supplement lists 
sources of information and materials 
concerning transcribers, clearinghouses, 
braille, large print, recording, standard 
materials in braille and large print, 
sources of religious books, tangible items, 
and organizations and agencies concerned 
with the visually handicapped. This sup- 
plement can be obtained in ink print 
(10 cents per copy) from: California 
Transcribers and Educators of the Vis- 
ually Handicapped, Inc., c/o President 
Mrs. Rose Kelber, 538 West ElMorado 
Court, Ontario, California 91762. Braille 
copies of this supplement are available 
by writing: Braille Institute Transcrib- 
ing Guild, 741 North Vermont Avenue, 
Los Angeles, California 90029. 

Supplement IT, Spring 1968, “Books 
for Individuals,” is an outline from de- 
signed to facilitate the acquistion of 
books in braille, large print, or re- 
corded form. The guide indicates the 
steps by which they might be obtained, 
lists some of the sources and services 
involved, and suggests ways in which 
readers may help make existing books 
available to each other, to their mutual 
advantage. Single copies of “Books for 
Individuals,” are available in Ink Print 
(10 cents) from: The California Trans- 
criber, 188 South Meridith Avenue, Pas- 
adena, California 91106; in Braille (in- 
quire about price) from Braille Section, 


AAUW, 1071 East Market Street, Long 
Beach, California 90805. Large print 
copies of the supplement are available 
(at 10 cents per copy) from: Sacra- 
mento Valley Transcribers, P.O. Box 
537, Rio Linda, California 95673. 


DBPH Pamphlet: An informative bro- 
chure describing the Library of Con- 
gress program of books for the blind 
and the physically handicapped, “That 
All May Read,” has recently been pub- 
lished. For copies write: Division for the 
Blind and Physically Handicapped, Li- 
brary of Congress, Washington, D.C. 
20542. 


Directory of Organizations Concerned 
with Learning Disabilities: The Associa- 
tion for Children with Learning Disa- 
bilities has published a “Directory of 
Organizations Concerned With Learning 
Disabilities.” This publication lists Na- 
tional Organizations, State and Local 
Parent Groups, DCLD-CEC State Rep- 
resentatives, State Departments of 
Special Education, Chief State School 
Officers, State Departments of Voca- 
tional Rehabilitation, and State Easter 
Seal Societies. Order from: ACLD, c/o 
Mrs. Edna Thompson, Publications Chair- 
man, 912 South 81st Street, Birmingham, 
Alabama 35206. (Price $1.00 each; 80¢ 
per copy in lots of 10, or 60¢ each in lots 
of 100) 


Directories of Summer Courses in Ed- 
ucation of Visually Handicapped Chil- 
dren: The March 1968 issue of The In- 
ternational Journal for the Education of 
the Blind, contains a ‘1968 Summer 
Courses for Teachers of the Visually 
Handicapped” directory. Specialized 
courses in vision to be taught at 17 col- 
leges and universities this coming’ sum- 
mer are included. 

The March 1968 issue of The New 
Outlook, also contains a “Directory of 
Summer Courses in Education of Vis- 
ually Handicapped Children — 1968.” 
Specialized course work in this field to 
be taught at 24 colleges and universities, 
is listed. 


Directory of US and Canadian Schools 
for Children with Minimal Brain Dys- 
function: A new directory, ‘U.S. and 
Canadian Schools for Children with 
Minimal Brain Dysfunction,” can be ob- 
tained by writing: Canadian ACLD, c/o 
Mrs. Ralph Fisher, 678 Briar Hill Road, 
Toronto 19, Ontario, Canada. (Price: 
$1.00 plus 10¢ for handling’) 
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Employment Directory: The President’s 
Committee on Employment of the Handi- 
capped has issued a 37-page pamphlet, 
“Employment Assistance for the Handi- 
capped; A Directory of Federal and 
State Programs to Help the Handicapped 
to Employment.” The publication con- 
tains information about where to go for 
guidance, education, rehabilitation, and 
work experience; and how to find a job. 
It gives suggestions for small business- 
men, sheltered workshops personnel, in- 
ventors, and farmers. For a free copy, 
write: President’s Committee on Em- 
ployment of the Handicapped, Washing- 
ton, D.C. 20210. 


Eric Materials Source: The document 
retrieval system of ERIC, OE’s Educa- 
tional Resources Information Center, 
which used to be operated by the Micro 
Photo Division of Bell and Howell in 
Cleveland, has a new contractor and a 
new address. Users should now send 
requests for documents—in microfiche or 
hard copy—to ERIC Document Repro- 
duction Service, The National Cash Reg- 
ister Company, Box 2206, Rockville, Md. 
20852. —American Education 


Feeding the Child with a Handicap: 
The Children’s Bureau of the Department 
of Health, Education, and Welfare, has 
announced the publication of a 20-page 
pamphlet, “Feeding the Child with a 
Handicap.” The publication provides 
suggestions to parents on ways of meet- 
ing the food needs of children with 
handicaps. It describes feeding tech- 
niques adapted to specific conditions and 
discusses some principles of growth and 
development that apply to all children, 
including the handicapped. Order: CB 
Publication No. 450 from Superintendent 
of Documents, U.S. Government Printing 
Office, Washington, D.C. 20402. (Price 
20¢) 


Goal Displacement in the Blind: ‘The 
Factory as a Social Service: Goal Dis- 
placement in Workshops for the Blind,” 
by Robert A. Scott, appearing in Social 
Problems (Adelphi College, Garden City, 
New York), is a description of the proc- 
ess of goal displacement and an analysis 
of the ensuing impact upon two factors 
in the welfare system. The first factor is 
the effect which goal displacement has 
had upon blind workers and the whole 
employment program for the blind gen- 
erally. The second factor concerns the 
ideologies which workers for the blind 
maintain about the capacities and desires 


of blind persons to work in commercial 
settings, and of the receptivity of sighted 
persons to hiring the blind. 

—New Outlook 


Handbook for College Students: The 
Handbook for College Students, has been 
prepared by a Student Division Commit- 
tee under the chairmanship of Judy 
Young. It is hoped that in addition to ink- 
print, braille and recorded editions can 
be produced. Various subjects of interest 
to blind college students are discussed, 
including the student’s relationship with 
the college, the rehabilitation agency 
and the regional library. The Handbook 
also includes several useful appendicies 
listing regional libraries, braille presses, 
etc. 

Requests for the Handbook should be 
addressed to the Student Division Sec- 
retary, Miss Ramona Willoughby, c/o 
Iowa Commission for the Blind, 4th and 
Keosauqua Way, Des Moines, Iowa 50309. 


Index to Research Documents Pub- 
lished: The American Foundation for the 
Blind International Research Informa- 
tion Service (IRIS) has issued a Re- 
search Index to documents pertaining to 
technological and psychosocial research 
of interest to researchers and profes- 
sional workers in the field of visual im- 
pairment. The Index makes it possible to 
identify easily those documents that con- 
tain information in the subject areas 
desired. 

The Research Index is being published 
in a three-volume loose-leaf set composed 
of a “Dictionary of Descriptors,” a 
“Scan-Column Index,” and a “Bibliog- 
raphy.” The “Dictionary of Descriptors” 
contains the terms, or “‘descriptors,” used 
to index the documents. These terms are 
taken from the documents themselves. 
The second volume, the ‘“Scan-Column 
Index,” provides serial numbers of perti- 
nent documents through the scanning of 
columns for the letter codes of each 
term selected. The third volume, the 
“Bibliography,” lists each document by 
its serial number, with authors’ names, 
title, project or grant number, publish- 
ing and source information and a list of 
codes for all terms by which the docu- 
ment is indexed. The Research Index 
covers a basic collection of some 1,000 
documents that have been collected and 
codified by IRIS since 1963. Quarterly 
supplements to the Research Index will 
be issued on a subscription basis to cover 
additions to the collection. 

The price of the basic three volumes 
is $10.00. A one-year subscription to the 
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quarterly supplements is $6.00. Orders 
should be sent to the Publications Divi- 
sion, AFB, 15 West 16th Street, New 
York, N.Y. 10011. Sample sheets of each 
of the three volumes are available free 
on request. 


Large Print Books to be Published: 
a new Manhattan firm, The Guild for 
Large Print Books, will be shipping its 
first 15 titles to libraries, institutions 
and individuals by late Spring. The 
Guild has included in its Spring list 
some of the world’s best-loved authors 
whose appeal is to both young and old. 
The Guild expects in the future to pub- 
lish in foreign languates, including Span- 
ish, for the domestic as well as the South 
American market where eyesight diffi- 
culties are prevalent. All Guild books 
will be printed in 18-point type; they 
will carry the seal of approval of the 
National Aid to Visually Handicapped. 

The company’s first offering of books 
include among others, the following: 
The Pilgrim’s Progress, John Bunyan; 
Selected Cases of Sherlock Holmes, Vol- 
umes 1 and 2, Sir Arthur Conan Doyle; 
Selected Stories of Samuel L. Clemens, 
Volume 1 and 2; The Vicar of Wakefield, 
Oliver Goldsmith; Northanger Abbey, 
Jane Austin; Twenty Thousand Leagues 
under the Sea, Jules Verne; A Journey 
to the Center of the Earth, Jules Verne; 
Selected Tales of Henry James; Selected 
Short Stories of Frank R. Stockton; 
Daughters of the Snows, Jack London; 
The Rose and the Ring, W. M. Thackery; 
Selected Short Stories of Jack London, 
Volumes I and 2. Prices for the books 
range from $3.25 to $4.50, including 
postage. 

For further information, write: The 
Guild for Large Printbooks, Dept. C, 175 
Varick Street, New York, N.Y. 10014. 


Learning Disabilities Publications: A 
new list of publications on learning dis- 
abilities has recently been compiled by 
the California Association for Neuro- 
logically Handicapped Children. It indi- 
cates prices of some 150 inexpensive 
pamphlets and reprints from many 
sources which are stocked by CANHC 
Resource. Copies of the list are avail- 
able without charge by writing: CANHC 
Publications, 11291 McNab Street, Gar- 
den Grove, California 92640. 


Mathematical Functions Book: The 
National Bureau of Standards has an- 
nounced its 7th printing of Handbook of 
Mathematical Functions, with formulas, 
graphs and tables. The 29-chapter, 1060- 


page publication includes every special 
function normally needed by anyone who 
uses tables in his work. The present 
volume, compiled by the National Bureau 
of Standards with financial support 
from the National Science Foundation 
and technical advice from a committee 
of the Mathematics Division of the Na- 
tional Research Council, was compiled 
by 27 authorities—educators, heads of 


computation laboratories and _ leading 
mathematicians. Order from: Superin- 
tendent of Documents, Government 


Printing Office, Washington, D.C. 20402. 
(Price $6.50) 


Media Book: A comprehensive, 108- 
page illustrated booklet, Media 
Schools: A Handbook for Teachers and 
Administrators, has been published by 
the Texas Audio-Visual Education As- 
sociation. Written by 27 well-known 
Texas educators, it includes 35 articles on 
how to plan, develop, and implement in- 
structional media programs in schools. 
Included among the articles are: “‘Evalu- 
ating and Selecting Films, Filmstrips, 
and Other Teaching Materials in Ele- 
mentary and Secondary Schools,” “‘Select- 
ing and Using Programmed Materials,” 
“Cataloging and Storing of Audiovisual 
Materials,” “‘Using Pre-Recorded Tapes 
in Teaching Activities,’ and “Preparing 
Project Proposals for Federal Funds.” 
Order from: Texas Audio-Visual Edu- 
cation Association, P.O. Drawer W, Uni- 
versity Station, Austin, Texas 78712. 
(Price $3.00) 


Music Magazine for Teenagers: “Ring 
around the Pops,” a quarterly published 
in braille and featuring material on pop- 
ular music and recording artists, is avail- 
able on a subscription basis for $2.00 per 
year. The magazine contains material of 
special interest to teens, although any- 
one may subscribe. For further informa- 
tion, write to Laura Lynn Rondi, Editor 
and Publisher, “Ring Around the Pops,” 
113 Kennedy Ave., Louisville, Ky. 40206. 

—Braille Book Review 


Reading Braille by Sight: The Ameri- 
can Printing House for the Blind has 
announced publication of a new, and 
decidedly different manual for teaching 
braille. The Handbook for Learning to 
Read Braille by Sight by Leland Schu- 
bert, is designed to teach sighted friends 
and relatives of blind persons the basics 
of braille reading, without involving the 
learner in all the fine points of braille 
usage, as are required of transcribers. 
The manual consists of 170 pages, most- 
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ly in ink print with black-and-white 
presentations of the braille symbols, and 
comprises 82 short lessons. 

Order from: American Printing House 
for the Blind, 1839 Frankfort Avenue, 
Louisville, Kentucky 40206. State exact 
name and catalog number (7-5145). 
(Price: $3.95). 


Resources File: The Midwestern Con- 
ference of Home Teachers for the Blind 
has undertaken the project to develop a 
Braille Resource File divided into 18 
headings such as Aids and Appliances, 
Publications in Braille, and Volunteer 
Services. More than 200 items will be 
embossed on 5 by 8 inch cards. The cost 
of each file, $5.00, includes braille cards 
and dividers, punched for a three-ring 
binder. 

For further information or to place 
orders write: Mr. Otto L. Peterson, 
Services for the Blind, 1513% E. Fulton, 
Garden City, Kansas 67846. 


Scriptwriting Manual: A Scriptwriting 
Manual, has been prepared by the Illi- 
nois Counseling Home Teachers and 
published by Western Michigan Univer- 
sity, Kalamazoo. The manual offers a 
method of teaching cursive writing to 
both adventitiously and _ congenitally 
blind persons. The method used in the 
Scriptwriting Manual utilizes the corru- 
gated writing board to maintain a 
straight line of writing. Embossed script 
letters, numbers, and punctuation marks 
are given as guides to symbol formation. 


Services to the Handicapped Directory: 
A new list of directories with informa- 
tion on services for the handicapped has 
recently been published. The list of di- 
rectories can be obtained by writing: 
Librarian, Earl Graham, National Easter 
Seal Society, 2023 West Ogden Avenue, 
Chicago, Illinois 60612. 


Sheltered Workshop Report: A recent 
report, Sheltered Workshop Report of 
the Secretary of Labor, Together with a 
Technical Report on Wage Payments to 
Handicapped Clients in Sheltered Work- 
shops, is now available. It includes a 
detailed technical report of the findings 
regarding wages in sheltered workshops. 
Order from: Superintendent of Docu- 
ments, Government Printing Office, 
Washington, D.C., 20402. Publication 
Number L 22.2:Sh 4. (Price: $1.75) 


Source Material about the Blind: The 
“Catalogue of Source Material about 
the Blind and Deaf/Blind” has _ been 
revised and will be printed in the near 


future. The original Catalogue, developed 
by Miss Isabella Diamond, formerly chief 
librarian for the Treasury Department, 
has been prepared at the national office 
of the American Association of Workers 
for the Blind since 1963, under a grant 
from the Vocational Rehabilitation Ad- 
ministration (HEW). The new Cata- 
logue will include all supplements to the 
original edition through December 1967; 
in addition, the cards have been re- 
numbered and have been cut and punched 
to Library of Congress specifications for 
insertion into standard library cata- 
logue drawers. The cost of the completely 
revised edition for those already owning 
the Catalogue, including a revised Al- 
phabetical Index, will be slightly more 
than a year’s Supplement charge, since 
the revision was also subsidized under a 
VRA grant. To all new subscribers the 
cost will be $70.00 plus a $6.00 yearly 
fee for quarterly Supplements. 

For additional information or to place 
orders write: American Association of 
Workers for the Blind, 1511 K Street, 
N.W., Washington, D.C. 20005. 


Special Child Publications Books: A 
recently published booklet, Special Child 
Publications Books—1967-1968, provides 
detailed descriptions of forthcoming 
books concerning special child publica- 
tions. Order a free copy from Special 
Child Publications, 71 Columbia, Room 
320, Seattle, Washington 98104. 


Special Educational Personnel List: A 
list of special educational personnel in 
state education departments, recently 
revised, has been published by the U.S. 
Office of Education. It can be obtained 
without charge by writing: Bureau of 
Education for the Handicapped, Division 
of Training Programs, ROB Bldg., 
Seventh and D Streets, S.W., Washing- 
tony. DG. 20202: 


Special Learning Needs Book: Milton 
Young is the author of a recently pub- 
lished book on Teaching Children with 
Special Learning Needs, a book designed 
to emphasize the individual differences 
between children, encourage problem 
solving or diagnostic teaching, and give 
the teachers some assistance in working 
with children who have difficulties which 
interfere with their learning. The 202- 
page book can be obtained from local 
bookstores or from the publisher: The 
John Day Company, 62 West 45th Street, 
New York, New York 10036. (Price: 
$4.95) 
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Sturdi-Contour Books: Books which 
have been designed for use by blind or 
sighted parents in working with their 
blind or sighted children, have recently 
been developed. Adhesive backed, trans- 
parent plastic sheets are embossed with 
braille dots, and placed onto the normally 
printed page of the books. The transpar- 
ancy allows the print and pictures to 
show through. Four titles are currently 
available: ‘Trains,’ “Kittens,” ‘Farm 
Animals,” and “Trucks.” Price: 59 cents 
each. For further information write: 
Mrs. Sally Watkins, Director of Public 
Relations, Vision Center, 1393 North 
High Street, Columbus, Ohio 438201. 


Summary of New ESEA: Since its 
inception, the Elementary and Secondary 
Education Act has been revised three 
times, each revision expanding programs 
for the education of exceptional children. 
A summary analysis of the Act, entitled 
“The New ESEA,” is now available 
from: National School Public Relations 
Association, 1201 Sixteenth Street, N.W., 
Washington, D.C. 20086. (Price $1.50) 


Tangibles for Teaching: A new manual 
for teaching the blind, Techniques With 
Tangibles, by Wilber H. Fulker, prin- 
cipal of the Blind School, Colorado School 
for the Deaf and the Blind, and Mary 
Fulker, has recently been published by 
Charles C. Thomas, Publisher. The book 
is a combination of teaching experience 
and up-to-date technology. Tangible ap- 
paratus is offered for academic courses 
from the elementary through the high 
school years. Other features include de- 
tailed directions for setting up a “con- 
cept corner,” taking blind children on 
field trips, and substituting heat for 
light in order to explain shadows. The 
84-page book contains 31 figures. Order 
from: Charles C. Thomas, Publisher, 
301-327 East Lawrence Avenue, Spring- 
field, Illinois 62708. 


Test for Proofreaders of German: The 
Division for the Blind and Physically 
Handicapped of the Library of Congress, 
working with the National Braille Asso- 
ciation Foreign Language Committee, has 
prepared a test for proofreaders of Ger- 
man braille. Qualifications are (1) Lit- 
erary Braille Certification; (2) a fair 
knowledge of German. For further infor- 
mation, write: Mrs. Maxine Dorf, head, 
Volunteer Services Section, Division for 
the Blind and Physically Handicapped, 
Library of Congress, Washington, D.C. 
20542. 


Washington Report Initiated: The 
American Foundation for the Blind has 
recently inaugurated a new bimonthly 
newsletter, Washington Report, covering 
Congressional activity on legislation of 
significance to blind persons and workers 
with the blind as well as actions of the 
federal agencies administering related 
programs. The purpose of the publica- 
tion is to provide information on devel- 
opments originating in Washington 
which have important implications for 
services for blind persons in their home 
communities. Individuals or agencies 
desiring to be included on the mailing 
list for this new publication, should 
write: Mrs. Patricia S. Smith, American 
Foundation for the Blind, 15 West Six- 
teenth Street, New York, N.Y. 10011. 


Week in Review Available: The New 
York Times’ ‘Week in Review” news 
recordings are now available on ten-inch 
records and will play on any talking 
book machine or commercial record 
player with 16%% rpm speed. The new 
annual subscription rates for 52 issues 
are: Blind Students, $7.50; Libraries 
and Schools, $7.50; Blind Adults, $15.00. 
Checks should accompany subscriptions. 
Order from: Week in Review, National 
Braille Press, Inc., 88 St. Stephen St., 
Boston, Massachusetts 02115. 


RECORDINGS-RECORD SERVICE 


Anthropology for the Blind: The Amer- 
ican Anthropological Association has un- 
dertaken a project to make recordings 
of anthropological materials for the 
blind. The project was initiated one year 
ago under the direction of Dr. Helen 
Codere, member of the AAA Executive 
Board. Dr. Frederica De Laguna, Bryn 
Mawr College, and former AAA presi- 
dent, is currently directing the activity. 
Students of anthropology and other vol- 
unteers prepare tape recordings of se- 
lected articles from periodicals and 
books. These recordings are then sub- 
mitted to Dr. Thomas A. Benham, Science 
for the Blind, 221 Rock Hill Road, Bala 
Cynwyd, Pennsylvania 19004. Here the 
master tapes are duplicated and distrib- 
uted to several thousand blind readers. 
Although the program of Anthropology 
for the Blind is relatively new, Dr. Ben- 
ham reports that over 50 blind readers 
have written to express their eagerness 
for more anthropology. 

For further information concerning 
these recordings, write to Dr. Thomas A. 
Benham or to Dr. Frederica De Laguna 
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in care of The American Anthropological 
Association, 3700 Massachusetts Avenue 
N.W., Washington, D.C. 20016. 


Feed-Back Teaching Aid: The Multiple 
Answering Teaching Aid (MATA) man- 
ufactured by Alda Instruments Limited 
of Toronto, Ontario, consists of any re- 
quired number of Student Responder 
units which are linked with the Master 
Console. Each set of four buttons in the 
Student Responder unit corresponds to 
a matching set of four coloured lights 
on the Master Console. The accuracy of 
the students’ responses is evident to the 
teacher only. The teacher may indicate 
the correctness of an answer by depres- 
sing the correct reinforcement push but- 
ton on the Master Console which will 
illuminate the reinforcement light or vi- 
bratory unit, in the Student Responder 
of each student who has answered the 
question correctly. The unit is designed 
to be used in any teaching situation, and 
offers the teacher an instant evidence 
of the impact of his teaching by asking 
certain key questions involved in the 
lesson. For further information write: 
Alda Instruments Limited, 2444 Bloor 
Street West, Toronto, Ontario, Canada 
or Mr. John E. Lee, Meridian Market 
Planning Limited, 226 Queen Street West, 
Suite 203, Toronto 2B, Ontario, Canada. 


Mathematics Records: RCA Victor has 
recently released a set of eight albums 
called “The New Math” (LPM 8501/8, 
mono only). The records, subtitled “A 
Guide for Student, Parent, Teacher,” has 
been developed to explain the mysteries 
and intricacies of the new math. Each 
album has text material on pages 2 and 
3 of the jacket so that the listener may 
follow the narrator visually as well as 
aurally. Recorded at 3314 rpm, the math 
method is authored by Dr. Lyle E. Meh- 
lenbacher, professor of mathematics at 
the University of Detroit and associate 
dean of the Graduate School, and Asso- 
ciate Professor James F. Lanahan, De- 
partment of Mathematics at the Univer- 
sity of Detroit. 


Recorded Books Announced: Book-of- 
the-Month Club, Inc., in cooperation with 
Recording for the Blind, Inc., has an- 
nounced the formation of a new monthly 
service, the “Recorded Book Society” 
that will provide recorded editions of 
outstanding books. The new program is 
patterned closely on the system estab- 
lished by the Book-of-the-Month Club. 
From the many hundreds of new books 
submitted in advance of publication each 


month by the Nation’s Book Publishers, 
the Society will single out one which, 
because of the importance of the subject 
and its literary quality, gives every in- 
dication of being a book that most good 
readers will not want to miss. At the 
same time, three or four “alternates” 
selected from the many thousands of 
good books, new and old, already pub- 
lished, will be announced as available to 
subscribers. 

Subscribers will pay only for the 
recorded book albums they choose to re- 
ceive. The number of records in each 
album will vary, depending upon the 
length of the book being read, but will 
normally consist of five 1624 RPM discs. 

For further information write: The 
Recorded Book Society, 345 Hudson 
Street, New York, New York 10014. 


Remedial Reading Programs: Nineteen 
blind students who are also slow learners 
are improving their reading speed with 
the aid of expanded speech at the Vir- 
ginia School for the Deaf and the Blind. 
When the program was initiated in the 
fall of 1967, the mean reading rate of the 
high school and junior high school partic- 
ipants was 65 words per minute. During 
the program, the students listened to 
material played at a reduced rate while 
they followed the text with either 
braille or large print. At the end of the 
semester, their reading speed had in- 
creased a mean of 10 wpm, with marked 
improvement in comprehension and some 
improvement in vocabulary. Five of the 
participants are primary school students 


who do not yet read._CRoR Newsletter 


Speech Compression Study: Dr. David 
Wood as part of the requirements for his 
Ph.D. thesis, conducted a study to deter- 
mine the ability of elementary school 
children to comprehend single time com- 
pressed sentences. He demonstrated that 
comprehension varied as a function of 
grade classification and as an inverse 
function of presentation rate. Variation 
of comprehension with respect to the 
intelligence classification was not sta- 
tistically significant. There was no evi- 
dence of improvement with practice over 
the 50 trials. Dr. Wood recommends 
further studies with children: using nar- 
rative material, and using expanded in- 
telligence classifications. His thesis, en- 
titled “Comprehension of Compressed 
Speech” was submitted at Indiana Uni- 
versity in August, 1965. It is available 
from University Microfilms, Inc., Ann 
Arbor, Michigan, under Order No. 66- 
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3137. Dr. Wood is now the Assistant Di- 
rector of Instructional Materials in the 
Sonoma County Schools, Santa Rosa, 
California. 

—CRCR Newsletter 


Talking Book Publications: The Amer- 
ican Printing House for the Blind has 
announced the release of new Talking 
Book titles in the following subject 
areas: Arts—Useful; Biography; De- 
scription and Travel; History; Philoso- 
phy; and Fiction. Request a copy of 
“1966 Catalog of Talking Book Publica- 
tions—Supplement #7,” March 1, 1968, 
from American Printing House for the 
Blind, 1839 Frankfort Avenue, Louis- 
ville, Kentucky 40206. 


Tape Playback Equipment Donated: 
Science for the Blind has announced that 
an anonymous donor has offered to con- 
tribute tape playback equipment to 
needy blind persons. This donor has on 
previous occasions contributed funds to 
pay for two or three used tape players, 
which sell for $35 to $50 and play at 
3% and 7% ips. Information describing 
the student in need of such equipment, 
together with an explanation of his fi- 
nancial circumstances, should be sent to 
Science for the Blind, 221 Rock Hill Road, 
Haverford, Pennsylvania 19041. 


Tape Recorders Donated for Readers 
for the Blind: A program which is ex- 
pected to significantly increase the avail- 
ability of tape recorded information for 
the blind and physically handicapped has 
been jointly undertaken by the Columbia 
Lighthouse for the Blind, Washington, 
D.C., Library of Congress, Division for 
the Blind and Physically Handicapped, 
and the 3M Company. The company do- 
nated 100 Wollensak recorders for dis- 
tribution to volunteer recordists through- 
out the country. The Columbia Light- 
house for the Blind and the Division for 
the Blind and Physically Handicapped 
will administer the program, screening 
volunteers, assigning recorders, deter- 
mining the needs of the blind and phy- 
sically handicapped for recorded ma- 
terial, and adding selected material to 
the Library’s permanent collection of 
3,000 tape recorded books. 

For further information write: Divi- 
sion for the Blind and Physically Handi- 
capped, Library of Congress, Washing- 
ton, D.C. 20542. 


Tape Recording and Duplicating Policy: 
Recording for the Blind, Inc., has an- 
nounced that, because of rapid expan- 
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sion of their services, it has become 
necessary to schedule production in or- 
der to serve the maximum number of 
borrowers: (1) College and Graduate 
students and adults requiring specialized 
material essential to their occupations— 
services available throughout the year; 
(2) High School and Elementary School 
Students—services available December 1 
through May 31; (3) Adults requesting 
non-essential, general educational ma- 
terials—services available December 1 
through May 31. RFB has advised that 
states, schools, commissions and other 
agencies can assist its program greatly 
by providing more books to a greater 
number of grade school students, by 
ordering Master Tapes from RFB and 
installing duplicating equipment to make 
copies for students locally. The services 
provided by RFB are traditionally free 
of charge. However, in supplying agen- 
cles with Master Tapes of school books 
to be held permanently, RFB would ap- 
preciate a contribution covering the cost 
of the tapes as follows: 3% ips, 2-track, 
534” reel, 1200 ft.—$14.40 per average 
book. 3% ips, 4-track, 534” reel, 1200 ft. 
—$7.20 per average book. 

For further information write: Re- 
cording for the Blind, Inc., 215 East 
58th Street New York, N.Y. 10022. 


TEACHER PREPARATION 


NFB Scholarships: The Howard Brown 
Rickard Scholarship, administered by the 
National Federation of the Blind, is 
given to legally blind university students 
working towards professional degrees 
(graduate and undergraduate) in law, 
medicine, engineering, architecture, and 
the natural sciences. The scholarship, 
established through a bequest of Thomas 
E. Rickard in honor of his father, How- 
ard Brown Rickard, carries payments 
which vary from $250.00 to $1,250 per 
year. Applications for the coming aca- 
demic year 1968-69 should be filed by 
June 1, 1968. Forms may be obtained 
from the National Federation of the 
Blind, 2652 Shasta Road, Berkeley, Cali- 
fornia 94708. In 1966-67, four scholar- 
ships totaling $1,450 were awarded. In 
1967, one scholarship in the amount of 
$250.00 was awarded. 

—The Braille Monitor 


Stipends for Teachers, Summer 1968: 
The American Foundation for the Blind 
has announced that a limited number of 
stipends of $200 each will be made avail- 
able to qualified educators of blind and 
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visually handicapped children who en- 
roll in certain summer courses and work- 
Shops during the summer of 1968. Ap- 
plicants must be administrators, super- 
visors, or teachers who will be employed 
full-time in educational programs for 
blind and visually handicapped students 
for the 1968-69 academic year. The dead- 
line for receipt of completed applications 
is May 1, 1968. For further information 
and an application form write to: Mr. 
William Feldman, director, Personnel 
and Training Service, American Founda- 
tion for the Blind, 15 West 16th Street, 
New York, New York 10011. 


MISCELLANEOUS 


Computerized Dictionary: A Radio 
Corporation of America Spectra 70— 
45 time-sharing computer was recently 
shown at the 20th annual conference of 
the Association of Computing Machinery 
in Washington, D. C., as the working 
link for translating Vietcong documents 
in a minimum of time. The computer is 
part of a complete system developed by 
Computing Technology, Inc., of Paramus, 
N. J. The New Jersey company has also 
devised a model dictionary and _ pro- 
gramed it for the computer. 

Data is sent either by communications 
lines or radio directly to the computer, 
which immediately performs the look- 
up function that would normally be 
done by a translator. 


Dogs in Alaska: Owen B. Hunt, a 
Philadelphia businessman, started his 
annual campaign in February to raise 
funds for food and medicines for sled 
dogs in 50 Alaskan villages. In the last 
four years, he reportedly has sent 25 
tons of dog food and $2,800 worth of 
medicine and insect repellent to Alaska. 
He hopes that 1967 will bring in $8,000. 
Every year, he says, about 20 per cent 
of the sled dogs in northern Alaska die 
of starvation, disease or mosquitoes. He 
says mosquitoes, some an inch long, sting 
the dogs’ eyes in the summer. The ani- 
mals go blind and have to be shot. 


Near-Blind Sculptor: Lucille Spiro- 
Smith who has only one-tenth vision in 
one eye, had a one-man show recently at 
the Charles Z. Mann Gallery in New 
York. Following the death of her hus- 
band, Mrs. Smith renewed a childhood 
interest in art and studied sculpturing. 
The results of her efforts were shown at 
the exhibit. 


AAIB 49th BIENNIAL CONFERENCE 
REGISTRATION FORM 





NAME! | ceccick ee Poc cbse ceobengeets saunas valuta Baudet bts eee lees cee delet oy ope gene ae see 
Address? is ne ne eae 
Regie. As ances il Saale a nee a cn Zip (if U.S.) 
AAIB Member for 1968: .................. VES. |) Peale ae Swit no 
. Member Non-Member 
Registration—Entire Conference $8.00 $10.003. © byte ee 
Registration—Per Day 
WHOL Dales spe. ee ee 3.00 4.00: [ee a ee 
President’s Banquet 7.00 1002 wie ae 
Luncheon for Ladies (Wives) 41D 420. M3 ee 
Tour of Greater Toronto (2% Hours) 2.50 2:50 aa" Sa ee 
Total sst0— us Sey 2S ee ee ‘i 


* U.S. Funds or Equivalent 


Tear out this Registration Form and send it together with a check made payable to 
AAIB, to: American Association of Instructors of the Blind 

711 Fourteenth Street, N.W., Suite 813 

Washington, D. C. 20005 


For room reservations, write: AAIB CONFERENCE RESERVATIONS, 
Hotel Royal York, Toronto 1, Ontario 


FOUNTAINHEAD Second Class 

AAIB Newsletter Postage 
711 Fourteenth St., N.W. PAID 
Washington, D. C. 20005 at 


Washington, D. C. 





CA 
P O BOX 6085 
LOUISVILLE KY. 4C€206 


Printed in U.S.A. 











‘American Association of Instructors of the Blind, Inc. 
711 Fourteenth Street, N.W. = Washington, DG 20005 3 


FOUNTAINHEAD 


Number 48 


June, 1968 


Editor: R. Paul Thompson, Executive Secretary, AAIB 


Publisher: American Association of Instructors of the Blind, 
711 Fourteenth St., N.W., Washington, D. C. 20005 


Issued: Five times yearly, during the months of January, April, June, September 


and November. 


Subscription: The FOUNTAINHEAD is sent to all members of the American Asso- 
ciation of Instructors of the Blind. Subscription to this newsletter without 
membership is available for $4.00 a year. 


Second class postage paid at Washington, D. C. 


Our Cover: Robert Whitlock, 14-year-old student at the New Mexico School for the 
Visually Handicapped, practices sending and receiving Morse Code as part of 
the course in radio procedures taught by members of the 1914th Communications 
Squadron’s (AFCS) Military Affihate Radio System (MARS) station at Hollo- 
man AFB, N. M. Robert records the messages heard through his earphones with 
a stylus on a braille slate, and practices repeating the dots and dashes with a 


telegraph key. (Official USAF Photo) 


IN DEX 


Agency Information 

Conventions, Institutes, Meetings 
Equipment, Materials 

Films 


AanreFe wy 


Overseas Information 


7 Personnel 

7 Publications 

0 Recordings, Record Service 
11 Research 
12 Vision — Problems, Information 
14 Miscellaneous 


AGENCY INFORMATION 


CNIB Anniversary: The Canadian Na- 
tional Institute for the Blind is celebrat- 
ing its first 50 years of service this year. 
To depict this progress, CNIB has pre- 
pared a short history telling the story 
of the early beginnings of the organiza- 
tion with its incorporation under the 
Dominion Companies Act in March, 1918 
as a non-profit philanthropic organiza- 
tion to serve the blind people of Canada 
~ and to prevent blindness, and explaining 
the many phases of its development 
through the years to the present time. 


Dance Instruction for the Handicapped: 
DANCE, Inc., has announced a new semi- 
nar on dance education for handicapped, 
June 24-26, at the University of Dayton, 
Dayton, Ohio. The seminar will include 
general sessions, specialized sessions, in- 
struction in- basic approaches and tech- 
niques, and special volunteer sessions. 
The registration fee of $385.00 includes 
three days’ room and meals on campus 
and the DANCE, Inc. Annual Dinner 
June 25, as well as three days of in- 


struction. Emphasis will be placed on 
dance instruction for the deaf, blind or 
retarded child. 

For further information or application 
blanks for attendance at the seminar, 
write: DANCE, Inc., 155 Franklin Street, 
Dayton, Ohio 45402. 


Deaf-Blind Correspondence Course: 
Twenty-five braille-reading deaf-blind 
persons ranging in age from the twenties 
to the sixties and living in all parts of 
the United States are now studying 
“Independent Living Without Sight and 
Hearing,” a tuition-free correspondence 
course offered by the Hadley School for 
the Blind, 700 Elm Street, Winnetka, Illi- 
nois 60093. It is hoped that an increased 
number of enrollments from deaf-blind 
persons can be accepted and that the pro- 
gram may eventually include study by 
friends and relatives of deaf-blind indi- 
viduals, as well as by professional work- 
ers interested in the field. 

Hadley School Openings: The Hadley 


School for the Blind has announced that 
300 openings are available for U.S. stu- 
dents in the following areas: 
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1. Braille—including Talking Braille 
(a recorded course that teaches the read- 
ing of English Braille), Braille Writing, 
Braille Review and Grade 3 Braille. 

2. Grade School Courses—including 
Spelling, English, History and Arithme- 
LIC. 

3. A complete high-school curriculum 
with accredited diploma. 

4. Vocational courses—including Typ- 
ing, Salesmanship, Insurance Selling, 
Commercial Law, Business English, Med- 
ical Terminology (for medical trans- 
ecribers) and Home Management. 

5. Avocational courses — including 
Verse Writing, Story Writing, Foreign 
Languages, Bible Courses. 

6. College courses for qualified students 
with a high-school diploma or its equiva- 
lent. 

For further information, including a 
braille catalog of courses, write to the 
Hadley School for the Blind, 700 Elm 
Street, Winnetka, Illinois 60093. 

—lIllinois Braille Messenger 


Garden for Blind Planned: The Florida 
Federation of Garden Clubs’ District 
Seven membership announced recently 
that they are completing plans for a 
garden for the blind at the Federation 
Headquarters in Winter Park. 

Featured will be beds of small plants 
such as herbs, bulbs and flower plants 
and within the garden will be a station- 
ary planter box, fingertip high, so that 
visitors may feel, touch, smell and taste 
the plants. 

Shrubbery selected to convey differ- 
ences in texture and shape will form a 
perimeter of the garden. Braille markers 
will mark each planting group. 

—Florida Concern For The Blind 


Hobbyist Aids Visually Handicapped: 
Mr. Charles E. Owens, Jr., assistant 
state right-of-way engineer for the Vir- 
ginia Department of Highways, and his 
wife, Melva, operate from their home at 
Noel, Virginia, a non-profit corporation 
called the Tarver Memorial Fund, which 
serves blind and physically handicapped 
people via tape recordings throughout 
the United States and 45 other countries. 
Mr. Owen is administrator of the Fund. 
Mrs. Owen, as his assistant, devotes ten 
to tweve hours a day to the office duties 
of filing and mailing tapes and handling 
correspondence. Mailing sometimes run 
as high as 3,000 to 4,000 pieces a month. 
Mr. Owen communicates effectively with 
more than 900 blind friends and clients 
of the Tarver Memorial Fund and its 


Smith-McKie Memorial Library, by pro- 
ducing on magnetic tape the word and 
sound picture of many of his travels. He 
has done descriptive tapes such as St. 
John’s Church in Richmond; at the grave 
of the late President Kennedy; crossing 
Chesapeake Bay over the 17-mile bridge 
and tunnel route; and a ride in a prop- 
jet airplane. He has done battlefields and 
other historical sketches; he has taken 
his blind friends, via tape recordings, on 
a trip through a tobacco factory and 
“showed” them how cigarettes are made. 

The Tarver Memorial Fund and its 
operations are financed entirely from 
voluntary gifts which come from a vari- 
ety of souces, many from the blind them- 
selves. 


I.E. Students Win Awards: The No- 
vember 1967 issue of the Massachusetts 
Industrial Education Society News Letter 
listed a number of Perkins Industrial 
Arts Staff whose students won special 
awards for outstanding workmanship 
at the annual Spring Conference and 
Industrial Arts Fair. Teachers noted 
were: Mrs. Joan Carroll, Mr. Warner 
Stenquist, Mrs. Billie L. Bentzen, Mr. 
Charles Avadanian and Mr. William 
Howat. 


Industrial Arts Newsletter: The AAIB 
Industrial Arts Workshop has produced 
three newsletters during the current 
school year, under the coeditorship of J. 
Kirk Walter, Oak Hill School for the 
Blind and Charles R. Ruffino, New York 
State School for the Blind. The informa- 
tive April 1968 issue contained articles 
concerning Plastic Injection Molding, a 
Windproof Napkin Holder, a Unit in 
Bicycle Repair, a Ceramics Program, a 
Wind-Chime Mobile, Metal-Spinning and 
a Sewing Pamphlet which has recently 
been developed at the Perkins School 
for the Blind, entitled “A Guide for 
Mothers who Sew with their Daughters.” 


Radio Communication: Radio operator 
trainees at Arkansas Enterprises for the 
Blind are helping families send messages 
to their sons and husbands in Viet Nam 
and other foreign areas where U.S. serv- 
icemen are posted. The Trainees and 
other volunteers use the MARS program, 
a network for auxiliary communication 
with bases throughout the world. Ham 
radio, long an informal activity at AEB, 
became part of the curriculum last year. 
—NIB News 


Vending Stand Operation: Almost 
3,000 blind men and women earned an 


average salary of $4,932 last year op- 
erating vending stands, according to 
VRA Commissioner Mary E. Switzer. 
Gross sales of $65 million showed a ten 
percent increase over the previous year 
for the 2,661 stands located throughout 
the United States. 


“One of the gateways out of social 
isolation for blind people is the ability 
to produce goods or provide services 
with unquestionable cash values,” said 
Miss Switzer. “The private vending 
stands operated on Federal and other 
property, give thousands of blind people 
the opportunity to train for, operate or 
supervise a small profit-making business. 
This ability to be independent leads the 
blind into an awareness of their own 
worth and dignity.” 

—APA Bulletin 


CONVENTIONS, INSTITUTES, 
MEETINGS 


AAIB Biennial Conference Program: 
The AAIB 49th Biennial Conference, 
June 23-27, Toronto, with headquarters 
at the Royal York Hotel, promises to be 
one of the most outstanding conferences 
in the history of the Association. “Be- 
yond the Three R’s,” the Conference 
theme will be treated in three General 
Sessions, five Concurrent Sessions and 
six Workshop Meetings. 


The Conference committee, under the 
chairmanship of William H. English, 
AAIB First Vice-President, has com- 
bined in one conference an impressive 
list of topics of vital importance at the 
present time, to be presented by national 
and international authorities on the sub- 
jects concerned. Important Association 
business sessions will consider a proposed 
name change for the AAIB, Constitu- 
tional and Bylaw revisions, the selection 
of the 1974 Conference City and the 
important selection of AAIB Officers and 
Board members for the 1968-70 biennium. 


A very effective local arrangements 
committee under the co-chairmanship of 
Mr. George C. Whetstone and Mr. David 
A. Neill has been at work many weeks 
in making preparations for the unique 
conference. Committee and Workshop 
officers of the Association, responsible 
for various small meeting groups, have 
developed broad, professional programs 
concerning their specific areas. 


A special registration fee of $1.00 is 
acceptable for a spouse and/or children 
of a member who registers and attends 


any meeting of the Biennial Conference, 
provided that: (1) The member registers 
and pays the regular fee; (2) The spouse 
and/or children are not AAIB members; 
and (8) The spouse and/or children have 
not been employed in work for the visu- 
ally handicapped within a_ two-year 
period preceding the Conference. Such 
registrants will be issued a special badge 
denoting them as guests of the Confer- 
ence. 


CEC Conventions Announced: The 
Council for Exceptional Children has 
scheduled the following three annual 
conventions: 47th Annual International 
Convention—April 8-12, 1969; Denver 
Hilton Hotel, Denver, Colorado. 

48th International Convention—April 
19-25, 1970; Conrad Hilton Hotel, Chi- 
cago, Illinois. 

49th Annual International Convention 
—April 18-24, 1971; The Fontainebleau 
Hotel, Miami Beach, Florida. 


Computer Managed Instruction: Two 
Los Angeles California Schools are us- 
ing computer-managed instruction this 
year. When first graders at Brentwood 
and Roosevelt Elementary Schools finish 
a lesson, their work goes into a computer 
which checks it over, diagnoses learning 
problems and prescribes the next assign- 
ment for each student—all in about two 
minutes. Of particular value for schools 
using individualized instruction, where 
the teacher may have to check thousands 
of answer sheets every week, the com- 
puter also gives teachers detailed feed- 
back on whether they are meeting the 
instructional objectives they set for their 
classes. CMI, still in an early pilot stage, 
is being developed and tested through the 
Southwest Regional Laboratory for Ed- 
ucational Research and Development, 
Inglewood, California. 


European Tour for the Blind: Franklin 
Travel, Inc., specialists in international 
group travel, is sponsoring a_ special 
tour to Europe for the blind, to see 
places of interest that can be enjoyed 
through touch, smell and sound. The 
22-day tour will begin July 29 and will 
include visits to London, Lucerne, Rome, 
Sorrento and Paris. The fare, $999 per 
person includes air transportation, lodg- 
ing and meals. 

For further information write: Frank- 
lin Travel, Inc., 344 Suburban Station 
Building, Philadelphia, Pennsylvania 
19103. 








Education of Deaf-Blind and Multiple 
Handicapped Children Institute: An In- 
stitute on the Education of Deaf-Blind 
and Multiple Handicapped Children will 
be held at George Peabody College for 
Teachers, June 10-14. The Institute is 
being offered in response to the increas- 
ing problems of those who work with 
multiple handicapped children. The pur- 
pose is to bring together all types of 
personnel who work with such children. 


Members of the institute staff include 
Erbert F. Cicenia, Dr. Edward J. Water- 
house, Mr. Maurice Tretakoff, Jennie 
Adams, Dr. William M. Cruickshank, 
Mrs. Rachel Rawls, Miss Annette Dins- 
more, Dr. Samuel Ashcroft, Miss Carol 
Halliday, William A. Bricker, M. Louise 
Owen, Edward C. Frierson and Helmer 
R. Myklebust. For further information 
write: Dr. Verna Hart, Director of Work- 
shop, Box 326, Peabody College, Nash- 
ville, Tennessee 372038. 


Guidance Counselors Institute Planned: 
The AAIB has received a grant from 
Rehabilitation Services Administration, 
to conduct a five-day Institute to train 
guidance counselors of visually handi- 
capped youth in the understanding and 
application of information and skills in 
prevocational and vocational counseling 
for the blind. The Institute is to be held 
November 11-15, 1968 at the Villa Capri 
Convention Center, adjacent to the Uni- 
versity of Texas, in Austin. The Insti- 
tute is designed to provide information 
on major job fields in the United States 
currently available to visually handi- 
capped persons and to develop the skills 
of guidance counselors in working with 
visually handicapped youth. The Institute 
Staff will consist of persons nationally 


prominent in guidance counseling of the . 


visually handicapped, representing the 
Rehabilitation Services Administration, 
American Foundation for the Blind, Per- 
sonnel Research Center, University of 
Texas and the AAIB. 


Institute participants must be full-time 
high school guidance counselors for the 
1968-69 school year having at least five 
visually handicapped counselees under 
their direction. Only 30 counselors will 
be selected for the Institute. Travel costs 
to and from the Institute and per diem 
of $16.00 for the five-day program will 
be provided each of the participants. 

Application blanks and further infor- 
mation regarding the Institute can be 
obtained by writing the AAIB office. 


Illinois Commemoration: The Frank 
Hall Diamond Jubilee, commemorating 
the 75th anniversary of the invention of 
the Braille sterotype machine, will be 
held June 8 at the Illinois Braille and 
Sight Saving School in Jacksonville, 
Illinois. The jubilee, sponsored by the 
school, its alumni association, and its 
operating agency, the Illinois Department 
of Children and Family Services, will 
honor the memory of Frank H. Hall, a 
former superintendent whose two inven- 
tions revolutionized the field of educa- 
tion of the blind. 

Festivities will include the presenta- 
tion of a bronze plaque in Hall’s honor 
by the IBSSS alumni association, a ‘‘pre- 
miere” showing of a new sound-color 
film, and a formal banquet. Featured 
speaker for the banquet will be Robert 
S. Bray, chief of the Division for the 
Blind and Physically Handicapped, Li- 
brary of Congress. 

The film, “A Bridge to Somewhere,” 
was made especially for the anniversary 
celebration. It depicts activities of stu- 
dents and the influence of Hall’s inven- 
tions in their educational development. 
Scenes also show blind adults using 
braille material as they work in various 
occupations. 

The jubilee will be a major historical 
event in connection with the Illinois Ses- 
quicentennial. 


Institute to Study the Needs of the 
Late Entrant: A short term institute 
designed to study the needs of the late 
entrant in a program for the visually 
handicapped, with special emphasis on 
the student who must gain new skills 
in braille, will be held October 15-18 on 
the campus of the Tennessee School for 
the Blind. The four-day institute is 
jointly sponsored by George Peabody 
College for Teachers, Department of Spe- 
cial Education and the Tennessee School 
for the Blind. 

Participants must have at least three 
years’ experience in work with blind 
children, be involved in the problems of 
the late entrant, and be serving as a 
classroom teacher, a special instructor 
or an administrator. Address all inquiries 
to: Miss Freda Henderson, Tennessee 
School for the Blind, 115 Stewarts Ferry 
Pike, Donelson, Tennessee 37214. 


NSPB Conference: The National So- 
ciety for the Prevention of Blindness 
will commemorate its 60th anniversary 
in a three-day conference, November 
20-22, at the Hotel Roosevelt in New 


York City. About 400 professional and 
volunteer workers in the prevention of 
blindness field are expected to attend 
the meetings. Prominent physicians, sci- 
entists and educators in prevention of 
blindness and related fields will deliver 
papers and hold panel discussions and 
seminars on the latest developments in 
detecting and combating potentially 
blinding eye diseases, community action 
eye health programs, and programs for 
industrial and school eye safety. 


Reading Instruction Workshop: Brig- 
ham Young University, Provo, Utah, has 
announced a Graduate Education Work- 
shop, “Teaching Blind Children to Read,” 
designed to develop a new approach to 
make braille reading a vigorous tool in 
communication for young beginners, 
multi-handicapped children, older begin- 
ners and advanced readers. Coordinator 
of the program is Mrs. Ina W. Kurzhals, 
curriculum instructor of the Utah School 
for the Blind. Guest faculty include Miss 
Freda Henderson, George Peabody Col- 
lege for Teachers and Dr. Evelyn Rex, 
Illinois State University. For further 
information on the workshop, to be held 
July 2-11, 1968, write: Mrs. Ruth H. 
Craig, 257 McKay Building, Brigham 
Young University, Provo, Utah 84601. 


EQUIPMENT-MATERIALS 


Deaf-Blind Exhibit Available: An ex- 
hibit featuring pictures of Helen Keller 
and Anne Sullivan and including deaf- 
blind children and adults of today was 
prepared at the time of the Anne Sul- 
livan Centennial. Further information on 
how to obtain an exhibit, can be learned 
by writing: R. M. Campbell Associates, 
Academy Avenue, Saxtons River, Ver- 
mont 05154. 


Reading Aids for the Handicapped: 
The American Library Association has 
published a revised edition of Reading 
Aids for the Handicapped. The publica- 
tion includes information on large type 
books, dictionaries in large type, dupli- 
cating firms, magnifiers, page turners, 
projectors and readers, reading glasses, 
reading stands, self-help devices, talking 
book machines, talking books and other 
specialized services. Order the publica- 
tion from: American Library Associa- 
tion, 50 East Huron Street, Chicago, 
Illinois 60611. 


Visotoner Article: Mr. Harvey L. 
Lauer, electronic reading specialist at 
the Central Rehabilitation Section for 
Visually Impaired and Blinded Veterans, 


Veterans Administration Hospital, Hines, 
Illinois, is the author of an article, ‘The 
Visotoner,” appearing in the April 1968 
issue of The New Beacon (published by 
the Royal National Institute for the Blind, 
224 Great Portland Street, London W1 
England). Mr. Lauer’s article is based 
on a paper originally presented at the 
Midwest Conference of Home Teachers 
for the Blind at Columbus, Ohio, October 
1967. He indicates his purpose in writing 
was “to present the case for a direct 
reading machine for the blind and to 
describe the Visotoner.” 


FILMS 


Deaf-Blind Film: A new film, “The 
Legacy of Anne Sullivan,” which has 
been jointly sponsored by the Industrial 
Home for the Blind and the Perkins 
School for the Blind, will be made avail- 
able on a free-loan basis after June 15. 
The film, showing how both children and 
adult deaf-blind are being helped, edu- 
cated and trained, traces the work of 
Anne Sullivan with Helen Keller. 

For further information on the film 
and to request bookings for film show- 
ings, write: Campbell Films Library, 
Saxtons River, Vermont 05154. 


Speech Instruction with a Deaf-Blind 
Pupil Film: A short film on tactual lip 
reading, “Speech Instruction With a 
Deaf-Blind Pupil,’ shows Mrs. Rose M. 
Vivian, principal of the Department for 
Deaf-Blind Children of the Perkins School 
for the Blind, working with her pupil 
Chan Poh Lin of Singapore on the pro- 
nunciation of one word. The film demon- 
strates the effort required by the pupil to 
reproduce the vibrations of the teacher’s 
voice with clarity. 

The 6-minute, color-sound film is avail- 
able for purchase at $65.00 a print or 
may be rented for two-day use for $5.00. 
Order from: Campbell Films, Saxtons 
River, Vermont 05154. 


Vision Screening Techniques Film: 
The National Society for the prevention 
of Blindness has received a grant for 
$35,000 from the Charles A. Dana Foun- 
dation, Incorporated, for the production 
of a film and manual to instruct pro- 
fessional personnel and volunteers on the 
techniques of vision screening. 


OVERSEAS INFORMATION 


Leprosy Study in India: A study was 
recently conducted at the Dermatology 
Department of S.N. Hospital, Agra, 
India, to determine the incidence of ocu- 














lar lesions in leprosy. Of the 100 ad- 
vanced cases examined, all had ocular 
involvement; 75 were of the lepromatous 
type and 25 were of the tuberculoid 
type. The study suggested the relation- 
ship between duration of leprosy and 
the likelihood of ocular involvement. It 
was noted that glaucoma in lepers is 
very rare. 


Rubella Vaccine: About 1,000 doses of 
an experimental vaccine against ru- 
bella have been shipped to Taiwan 
where an outbreak of the _ disease 
threatens to develop into a full epidemic. 
The vaccine development branch of the 
National Institute of Allergy and In- 
fectious Diseases is sponsoring the trial. 
Use of the vaccine at this time in Taiwan 
will provide the first chance to see how 
it functions in the face of a major 
natural outbreak. 


PERSONNEL 


Guidance Position Desired: Mr. Harold 
A. Martinez, 1630 Grand Ave., N.E., Apt. 
1, Albuquerque, New Mexico 87106, is 
desirous of obtaining employment in the 
guidance and counseling field. He com- 
pleted 11 years of schooling at the New 
Mexico School for the Visually Handi- 
capped and earned a Master of Arts 
Degree at the University of New Mexico 
in Albuquerque. Mr. Martinez indicates 
he possesses special skills in typewriting, 
dictaphone operation and in the use of 
braille. 


PUBLICATIONS 


AAWB Publishes Contemporary Pa- 
pers: The American Association of Work- 
ers for the Blind has published Volume 
II of Contemporary Papers, a series of 
documents dealing with the deaf-blind. 
The first part of this pamphlet deals 
with the acts signed in October 1967 to 
establish a center for deaf-blind youths 
and young adults. The second half is 
entitled ‘‘Rubella”—-a New Hazard for 
Children. This includes reproductions of 
two papers written by Dr. Edward J. 
Waterhouse. In addition, there are com- 
ments by Dr. Berthold Lowenfeld, for- 
erly superintendent of the California 
School for the Blind, and a report by 
James F. Garrett, assistant administra- 
tor (Research and Demonstration) Social 
and Rehabilitation Service, Department 
of Health, Education and Welfare, on 
an important symposium at the AAWB 
Annual Convention held in Miami Beach, 
Sly LOG Te 


Copies of Contemporary Papers Vol- 
ume II, may be obtained free of charge 
from: American Association of Workers 
for the Blind, 1511 K Street N.W., 
Washington, D.C. 20005. 


Blinded Veterans Book: The American 
Foundation for the Blind has published 
851 Blinded Veterans: A Success Story. 
The 1964 study was supported by the 
Veterans Administration and carried out 
by the Research Department of the 
American Foundation for the Blind, in 
consultation with the Blinded Veterans 
Association. Project staff members and 
authors of the book are Milton Graham, 
Ph.D., Robert L. Robionson, M.S.W., 
Austin Lowrey, M.D., Marie M. Sarchin, 
A.B., and Frank Tims, A.B. This study 
establishes that when provided with ade- 
quate medical, social, and rehabilitative 
services, blind persons can achieve a 
place in the community comparable to 
that of their sighted peers. 

Copies of the book can be obtained by 
writing: Publications Director, American 
Foundation for the Blind, 15 West 16th 
Street, New York, N.Y. 10011. (Price 
$4.25) 


Braille-Print Juveniles for Blind Par- 
ents: The Vision Center, Columbus, Ohio, 
is adapting Sturdi-Contour Books (for 
children between the ages of 1 and 5) 
so that they may be used by blind par- 
ents with sighted children. Braille is 
printed on a Braillabel (plastic, trans- 
parent, adhesive backed paper) which is 
cut into strips and placed above or be- 
tween the lines of printing in the book. 
Because the paper is transparent, the 
braille insert does not distort the pic- 
tures. The books thus adapted are ex- 
tremely durable. 

Four titles are currently available: 
Trains, Kittens, Farm Animals and 
Trucks. The cost of each book is 59 cents. 
For further information or to place an 
order, write to the Vision Center, 1395 
North High Street, Columbus, Ohio 
43201. —Braille Book Review 


Brain Injury Bibliography: A 1967 an- 
notated bibliograph, ‘Brain Injury and 
Related Disorders in Children,’ can be 
obtained at no charge by writing: Earl 
Graham, Librarian, National Society for 
Crippled Children and Adults, 2023 W. 
Ogden Ave., Chicago, Ill. 60612. 


Deaf-Blind Reprints Available: ‘“Teach- 
ing Speech and Speech Reading through 
a More Comprehensive Use of the Tac- 
tile Sense,” by Rose M. Vivian, principal 


of the Deaf-Blind Department, Perkins 
School for the Blind, and “Teaching 
Deaf-Blind Children,” an article which 
appears in the March 1968 issue of the 
Perkins Lantern, may be obtained by 
writing: Dr. Edward J. Waterhouse, 
Director, Perkins School for the Blind, 
Watertown, Massachusetts 02172. 

Copies of “A Complete Program for 
Deaf-Blind Children,” a paper presented 
by Dr. Edward J. Waterhouse at the 
ICEBY meeting in August, 1967, are also 
available from Perkins. Guidelines for 
Helping Deaf-Blind Persons, and a re- 
print of the paper on the ‘‘Placement of 
Two Deaf-Blind Persons in Jobs” are 
both available from: The Industrial 
Home for the Blind, 57 Willoughby 
Street, Brooklyn, N.Y. 11201. 


Dictionaries in Large Print: The Li- 
brary Reproduction Service of the Micro- 
film Company of California has pub- 
lished Webster’s Seventh New Collegiate 
Dictionary in large print. The four- 
volume publication, 9x13, has over 4,000 
pages printed in 18 point type. Each 
volume contains a full pronounciation 
guide. Order from: Microfilm Company 
of California, Library Reproduction 
Service, 1977 South Los Angeles Street, 
Los Angeles, California 90011 (Price: 
$135.00) 

Thorndike-Barnhart Junior Dictionary 
in large type can be obtained from the 
American Printing House for the Blind, 
1839 Frankfort Avenue, Louisville, Ky. 
40206. (Price $114.90) 

Winston Dictionary for Schools, has 
been published by Stanwix House, 3020 
Chartiers Avenue, Pittsburgh, Pennsy]l- 
vania 15204. (Price $38.00) 

Grolier Large Type Encyclopedia is 
available from Keith Jennison Books, 
575 Lexington Avenue, New York, N.Y. 
10022. (Price: $12.50) 

‘ERIC Document Reproduction Service: 
Requests for reproduced documents in- 
cluded in the ERIC Document Reproduc- 
tion Service, should be addressed to: 


EDRS 

The National Cash Register Company 
4936 Fairmont Avenue 

Bethesda, Maryland 20014 


The price of microfiche has increased 
from 9 cents per fiche to 25 cents per 
fiche. Hard copy price remains at 4 cents 
per page. A special handling charge of 
50 cents for orders totaling less than 
$3. is also made. 


ICEBY Proceedings Available: The 
proceedings of the fourth Quintennial 


Conference of the International Con- 
ference for the Education of Blind Youth 
in Watertown, August 1967, are now 
available from Perkins School for the 
Blind, 175 N. Beacon Street, Watertown, 
Massachusetts 02172. (Price: $3.00) All 
persons attending the Conference last 
August will receive a copy free of charge. 


Innovation Projects: Title III projects 
from the first year of Projects to Ad- 
vance Creativity in Education (PACE) 
are catalogued in the publication, Pace- 
setters in Innovation, Fiscal Year 1966. 
The book has separate indexes for sub- 
ject, local school district and project 
number. Brief resumes give descriptions 
of the projects, purposes, methods and 
procedures. 

Copies of the publication can be pur- 
chased from: Superintendent of Docu- 
ments, U.S. Government Printing Office, 
Washington, D.C. 20402 (Publicatior 
number OE-20103. (Price: $2.50) 


Journal of Learning Disabilities: A 
multi-disciplinary, clinical exchange mag- 
azine, Journal of Learning Disabilities, 
has recently been initiated. Beginning 
with the January 1968 issue, the Journal 
is to be published monthly. Subscription 
prices U.S.—one year, $7.00; two years, 
$10.00. Canada and Foreign—one year, 
$10.00; two years, $17.00. Special one 
year teacher and student rate—$4.00. 
Send subscriptions to: The Professional 
Press Incorporated, Publishers, Room 
1410, 5 North Wabash Avenue, Chicago, 
Illinois 60602. 

In the initial issue, the Journal of 
Learning Disabilities, acknowledged the 
advent of a new era—the growing 
recognition of a field that requires pro- 
fessional concern at many levels. The 
publication proposes to serve as a vehicle 
for the exchange of clinical information 
and interdisciplinary dialogue, empha- 
sizing very practical approaches in an 
effort to make its pages of optimum use 
to all concerned. 


Large Print Books Published: Ulvers- 
croft Large Print Books to be printed 
between April and September 1968 in- 
clude 386 titles selected from the cata- 
gories of mystery, romance, fiction, non- 
fiction and western. The new titles are 
being added to the almost 250 titles 
which have been printed by this pub- 
lisher during the past three years. The 
sale of the books is restricted to public 
libraries, school libraries, associations 
for the blind, veteran’s and other hos- 
pitals, schools for the partially-sighted, 
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Red Cross and various welfare organiza- 
tions. All Ulverscroft Books are priced 
at $4.00 per volume, net delivered; all 
orders are shipped from England. Ap- 
proximately four weeks are required for 
transit. 

Orders or requests for additional in- 
formation, as well as copies of their 
large print titles available at this time, 
can be obtained by writing: W. Thirlby, 
1749 Grand Concourse, Bronx, New York 
10453. 


Large Print Cookbook: Grolier has 
recently published Simple Cooking for 
the Epicure, by Jean Hamilton Camp- 
bell and Gloria Kameran. It includes 
utensils necessary, staples that should 
be on hand and recipes from appetizers 
through desserts. The large-print book 
sells for $7.95. Order from: Keith Jenni- 
son Books, 575 Lexington Avenue, New 
York, N.Y. 10022. 


Large Print Mysteries: A series of 
large print mysteries has been published 
by Walker and Company, a division of 
Publication Development Corporation, 
720 Fifth Avenue, New York, N.Y. 10019. 
Included among the titles are: Against 
the Public Interest and Death at Crane’s 
Court. 


Large Print Newspaper: A_ special 
weekly newspaper, Know Your World is 
published by American Education Publi- 
cations, Education Center, Columbus, 
Ohio. This paper is designed for use by 
school age students to make them aware 
of current events in the news. 


Medical Dictionary in Braille: For the 
first time, an unabridged edition of an 
authorized medical dictionary has been 
made available in braille in a multiple- 
copy edition. Through a grant to the 
Hadley School for the Blind from the 
Social and Rehabilitation Services Ad- 
ministration of HEW, the original plate 
costs are being underwritten for this 
book. Hadley School has_ contracted 
with the Printing House for the Blind 
for the publication of the braille edition. 
Because of the large size of this work, 
it will not be possible for APH to stock 
large quantities in anticipation of orders, 
so that, following the first printing, 
orders will have to be accumulated in 
sufficient quantities to justify reprinting 
from time to time. Order Dorland’s 
Medical Dictionary, 24th ed., by Saun- 
ders (49 volumes, approximately 13,475 
pages, Catalog No. 5-3282, from: Ameri- 
can Printing House for the Blind, P.O. 


Box 6085, Louisville, Ky., 40206. (Price: 
$198.45) 


Minimal Cerebral Dysfunction Publi- 
cation: The California Association for 
Neurologically Handicapped Children 
has prepared a “Publications and Re- 
source List on Minimal Cerebral Dys- 
function.” The list includes CANHC 
sponsored publications, and other re- 
sources in the form of books and articles. 
Copies of the publications list can be 
obtained by writing: CANHC Publica- 
tions and Resource, 11291 McNab Street, 
Garden Grove, California 92641. 


Occupations Handbook: The new 1968- 
69 edition of the Department of Labor’s 
Occupational Outlook Handbook, is now 
available for purchase. The book con- 
tains more than 700 occupations and 
gives such information as the nature of 
the work, locations of employment, edu- 
cation and training requirements, em- 
ployment outlook for the next 10 years, 
earnings and working conditions, and 
what competition an applicant may ex- 
pect for a particular job. 

Order from: Superintendent of Docu- 
ments, U.S. Government Printing Office, 
Washington, D.C. 20402. (Price: $4.25) 


Preschool Blind Children: The ‘“Pre- 
school Child Who is Blind,” a 1953 pub- 
lication reprinted in 1966, describes how 
the parents of a blind child can start 
him on the road to independence and a 
life that is as interesting and happy and 
useful as that of any other person. 
Order copies of the publication from: 
Superintendent of Documents, Govern- 
ment Printing Office, Washington, D.C. 
20402. (Catalog No. FS 14.118:39. Price: 
10 cents) 


Psychiatric Services to Blind Persons: 
The American Association of Workers 
for the Blind has recently published 
Contemporary Papers Volume III, treat- 
ing “The Role of the Psychiatrist in 
Better Service to Blind Persons.” The 
publication contains the following 
articles: “The Role of the Psychiatrist 
in the Rehabilitation Center for the 
Blind,” by Dr. W. Payton Glob; “The 
Role of the Psychiatrist is Assisting the 
Multi-Handicapped Young Blind Adult 
on an Out-Patient Basis,” by Dr. Edith 
M. Jurka; and “Rehabilitation on the 
Mentally Handicapped Blind: A Program 
for the Blind Multi-Handicapped Child,” 
by Dr. Eugene A. Hargrove. 

Copies of the publication can be ob- 
tained free of charge by writing: Ameri- 


ean Association of Workers for the 
Blind, Inc., 1511 K Street N.W., Wash- 
ington, D.C. 20005. 


Sighted-Guide Suggestions: Francis D. 
Ryan, a teacher of orientation and mo- 
bility at the Braille Institute of America, 
Los Angeles, has prepared an 11-page 
pamphlet, Suggestions for Functioning 
as a Sighted-Guide. The publication may 
be obtained by writing: Mr. Francis D. 
Ryan, 12017 Albers Street, North Holly- 
wood, California 91607. (Price: 40 cents) 


Sunglasses Pamphlet: An informative 
pamphlet describing types of sunglasses, 
when and where to wear them, proper 
colors and styles, etc., has been pub- 
lished by the American Optometric As- 
sociation. The ten-page, two-color 3% 
x 8% pamphlet can be obtained by writ- 
ing: American Optometric Association, 
7000 Chippewa St., St. Louis, Missouri 
63119. (100 copies for $3.60) 


WAIS Manual in Braille: A master 
copy of the manual for the Wechsler 
Adult Intelligence Scale has recently 
been transcribed into braille. Brailon 
copies have been made and are available 
in four volumes, at the price of $13.32. 

Only “qualified psychologists or psy- 
chometrists”’ can purchase the volumes 
and must obtain individual permission 
from James H. Ricks, Jr., associate direc- 
tor, test division, Psychological Corpora- 
tion, 304 East 45th Street, New York, 
N.Y. 10017. After his permission has 
been granted, the braille reader can 
place an order with Mrs. Jean Alexander, 
president, North Branch Braille Trans- 
cription Project, 6th District, C.C.P.T., 
1230 Payne Court, Los Altos, California. 


World Book Yearbook—Braille Edition: 
As a continuation of the publication of 
the braille edition of The World Book 
Encyclopedia, Field Enterprises Educa- 
tional Corporation has again paid for 
the platemaking of the 1968 World Book 
Yearbook. The 1968 Yearbook is now 
available in braille at the printing-and- 
binding costs only. Order the six-volume 
braille publication (Cat. No. 6-5800) 
from the American Printing House for 
the Blind, P.O. Box 6085, Louisville, Ky. 
40206. (Price: $24.30) 


RECORDINGS-RECORD SERVICE 


Braille Forum on Tape: The bi- 
monthly publication of the American 
Council of the Blind, the Braille Forum 
can be obtained in braille, large type and 
magnetic tape editions. The purpose of 
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the magazine is to inform its readers of 
legislative matters and services avail- 
able to blind persons. 

The publication is sent without charge 
upon request. Write: Miss June Gold- 
smith, American Council of the Blind, 
Board of Publications, 652 East Mallory 
Avenue, Memphis, Tenn. 38106. 


Compressed Telephone Message: A 
sample of compressed speech has been 
recorded and can be heard by dialing the 
area code 212 265-4144. An automatic 
answering device is operative at all 
hours. 


Computer Compression: Arrangements 
for processing computer compressed 
speech can be made by contacting Mr. 
H. Leslie Cramer, 156 Line Street, Cam- 
bridge, Mass. 02139. Samples which have 
already been computer compressed are 
also available. 

Persons desiring to use this service, 
should advise Mr. Cramer concerning the 
length of the selection, the degree of 
compression desired and the mode of 
compression preferred (monotic or 
dichotic). 


Listening Efficiency Study: Dr. Richard 
W. Woodcock and Miss Charlotte R. 
Clark have suggested that the use of 
compressed speech in standard instruc- 
tional programs may prove to be highly 
effective. Their recent study of the ef- 
fects of listening rate provided evidence 
that high speed listening can be an 
efficient medium of learning for elemen- 
tary school children. Results indicated 
that listening rates of 228 and 278 
wpm are more efficient for learning and 
retention than the normal rate of 178 
wpm. In addition, it was shown that the 
most efficient rate for “high” IQ subjects 
was greater than the most efficient rate 
for “low IQ subjects. 

—CRCR Newsletter 


Rate-Controlled Speech Issue: The 
September 1968 issue of the Journal of 
Communication will be devoted exclu- 
sively to rate controlled speech. About 
ten papers will be printed, dealing with 
listening rate, methods of speech com- 
pression, and variables affecting com- 
prehension. Single copies of the issue 
can be obtained for $2.00 each; a year’s 
subscription to the magazine sells for 
$8.00. Make checks payable to: National 
Society for the Study of Communication, 
and mail to: Mark L. Knapp, Box 5511, 
Milwaukee, Wisconsin 53211. 


were. 


Titles Available on Tape: The Record- 
ing for the Blind Newsletter February- 
March, 1968, consisted of a list of ‘Titles 
Available on Tape” from RFB. The titles, 
also available on discs, are classified as 
School Books, Philosophy and Psychol- 
ogy, Religion, Social Sciences, Lan- 
guages, Pure Science, Technology, The 
Arts, Literature and History. This list 
is to be followed by a regular monthly 
listing of new titles added to the RFB 
collection. RFB has reminded its users 
again that between June 1-November 30, 
it will accept ink prints to be recorded, 
and requests for tape copies of books 
already recorded, only from college and 
graduate students and adults requiring 
specialized material essential to their 
occupations. Because of overtaxed facili- 
ties during the summer months, all users 
of these services are requested to mail 
ink prints to be recorded and requests 
for books already recorded as early as 
possible to: Recording for the Blind, Inc., 
215 East 58th Street, New York, N.Y. 
10022. 


RESEARCH 


Deaf-Blindness Research Publication: 
The 1966 publication by the Industrial 
Home for the Blind, Brooklyn, New 
York, New Frontiers for Research on 
Deaf-Blindness—Proceedings of a Semi- 
nar Conducted by the Industrial Home 
for the Blind with the Support of the 
Vocational Rehabilitation Administra- 
tion, April 15, 1966, is now available 
through the ERIC Document Reproduc- 
tion Service, The National Cash Register 
Company, 4936 Fairmont Avenue, Beth- 
esda, Maryland 20014. Order Number— 
EC 000 600. (Price: Microfiche 50 cents; 
Hard copy $2.48) 


Eye Research Book: A pamphlet pub- 
lished recently by the National Institute 
of Neurological Diseases and Blindness, 
Eye Research, reports on recent research 
gains in the field of neurological and sen- 
sory disorders. The publication describes 
the Institute’s program of research into 
such blinding diseases as glaucoma, cat- 
aract, uveitis and disorders of the retina 
and cornea. Copies of the publication can 
be obtained without cost from: National 
Institute of Neurological Diseases and 
Blindness, Room 8A16, Building 31, Na- 
tional Institutes of Health, Bethesda, 
Maryland 20014. 


Eye Research Progress: Research to 
Prevent Blindness, Inc. recently held a 
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conference to advise science writers on 
a wide variety of developments in eye 
research. The reports included informa- 
tion on a new technique to determine 
when oxygen therapy is threatening eye 
damage to premature infants; a tech- 
nique whereby the natural membrane is 
stripped from the donor cornea and re- 
placed with a layer of silicone rubber 
which prevents the admission of unde- 
sirable fluids; a method of preshaping 
cornea grants, prefitting them with su- 
tures and storing them until needed; a 
technique for using a device consisting of 
a tiny tube of clear plastic with a 
braided skirt of Dacron mesh, which has 
been placed into a depression created in 
a patient’s cornea, “skirt” side up (the 
mesh attracts connective tissues and 
forms a firm union with surrounding eye 
tissue); and the development of tiny 
radio “pills” small enough to be placed 
in an animal’s eye, which are being used 
to report pressure changes in the sub- 
ject’s eye. 


Glaucoma Research: A tiny FM radio 
pill “placed in the eye of a small animal 
provides information that may solve 
some of the problems relating to glau- 


coma.” Implanted devices which may 
have functioned satisfactorily for a 
period of years, measure intraocular 


pressure and some physiologic pressures, 
arterial and cranial. 
—Medical World News 


Mentally Retarded-Visually Handi- 
capped Study: Pennhurst State School, 
Spring City, Pa., an institute for the 
mentally retarded, has received a grant 
from Rehabilitation Services Administra- 
tion, HEW, to develop an evaluation unit 
for patients with a visual handicap. The 
three-year project will be concerned with 
the 250 visually handicapped individuals 
at the hospital. It will be conducted by 
specialized personnel and will continue 
a program begun at Pennhurst in 1960 
with the aid of volunteers. 


Multi-Handicapped Blind Children in 
California: The California State Depart- 
ment of Education has contracted with 
Dr. Berthold Lowenfeld, former superin- 
tendent of the California School for the 
Blind, to conduct a study of multi- 
handicapped blind children. Dr. Lowen- 
feld’s California findings to date 
indicate 538 multi-blind children in school, 
and 39 deaf-blind children in _ school, 
totalling 577 children. His study also 
indicated a total of 344 multi-handicapped 


preschool and school age children not 
in school, and 1385 deaf-blind school 
age and preschool children not in school 
in the State. 


Research in Education: The Educa- 
tional Resources Information Center 
Staff, of the Office of Education, issues 
a monthly publication, Research in Edu- 
cation. Since July 1966, a limited number 
of documents selected and catalogued 
by each clearinghouse have been an- 
nounced in each issue of this publica- 
tion. Each item carried includes a 
description of contents or, for research 
findings, a condensed summary. Prices 
are quoted for ordering the complete 
document in microfiche, paper copy, or, 
in some cases, directly from a publisher. 

Research in Education subscriptions 
can be obtained for $11.00 yearly (12 
issues) in the United States, and $13.75 
in foreign locations. Order from Superin- 
tendent of Documents, U.S. Government 
Printing Office, Washington, D.C. 20402. 


Research on Retinas: Research workers 
at the department of Ophthalmology of 
the Otaga Medical School, Dunedin, New 
Zealand, have been fitting rats with con- 
tact lenses so that better photographs 
of the rat’s eyes, especially the retinas, 
may be made. The researchers are study- 
ing eye damage and blindness caused by 
high blood pressure. 


Research Regarding Children: The re- 
cently published, Research Relating to 
Children, Bulletin 21, includes reports of 
research, in progress or recently com- 
pleted, on growth and development; per- 
sonality and adjustment; educational 
process; exceptional children; the child 
in the family; social, economic, and cul- 
tural influences; health services; and 
social services, reported to the Clearing- 
house for Research in Child Life from 
June 1966 through April 1967. Order 
from: Superintendent of Documents, 
Government Printing Office, Washing- 
ton, D.C., 20402. Publication Number FS 
Aen de 2tee ( Price? $25) 


Research Related to Visually Impaired 
Children: Copies of Proceedings of the 
West Coast Regional Conference on Re- 
search Related to Blind and Severely 
Visually Impaired Children (Clark, Les- 
lie, L., Editor, San Francisco State Col- 


lege. 1965. 149 pp.) can now be obtained 


through ERIC Document Reproduction 
Service, The National Cash Register 
Company, 4936 Fairmont Avenue, Be- 
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thesda, Maryland 20014. Order number: 
EC 000 256 (Price: Microfiche 75 cents; 
Hard copy $5.96). 


Research Reports: Reports of research 
sponsored by the Bureau of Research, 
Office of Education, during the years 
1956 to 1965, are cited in Office of Edu- 
cation Research Reports, 1956-65. Legis- 
lation which authorized the research 
projects includes the Cooperative Re- 
search Program (PL 83-531, as amended 
by PL 89-10); Adult and Vocational 
Education (PL 88-210); Captioned 
Films for the Deaf (PL 89-905) ; Handi- 
capped Children and Youth (PL 88-164) ; 
Language Development (PL 85-864, Title 
VI); New Educational Media (PL 85- 
864, Title VII), and Research in Foreign 
Countries (PL 83-480). 

This historical report comes in two 
companion volumes, one for indexes and 
one for resumes. They can be ordered 
from the Superintendent of Documents, 
U.S. Government Printing Office, Wash- 
ington, D.C. 20402 as follows: 


Office of Education Research Reports, 
1956-65 Indexes (OE-12028). $2.00. Of- 
fice of Education Research Reports, 
1956-65 Resumes (OE-12029). $1.75. 
—Exceptional Children 


VISION—PROBLEMS, INFORMATION 


AOA Publications: The American Op- 
tometric Association has announced the 
availability of the following new publi- 
cations: 

A-3. “Mature Vision and Its Care,” 
which covers all aspects of aging vision 
including heavy emphasis on care and 
examination, with tips on using bifocals 
and suggestions on use of aging eyes. 
(16 pages; 2 colors 4” x 6”; 100 copies— 
$3.60) 

MS-1. “See More Years,” a 45-frame 
color series on vision care of the aging 
designed especially for showing before 
civic and school groups. It explains the 
need for continued good vision in ma- 
turing years and describes research in 
this area, outlining effects of age on 
vision. Slides and one script—$13.50 per 
set. 

L-2. “What Everyone Asks About Con- 
tact Lenses,” an eight-page, two color 
leaflet answering frequent questions on 
this subject. (Price: 100—$3.60) 

C-23. “Reading Takes Seeing,” a leaf- 
let, illustrated with rebus drawings, em- 
phasizing the importance of vision in 
school achievement. This publication is 
suitable for professional meetings, es- 
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pecially in connection with the back-to- 
school program. (Price: 100—$2.70) 

Order the above publications from: 
American Optometric Association, 7000 
Chippewa Street, St. Louis, Missouri 
63119. (Prepaid orders will be billed sep- 
arately for postage.) 


Diabetic Finings: It has been reported 
in the Journal of the American Medical 
Association, that blindness associated 
with severe diabetes, called “diabetic 
retinopathy,” has been prevented and 
sometimes cleared up by removal of the 
anterior pituitary gland in an impressive 
number of cases. One group of surgeons, 
headed by Dr. Ivan S. Ciric, now at the 
Evanston Hospital, Evanston, I]]., and by 
Dr. Jules Hardy of the University of 
Montreal, reported that they removed 
the anterior pituitary gland in 17 pa- 
tients, and in 15 of them “retinopathy” 
was slowed down strikingly. General re- 
duction of diabetic symptoms resulted in 
these successfully treated cases, so that 
the amount of insulin the patients had 
been using could be reduced greatly. 
Some cases were so much improved that 
insulin was no longer needed. 

Another team of surgeons, Dr. Bron- 
son S. Ray, A. G. Pizianos, Ernest Green- 
berg and others, of the New York 
Hospital-Cornell Medical Center, have 
reported that out of 47 patients whose 
pituitary glands were removed, 37 were 
beneficial. 

On the basis of studies so far made, 
according to these surgeons, it seems that 
the “growth hormone” plays the most 
important part in causing blindness in 
diabetics. This “growth hormone,” one 
of several produced by the anterior part 
of the pituitary gland, and necessary for 
the growth of the child, somehow dam- 
ages the blood vessels of the retina of 
the eye in diabetics. . 

—The Council Bulletin 


Eye Problems Book: The American 
Public Health Association and National 
Society for the Prevention of Blindness 
have jointly published a new edition of 
Services for Children with Eye Prob- 
lems. The book emphasizes preventive 
and other public health implications of 
eye problems. Technical material is in- 
cluded to indicate the kinds of skill and 
knowledge that a variety of disciplines 
can contribute. Screening, early case- 
finding and diagnosis, special services 
needed and program evaluations are 
covered. Order from: American Public 
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Health Association, 1740 Broadway, New 
York, N.Y. 10019. (Price: $3.00) 


Night-Vision Device for Pilots: The 
Killsman Instrument Corp. announced 
the development of a screen which can 
be mounted behind aircraft windshields 
giving the pilot a clear, realistic view of 
night-darkened terrain. The “night win- 
dow” projects images causing them to 
appear to the eye like real objects in 
their true position. This development is 
an improvement on a previous system. 

—St. Louis Post-Dispatch 


Nutrition and the Eye: Mary B. Mc- 
Cann, M.D., and Frederick J. Stare, 
M.D., are co-authors of an article, “Nu- 
trition and the Eye,” appearing in the 
Spring, 1968 issue of The Sight-Saving 
Review. The authors point out the re- 
lationship of poor diet to visual impair- 
ment, noting that such relationship was 
recorded in medical writings as early as 
1500°; BC, 

The Sight Saving Review is published 
by The National Society for the Pre- 
vention of Blindness, 79 Madison Avenue, 
No NY LO0TG: 


Refractive Anomalies of the Eye: A 
publication in monograph form of a 
workshop held in Washington, D.C., Oc- 
tober 3-5, 1966, ‘‘Refractive Anomalies 
of the Eye,” is now available. The work- 
shop report includes the following topics: 
Present state of knowledge regarding the 
mechanisms giving rise to the refractive 
anomalies; diagnostic and therapeutic 
techniques available; promising avenues 
for future investigation; clinical import- 
ance of refractive anomalies; and recom- 
mendations to the NIH, and other gov- 
ernmental, or non-governmental bodies, 
as to areas of deficiencies and needs for 
strengthening scientific endeavors in the 
field. Order from U.S. Government Print- 
ing Office, Washington, D.C. 20402. 
Number: FS 2.22/55:5. (Price: 40 cents) 


RLF and the Respiratory Distress Syn- 
drome: Dr. Arnall Patz, writing in the 
Archives of Ophthalmology, indicates 
that there is a tendency of recent years 
to administer high oxygen to an infant 
suffering from respiratory distress. In 
order to minimize the risk of blindness 
caused by retrolental fibroplasia (RLF) 
an ophthalmoscopic examination for the 
presence of severe retinal vasoconstric- 
tion is advocated as a method of monitor- 
ing premature infants who require such 
high oxygen therapy. 


Sungazing Danger: The National So- 
ciety for the Prevention of Blindness 
points out that the brilliance of the sun’s 
disc is more than 5,000 times as intense 
as the brightness of the brightest beach. 
No commercial sunglass ever made, re- 
gardless of the color of the lenses, can 
prevent the powerful infra-red rays from 
penetrating to the retina and threatening 
the sight. 

The Society urges sunbathers and va- 
cationers to protect their eyes from 
bright sunlight and reflected glare by 
using sunglasses. These should be se- 
lected with as much care as regular 
glasses, checking for proper light trans- 
mission, tinting and comfortable fit. 

Sunglasses with shatter-resistant 
lenses and safety frames will provide 
complete eye protection when driving or 
participating in sports. 

—POB News 


Visual Care Book: A _ recently pub- 
lished book written for the layman by 
James H. Gaddis, a practicing optome- 
trist, The Importance of Visual Care, 
describes the nature of visual problems, 
including myopia, glaucoma, and catar- 
acts. Order from: Early America Com- 
pany, 212 East Washington Street, Pon- 
tiac, Illinois 61764. (Price $2.95 each; 
3 copies $5.00) 


Vision for the Blind: Professor Wen- 
dell S. J. Kreig, in speaking to a physi- 
cian audience at the University of 
Illinois College of Medicine recently, in- 
dicated that in the future the blind may 
see and the deaf may hear through direct 
stimulation of the brain by means of 
permanently implanted electrodes. Pro- 
fessor Kreig said a light-sensitive cell 
such as the electric eyes which open 
doors could be held in the hand or worn 
on the apparatus, the blind person would 
over the wires to the brain’s visual 
centers. The wires carried through tiny 
holes drilled in the skull would connect 
with permanently implanted electrodes. 

The research indicated that if an H- 
shaped group of light spots were flashed 
on the apparatus, the blind person would 
probably see an H in his mind. By send- 
ing a series of letters, words could be 
transmitted appearing to the blind like 
news flash signs displayed on billboards. 
By adjustments in the system he might 
also be able to see images of things 
about him, somewhat resembling a 
coarse-grained, halftone picture. 


Vision Screening of the Preschool 
Child: A 1964 publication, “Vision Screen- 
ing of the Preschool Child, Report of a 
Study,” is available from: Superintendent 
of Documents, U.S. Government Printing 
Office, Washington, D.C. 20402. (Catalog 
No. FS 14.111:414. Price: 45 cents) 


MISCELLANEOUS 


Blind Teachers in Public Schools: The 
New York Association for the Blind has 
recently published Guidelines for the 
Selection, Training, and Placement of 
Qualified Blind Teachers in Teaching 
Positions in the Public School Systems at 
Both the Elementary and the Secondary 
Grade Levels. The report emanated from 
a National Training Institute conducted 
by The New York Association of the 
Blind and the Vocational Rehabilitation 
Administration (now, Rehabilitation 
Services Administration), Department of 
Health, Education and Welfare, Wash- 
ington, D.C. A limited number of copies 
of the report are available by writing: 
Mr. William F. Gallagher, Manager, Re- 
habilitation and Vocational Services, 
New York Association for the Blind, 
111 East 59 Street, New York, N.Y. 
10022. 


Chinchilla Project: Mr. W. S. Davis, 
principal of the Florida School for the 
Blind has announced that the Chinchilla 
Corporation of America with offices in 
Tifton, Georgia, recently presented a 
pair of chinchillas to the Florida School 
for the Deaf and Blind. This gift came 
about as a result of interest in the ani- 
mals on the part of Mrs. Margaret John- 
son, an elementary classroom teacher 
in the School for the Blind. 

Mr. George Helms, service manager 
of the Chinchilla Corporation of Amer- 
ica, made the presentation and instructed 
teachers and students in the care of the 
chinchillas. The students at the School 
for the Blind who participate in this 
project will learn by close contact with 
the animals the responsibility and the 
benefit of this business. 


Girl Scouts: Jane LaGrange, author 
of “Blind Girls in Regular Troops,” 
Girl Scout Leader (Girl Scouts of the 
U.S.A., 830 Third Avenue, New York, 
N.Y. 10022), tells the benefits resulting, 
both to the blind and sighted girls, of 
having blind and partially sighted mem- 
bers in a regular Girl Scout troop. The 
Iowa Braille and Sight Saving School, 
at Vinton, Iowa has carried out such 
policy for four years. 
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AVAILABILITY OF SERVICES AT RESIDENTIAL SCHOOLS 
For AAIB Members Traveling to or from the 


49th Biennial AAIB Conference—Toronto, Ontario—June 23-26, 1968 


The following services are extended to AAIB members traveling to or from the 
49th Biennial Conference in Toronto, in the desire be of assistance and to encourage 
the members to visit various schools along the way. 


School and Contact Person 


Idaho School f/t Deaf & Blind 
Gooding, Idaho 
Supt. Edward W. Reay 


Illinois Braille & 8.S. School 
Jacksonville, Illinois 
Supt. Jack R. Hartong 


Indiana School for the Blind 
Indianapolis, Indiana 
Supt. D. A. Hutchinson 


Iowa Braille and S. S. School 
Vinton, lowa 
Supt. Robert A. Hansen 


New York State School f/t Blind 
Batavia, New York 
Supt. Leland C. Sanborn 


Overbrook School for the Blind 
64th and Malvern Avenue 
Philadelphia, Pa. 

Principal David W. Olson 


South Dakota School f/t Blind 
Aberdeen, South Dakota 
Mrs. Walter Hack 


Colorado School f/t Deaf & Blind 
Colorado Springs, Colo. 
Bonnie Cain 


Oak Hill School 
Hartford, Conn. 
Mrs. Aino Lind 


Kansas School f/t Blind 
Kansas City, Kansas 
Dr. R. L. Ohlsen, Jr. 


Kentucky School f/t Blind 
Louisville, Kentucky 
Mr. L. P. Howser 


Mississippi School f/t Blind 
Jackson, Mississippi 
Mr. R. C. Benton 


Lodging 

Per Night Dates Avail. 

N? :@: Anytime 
Nees Gs June 16-22 

June 28- 

July 5 

NG: June 21-22 
June 28-29 
NaC: June 19-22 
June 27-30 


in dacd ths June 20-29 


N. C. Anytime 


NGG. Anytime 


$1.00 June 19-21 
_(Reserve Ahead) 


N. C. Anytime 


N. C. (Reserve Ahead) 


(Reserve Ahead) 


$1.00 After June 1 
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Per Meal 


Meals 


None 


None 


50 


None 


None 


Beato 


None 


None 


None 


None 


None 


Dates Avail. 


June 21-22 
June 28-29 





Lodging Per Meal 
School and Contact Person Per Night Dates Avail. Meals Dates Avail. 





Nebraska School f/t Vis. N.iG: Anytime None 
Handicapped (Reserve Ahead) 
Nebraska City, Nebraska 
Mr. goREY L. Regier 


Governor Morehead Shite 
Raleigh, N. C. 
ears Oa Jenerette 


N.C. Juneil17-July 3 None 


*® 


Ohio State School f/t Blind a5: $1.00 None 
Columbus, Ohio 
Mr. D. W. Overbeay “y 


“@ 


Virginia School at Phas N. C. June 18-July 3 B. $0.90 June 18-July 3 
Hampton, Virginia Lt ace b 
‘Mr. Wa J. McConnell _ : J D. 1.50 


W. Va. School for Deat & Blind Reasonable June 20-July 10 None 
Romney, West Virginia 
‘Mr-E. E. Shipman 


Ontario School for the Blind N. C. June 22 N. C June 22 (S.) 
Brantford, Ontari@* > June 27 N. C June 23 (B.) 
Supt. Stewart E. __ istrong N.-G June 27 (S.) 
N. C June 28 (B.) 


N. C.—No Charge 


Second Class 
Postage 
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AGENCY INFORMATION 


AAIB-AAWB Braille Authority— Advisory 
Council: The first meeting of the newly 
formed Advisory Council of the AAIB- 
AAWB Braille Authority was held in Feb- 
ruary at the American Foundation for the 
Blind. Several areas where research is cur- 
rently needed were discussed, including the 
development of instructional materials and 
how to make braille meaningful to the blind 
adult, coordinating educational problems 
with technical research, and increasing the 
attractiveness of braille materials. 


Dr. Berthold Lowenfeld, past superin- 
tendent of the California School for the 
Blind, was elected chairman of the Council. 
Dr. Geraldine Scholl, associate professor at 
the University of Michigan, will serve as 
vice chairman, with Dr. Natalie C. Barraga, 
program coordinator of the visually handi- 
capped at the University of Texas, as secre- 
tary. M. Robert Barnett, AFB’s executive 
director, was named chairman of the finance 
committee which also includes Robert S. 
Bray, chief of the Division for the Blind and 
Physically Handicapped, Library of Con- 


gress, and Dr. Douglas C. MacFarland, 
chief of Division of Services to the Blind, 
Social and Rehabilitation Service, and Miss 
Josephine L. Taylor of the U.S. Office of 
Education. 


Other Council members are Dr. Leo F. 
Hanley, director of the College Reading 
Center, Boston University; Dr. Robert 
Mann, Mechanical Engineering Depart- 
ment, Massachusetts Institute of Technol- 
ogy; Miss Lorraine Murin, Board of Coop- 
erative Services, Westport, Conn.; Dr. 
Abraham Nemeth, professor of mathematics, 
Detroit University; and Dr. Carson Y. Nolan, 
director, department of educational re- 
search, American Printing House for the 
Blind. 


AFB Summer Stipends: The American 
Foundation for the Blind has awarded $200 
stipends to 18 persons in the field of educa- 
tion for the blind and visually handicapped. 
The recipients came from Pennsylvania, 
Virginia, Nebraska, Colorado, Idaho, Okla- 
homa, Kansas, Mississippi, Ohio, Iowa, 
Michigan, Minnesota, North Carolina and 
North Dakota. 


The granting of these scholarships brings 
to a conclusion the AFB’s long time practice 
of supporting teachers for summer school 
study. Under a decision by the board of 
trustees, this kind of financial assistance will 
not be granted after this year. The AFB will, 
however, give greater emphasis to the de- 
velopment of information about the avail- 
ability of scholarships from other sources. 


Director Named for Center for Sensory 
Aids: Mr. Vito A. Proscia has been named 
as Director of the Center for Sensory Aids 
Evaluation and Development at the Massa- 
chusetts Institute of Technology. Mr. Proscia 
succeeds Mr. John K. Dupress, the Inaugu- 
ral Director of the Center, who died on 
December 29, 1967. 


NFB Names Officers and Board Mem- 
bers: The National Federation for the 
Blind, as part of its 1968 convention, held in 
Des Moines, Iowa, July 2-5, elected the 
following as Officers and Board Members: 
President, Kenneth Jernigan; lst Vice Presi- 
dent, Donald C. Capps; 2nd Vice President, 
Harold Reagan; Secretary, Russell Kletzing; 
Treasurer, Franklin Van Vliet; Executive 
Committeemen—Dr. Mae Davidow, Ray 
Dinsmore, Ned Graham, Victor C. Johnson, 
Anita O’Shea, Perry Sundquist, Uldine The- 
lander, Manuel Urena; Board Members— 
Dr. Jacob Freid, James Gashel, Dr. Isabelle 
L. D. Grant, Mr. John Nagle serves the 
organization as chief of the Washington 
Office. 


The 1968 Convention attracted close to 
1,000 persons. South Carolina will be the 
site for the 1969 convention and Minnesota 
was selected to the host to the 1970 conven- 
tion. Texas was selected as the site for the 
1971 meetings. 


BUREAU OF EDUCATION 
FOR THE HANDICAPPED 


Project Resumes Published: A document 
containing resumes of 132 P.L. 89-313 proj- 
ects has recently been published by the Aid 
to States Branch, BEH. The projects repre- 
sent approximately $4.7 million of the $24.7 
million allocated for Fiscal Year 1968 includ- 
ing 13 projects, costing $311,500, in the area 
of visually handicapped children. The states 
of Arizona, Colorado, Georgia, Illinois, Iowa, 
Louisiana, Michigan, Montana, Nebraska, 
New Mexico, Oklahoma, Oregon, Pennsy]l- 
vania, Vermont, Washington, and Wyoming 
are represented. 


Single copies of the Resume Document— 
FY 1968, are available free of charge by 
writing: Aid to States Branch/DES, Bureau 


‘sonal Property 


for Education of the Handicapped, 7th and 
D Streets 8.W., Washington, D.C. 20202. 


Publications Available from BEH: The 
following publications are currently avail- 
able from the Bureau for the Handicapped: 


“Aid to State and Local Education Pro- 
grams for Handicapped Children,” a _ bro- 
chure briefly describing P.L. 89-313 and 
VI-A of the Elementary and Secondary Edu- 
cation Act, and listing some suggestions for 
possible projects under this legislation. 


“New and Expanded Programs for Educa- 
tion of Handicapped Children Authorized in 
1967,” a brochure explaining highlights of 
the legislation passed by the 90th Congress 
which affects handicapped children. 

“Scholarship Program—Education of 
Handicapped Children—Summer 1968 and 
Academic Year 1968-69,” a publication 
which describes the scholarship program 
administered by the Division of Training 
Programs of the Bureau of Education for 
the Handicapped, and gives a list of partici- 
pating Colleges, Universities and State Edu- 
cational Agencies. 


“PL. 89-313 Extends the Benefits of the 
Elementary and Secondary Education Act to 
Children in State Programs,” a reprint from 
Exceptional Children, March 1968. 


“P.L. 89-750—Amendments to the Ele- 
mentary and Secondary Education Act of 
1965.” This publication is a copy of the 
Congressional Act. 


“How to Acquire Federal Surplus Per- 
and Federal Surplus 
Real Property for Health and Education 
Purposes,” issued by the Office of Assistant 
Secretary for Administration, Office of Sur- 
plus Property Utilization. 


‘Directory—Directors of State Agencies 
for Surplus Property and Regional Repre- 
sentatives Office of Surplus Property Utili- 
zation,” published by the Office of Assistant 
Secretary for Administration, Office of Sur- 
plus Property Utilization. 


“Regional Educational Laboratories,” a 
leaflet prepared by the Bureau of Research, 
Office of Education, which lists the 20 
Regional Education Laboratories and _ indi- 
cates the major program interests of each. 


Copies of the above publications are 
available free of charge by writing: Aid to 
States Branch/DES, Bureau for Education 
of the Handicapped, 7th and D Streets, 
S.W., Washington, D.C. 20202. 


Teacher Preparation Programs: Ten 
special education programs which were 
funded under P.L. 88-164, FY 1969, have 


had or will have significance in the teacher 
preparation for the visually handicapped. 
The special programs include: “The Coun- 
seling Process and the Teacher of Children 
with Multiple Handicaps,” San Francisco 
State College; “Current Trends in Training 
Teachers of the Visually Handicapped,” 
Northern Illinois University; “Orientation 
and Mobility for the Visually Handicapped,” 
Teachers College, Columbia University; 
“Technology in the Education of the Vis- 
ually Handicapped;” “Braille Reading Skills 
for the Late-Blinded School Child,” George 
Peabody College for Teachers; “Education 
of Deaf-Blind and Multiple Handicapped 
Children;” “Use of the Abacus as a Life- 
time Computation Tool for Visually 
Handicapped Students: Partially Seeing 
and Blind,” Kansas State Department of 
Public Instruction; “Special Institute for 
Orientation and Mobility Training for 
Teachers of Visually Handicapped Chil- 
dren,” Ohio Department of Education; 
“Mobility Training for Blind and Partially 
Sighted,” Pennsylvania State Department 
of Public Instruction; “Guidance and Mo- 
bility of Blind and Partially Sighted,” 
Wisconsin Department of Public Instruction. 


CONVENTIONS, INSTITUTES, 
MEETINGS 


Guidance Counselors Institute Planned: 
The AAIB has received a grant from Rehabi- 
litation Services Administration, to conduct 
a five-day Institute to train guidance coun- 
selors of visually handicapped youth in the 
understanding and application of informa- 
tion and skills in prevocational and voca- 
tional counseling for the blind. The Institute 
is to be held November 11-15, 1968, at the 
Villa Capri Convention Center, adjacent to 
the University of Texas, in Austin. The 
Institute is designed to provide information 
on major job fields in the United States 
currently available to visually handicapped 
persons and to develop the skills of guidance 
counselors in working with visually handi- 
capped youth. The Institute Staff will consist 
of persons nationally prominent in guidance 
counseling of the visually handicapped, rep- 
resenting the Rehabilitation Services Ad- 
ministration, American Foundation for the 
Blind, Personnel Research Center, Univer- 
sity of Texas and the AAIB. 


Institute participants must be full-time 
high school guidance counselors for the 
1968-69 school year having at least five 
visually handicapped counselees under their 
direction. Only 30 counselors will be se- 
lected for the Institute. Travel costs to and 
from the Institute and per diem of $16.00 


for the five-day program will be provided 
each of the participants. 


Application blanks and further informa- 
tion regarding the Institute can be obtained 
by writing the AAIB office. 


Lens Congress: The Third World Contact 
Lens Congress was held August 11-13 in 
Chicago, with professional representatives 
from 40 countries assembled. Papers on eye 
care and the latest contact lens development 
were presented by international speakers 
from Austria, England, France, Greece, 
India, Japan, Mexico, South Africa, South 
America, Spain and United States. 


NSPB Conference Announced: The Na- 
tional Society for the Prevention of Blind- 
ness will hold its 1968 Annual Conference 
November 20-22, at the Hotel Roosevelt, 
New York City. 


State Education Specialist Institute: The 
American Foundation for the Blind spon- 
sored a three-day institute for the Depart- 
ment of Education specialists supervising 
state programs for the visually handicapped, 
St. Louis, March 28-30. About 20 educators 
representing 18 different states attended the 
conference. Mr. Bill L. Underwood, educa- 
tion specialist at the Foundation co-ordi- 
nated the program. Mr. John W. Melcher, 
assistant state superintendent of Schools 
and Director, Bureau of Visually Handi- 
capped Children, Wisconsin Department of 
Public Instruction, delivered the keynote 
address. 


The preceedings of the institute will be 
published and distributed to the partici- 
pants. Extra copies will be made available 
upon written request by writing: Mr. Bill L. 
Underwood, Education Specialist, American 
Foundation for the Blind, 15 West 16th 
Street, New York, New York 10011. 


Young Children with Visual Impairment— 
Seminar: The American Foundation for the 
Blind conducted a national seminar on 
Services to Young Children with Visual 
Impairment, June 17-19. The purpose of the 
seminar was to bring together as group of 
people who either directly or in a super- 
visory capacity give service to visually 
handicapped children and the parents of 
such children. 


The proceedings of the seminar will be 
published by the Foundation this coming 
winter. 


EQUIPMENT-MATERIALS 


Aids and Appliances Catalog: The Amer- 
ican Foundation for the Blind has announced 


that its 14th edition of Aids and Appliances 
catalog can now be obtained without cost in 
either print or braille. The new 39-page 
catalog lists more than 300 special aids and 
appliances designed for use by blind per- 
sons. Among the commercial, adapted, or 
special devices listed in the catalog, are the 
following: gold wristwatches with braille 
dials and crystals that spring open, pressure 
cookers with bouncing weights that indicate 
the desired pressure, collapsible pocket 
canes, Scrabble games that can be played 
with a sighted person, slide rules with braille 
numerals, chess boards with raised and 
lowered squares, insulin syringes that per- 
mit proper measuring of insulin without 
sight, Tellatouch machines that make it 
easier to communicate with deaf-blind per- 
sons, an audible Scout compass, a carpen- 
ter’s level, and pocket braille calendars. 


Request a copy of the catalog from: Sales 
Division, American Foundation for the 
Blind, 15 West 16th Street, New York, N.Y. 
10011. 





Braille Teletype: A teletype machine 
that punches a tape in braille has been 
developed by Ray E. Morrison, a retired 
telephone company engineer. Using a con- 
verter that takes teletype signals and con- 
verts them into braille instead of print, the 
Morrison device could be used effectively 
by blind radio announcers, teletype opera- 
tors, stock brokers and others who use this 
type of information equipment. 





lectric Range Control Panel in Braille: 
It is now possible to buy an electric range 
with a braille control panel. Raised dots 
allow easy adjustment of oven and surface 
cooking units. For further details write: 
Admiral, Department PP, 3800 Cortland 
Street, Chicago, Illinois 60647. 


Optic Aid for Partially Sighted: The 
New York Association for the Blind has 
developed an inexpensive telescopic device 
to help partially sighted persons with dis- 
tance and near vision. The LH Mini-scope is 
available in two models for use with or 
without correction. One model can be in- 
serted into standard spectacle frames while 
the other is set in a clip-on holder with a 
flip-on feature for use over correction. The 
instrument is available by prescription. Or- 
der from: The New York Association for the 
Blind, 111 East 59th Street, New York 
New York 10022. (Price: $25.) 





Playground Equipment: Playground Cor- 
poration of America has developed sand and 
water play troughs called “Martian Canals,” 
designed particularly for pre-schoolers’ use 
in schools, parks, housing developments and 




















hospitals. The fiberglass troughs are scaled 
to let young children play with sand (or 
water) without getting into it. Individual 
units in the Martian Canal group include a 
quarter-round unit, half-round, and a rec- 
tangular unit. They can be arranged to suit 
almost any shaped site. The individual units 
range from $85.00 to $145.00. For further 
information write: Playground Corporation 
of America, 29-16 40th Avenue, Long Island 
Caiy aN: Ye 


Reading Aids for the Handicapped: The 
Association of Hospital and Institution Li- 
braries of the American Libraries Associa- 
tion, has published the 1968 edition of 
“Reading Aids for the Handicapped”. The 
publication can be ordered from: Associa- 
tion of Hospital and Institution Libraries, 
ALA, 50 East Huron Street, Chicago, IIli- 
nois 60611. (Price: 25¢) 


FILMS 


Films on Mental Retardation: A new 
catalogue of films on mental retardation has 
been published which lists both professional 
and non-professional films and is designed 
to provide a resource of selected audio- 
visual aids for use in mental retardation 
education programs. 


The catalogue has been issued by the 
Rehabilitation Services Administration 
(RSA) and is available free on request from 
the RSA Information Service, Social and 
Rehabilitation Service, U.S. Department of 
Health, Education, and Welfare, Washing- 
ton, D.C. 20201. 


Films on Blindness: The American Foun- 
dation for the Blind’s Public Education 
Division has available on free loan the fol- 
lowing black and white pictures: “Nursery 
School for the Blind,” a 20-minute film 
showing a special nursery school class of 
three blind children at Hampstead Child 
Therapy Clinic in London; and “Dimension 
of Life,” made by Charisma Productions for 
International Business Machines, which 
deals with the life of Louis Braille and how 
his invention of the braille code is used by 
blind people today. An introductory film 
for students and others interested in braille, 
it runs about 15 minutes. 


Request the loan of each of the above 
films from: American Foundation for the 
Blind, 15 West 16th Street, New York, N.Y. 
10011. 


LEGISLATION 


Vocational Educational Bill: The current 
vocational education bill passed by the 








Senate includes provisions earmarking ten 
percent of the authorization of appropria- 
tions for the vocational education of the 
handicapped. For the fiscal year beginning 
July 1, 1968, this would mean approximately 
$17 million for such programs if the House 
of Representatives accepts this provision. An 
amendment to the vocational education bill 
accepted on the floor of the Senate would 
transfer the Head Start program from the 
Office of Economic Opportunity to the Of- 
fice of Education. 


OVERSEAS INFORMATION 


Mobility Aid for the Blind: “An Aid for 
the Blind,” a report by Frank Hicks, a sight- 
less ex-Serviceman, included in the April 
issue of The Teacher of the Blind, discusses 
the use of the Ultra Sonic Torch. The author 
concludes that while the device will “not 
break the chains which bind the blind, it will 
at best, be a very useful tool.” He indicates 
further that this aid is surely “the forerunner 
of things to come.” 


The same publication also includes a letter 
from Leslie Kay of New Zealand, regarding 
use of the sonic aid for the blind, and an 
article concerning “Mobility At Hethersett,” 
by W. Cunliffe. 


The Teacher of the Blind is the official 
organ of the College of Teachers of the 
Blind. Subscriptions are available by writ- 
ing: Mr. H. S. D. Marks, The Teacher of 
the Blind, Royal School for the Blind, 
Church Road North, Wavertree, Liverpool 
15, England. 


Teaching by Television in New Zealand: 
Partially sighted children are being taught 
through the media of television at Homai 
College in New Zealand. Through use of the 
television screen the child can study a map 
or a picture as a single shape. Then the de- 
tails can be selected in turn, and at any 
moment the whole picture brought back 
again. 

The TV unit has two TV cameras. Both 
are on fixed mountings, one being fitted 
with a “Zoom” lens to give magnification 
when desired. The second camera is trained 
on a Slide and film-strip projector. 


There are eight TV sets being used as 
monitors by sixteen students. Attached to 
each monitor are two sound sets—earphones 
and microphones (one set for each pupil). 
This allows the teacher to speak to children 
individually, or as a class, and for children 
to call the teacher, and to ask questions or 
give answers. 


West German Survey: The Association 
of the Blind of the German Federal Repub- 


lic recently conducted a survey of the em- 
ployment of blind people (excluding the 
war-blinded) in 1967. Their survey noted 
that almost a third of the total consisted of 
office workers (shorthand and recorder 
typists and teleprinter operators, telephon- 
ists, and executives); the second largest 
group was composed of manual workers 
(27%); the third group consisted of industrial 
workers (20%). 


In Bavaria, Lower Saxony and North 
Rhine, a more detailed survey was made of 
the types of industrial work performed by 
blind people. Of the 310 who participated, 
27% were employed in assembly, 19% in 
machine operation, 9% in inspection, 20% in 
packing and sorting, and 22% in various 
other jobs; 3% did not give details; 162 were 
totally blind. Most of the assembly workers 
were in the radio, television and electrical 
industries. Most of the machine operators 
were in charge of presses and drilling ma- 
chines. Many worked in the paper industry. 
Only a third used special or adapted ap- 
paratus. 


PERSONNEL 


Personnel Placement Organization: The 
organization, Choose for Human Opportu- 
nity in Occupation, Society and Education, 
Inc., has been established to promote and 
locate well-paying positions for persons with 
decreased visual functioning. In order to 
register for positions, call 212/964-7250, or 
write: Choose for Human Opportunity in 
Occupation, Society, and Education, Inc., 
11 Park Place, New York, New York 10007. 


Position Desired: Dr. James R. Penix, 
428 East Olive Street, Burbank, California 
91501, is desirous of obtaining a teaching 
position. Dr. Penix specializes in teaching 
braille. 


_PUBLICATIONS 


AFB Publications Catalog: The Ameri- 
can Foundation for the Blind Catalog, listing 
publications, films, radio spots, and posters, 
is now available from the Publication Divi- 
sion, American Foundation for the Blind, 
15 West Sixteenth Street, New York, N.Y. 
10011. The 1968-69 edition lists all additions 
to the free and priced materials that can be 
obtained from AFB. 


Agency Directory Planned: The Ameri- 
can Foundation for the Blind is planning to 
publish a 1969 Directory of Agencies Serv- 
ing Blind Persons in the United States. 
The 1967 edition of the Directory is still 
available from the Publications Division, 
American Foundation for the Blind, 15 West 


Sixteenth Street, New York, N.Y. 10011. 
(Price: $2.00) 


Blinded Veterans Story: The American 
Foundation for the Blind has published an 
intensive study of 851 blinded veterans. The 
1964 study was supported by the Veterans 
Administration and carried out by the Re- 
search Department of the American Foun- 
dation for the Blind, in consultation with the 
Blinded Veterans Association. 


Project staff members and authors of the 
book are Milton Graham, Robert L. Robin- 
son, Austin Lowrey, Marie M. Sarchin, and 
Frank Tims. Order from: Publications Di- 
rector, American Foundation for the Blind, 
15 West 16th Street, New York, New York 
10011. (Price: $4.25) 


Blindness Information Booklet: Blind- 
ness—Ability Not Disability by Maxine Wood 
was published by the Public Affairs Com- 
mittee as a revision of an earlier pamphlet. 
The publication covers all aspects of blind- 
ness, including statistics, definitions, causes, 
services and legislation. Copies are available 
free in quantities up to 50 from: Publica- 
tions Department, American Foundation for 
the Blind, 15 West Sixteenth Street, New 
York, N.Y. 10011. Larger quantities may be 
purchased from Public Affairs Pamphlets, 
381 Park Avenue South, New York, N.Y. 
10016. 


Braille for the Sighted: Dr. Leland 
Schubert is the author of a recently pub- 
lished book, Handbook for Learning to 
Read Braille by Sight, published by the 
American Printing House for the Blind. Dr. 
Schubert has been an effective and produc- 
tive volunteer transcriber for some eight 
years, working for the Cleveland Chapter of 
the American Red Cross. He developed this 
book to meet the needs of an organized class 
at John Carroll University in Cleveland, 
where it was given a thorough “use” test 
for more than a year. Order the publication 
(catalog number 7-5145) from: American 
Printing House for the Blind, 1839 Frank- 
fort Avenue, Louisville, Kentucky 40206. 
(Price: $3.95) 


Braille Instruction Book: Any group or 
individual may obtain a copy of Instruction 
Manual for Braille Transcribing or the of- 
ficial code, English Braille: American Edi- 
tion, by writing: Division for the Blind and 
Physically Handicapped, Library of Con- 
gress, Washington, D.C. 20542. 


Careers in Special Education: The Coun- 
cil for Exceptional Children has recently 
published a recruitment booklet, Careers 
in Special Education, intended for use by 
persons frequently asked to provide career 


information to juniors and seniors in high 
school, college students and others. The 
publication was prepared by a CEC ad hoc 
Committee on Recruitment which met for 
the first time during the 1966 CEC Conven- 
tion held in Toronto. 


Order from: Council for Exceptional 
Children, 1201 Sixteenth Street, N.W., 
Washington, D.C. 20036. (Price: 1 to 10 


copies—25¢ each; 
each. 


Children’s Bureau Publications: An in- 
dex to publications of the Children’s Bureau, 
1912—June 1967, is now available. It lists, 
with an index, 650 publications issued by the 
Children’s Bureau, including pamphlets for 
parents and publications for professional 
people concerned with various aspects of 
child welfare, child health, and work with 
juvenile delinquents. Single copies of the 
booklet are available by writing: Children’s 
Bureau, Social and Rehabilitation Service, 
Department of Health, Education, and 
Welfare, Washington, D.C. 20201. 


10 to 100 copies—20¢ 


Curriculum Material for the Exeptional: 


' Mafex Associates, Incorporated, have pre- 


pared a 1968-69 catalog of “Curriculum 
Material for the Exceptional.” The catalog 
includes materials dealing with occupations, 
social skills, family living, writing, spelling, 
art, and other-related subjects. For a copy of 
the catalog write: Mafex Associates, Incor- 
porated, Box 519, Johnstown, Pennsylvania 
15907. 


Employment Book: Stanley E. Fudell 
and John R. Peck, are co-authors of a re- 
cently published teacher’s book and accom- 
panying student workbook, How to Hold 
Your Job. The book provides practical voca- 
tional information on work values and 
attitudes rather than on specific technical 
skills. The student workbook, comprised of 
twelve units on daily curriculm, is designed 
for second grade level students. It is based 
on the results of controlled research and 
statistical data. Order from: The John Day 
Company, 200 Madison Avenue, New York, 
New York 10016. (Teacher’s Book—320 
pages, Price: $6.95. Workbook—128 pages. 
Price $2.50) 


Employment of the Handicapped: The 
President’s Committee on Employment of 
the Handicapped has recently published 
two booklets designed to prepare mentally 
retarded young people for life and work. 
“How to Get a Job,” is an illustrated guide 
for jobseekers and offers useful tips on work 
attitudes, duties, etc. Accompanying the 
publication is a teacher’s manual offering 
suggestions to teachers in guiding the men- 
tally retarded toward productive employ- 


ment. The booklets are designed for sec- 
ondary school programs for the handicapped. 


Booklets are available from: The Presi- 
dent’s Committee on Employment of the 
Handicapped, Washington, D.C. 20210. 


Ham Data for the Blind: The American 
Printing House for the Blind has transcribed 
the 58th edition of The Radio Amateur’s 
License Manual into five braille pamphlets 
(catalog number 6-0329). It can be pur- 
chased for $5.00 per copy from the American 
Printing House for the Blind, 1839 Frank- 
fort Avenue, Louisville, Kentucky 40206. 


The 58th Edition of the License Manual 
is also available now on tape from Recording 
for the Blind, 215 East 58th Street, New 
York, New York 10028. 


Handbook for Blind College Students: 
The National Federation of the Blind Stu- 
dent Division has recently prepared and 
published a 23-page pamphlet, “Handbook 
for Blind College Students.” The pamphlet 
gives tips on college techniques, the role of 
the university in the education of the blind 
college student, the use of rehabilitation 
services, and the use of library services; it 
lists book producers, catalogs, and local or- 
ganizations of blind students. Appendixes 
include lists of regional libraries, machine 
agencies, braille presses, and large type 
companies. A limited number of copies are 
available by writing: Judy Young, Editor, 
P.O. Box 465, Dunkerton, Iowa 50626. 


Helen Keller Tribute: Helen Keller will 
be memorialized in the winter issue of 
Dialogue, by publication of that magazine’s 
first edition in braille. It will be designed 
especially for deaf-blind people. Dialogue’s 
winter edition will begin distribution about 
November 15, according to present plans. 
Both dise recorded and braille editions will 
be available from Regional Libraries for the 
Blind. For further information write: Dia- 
logue Publications, Inc., 3132 Oak Park 
Avenue, Berwyn, Illinois. 


Illinois Directory: The Lions of Illinois 
and the Illinois agencies serving visually 
handicapped persons have announced the 
publication of “Illinois Directory of Services 
for the Visually Handicapped,” listing 77 
agencies and services. The directory has two 
indexes—an alphabetical list of agencies 
with a concise statement of each with appro- 
priate information about the referral of 
persons needing service, and an index of 
subject headings naming the individual 
services with a list of agencies offering that 
particular service. 


The directory was researched and com- 
piled by a representative group of Illinois 


agencies and published by the Lions of 
Illinois Blind Activities Committee. Copies 
can be obtained by writing: Lions of Illinois 
Blind Activities Committee, 1105 Chicago 
Avenue, Oak Park, [Illinois 60302. (Price: 
$2.50) 


Index of Publications Issued by IRIS: 
The American Foundation for the Blind has 
published an index of publications issued by 
International Research Information Service 
through 1968, which includes a listing of 
research bulletins, conference proceedings 
and other publications. 


For further information or for copies of 
the index, write: American Foundation for 
the Blind, 15 West 16th Street, New York, 
N.Y. 10011. 


Instructional Materials Information: A 
pamphlet describing the Instructional Mate- 
rials Development Center at the Michigan 
School for the Blind, is now available. The 
Center, established with the aid of funds 
provided under Title I of the Elementary 
and Secondary Education Act, has multiple 
purposes. It provides an opportunity to 
conduct experimental work in book needs 
as well as providing instructional materials 
necessary to give the visually-impaired child 
the best possible aids to his education. For 
further information or to obtain copies of the 
booklet, write: Mrs. Margaret S. Polzien, 
Principal, Michigan School for the Blind, 
715 Willow Street, Lansing, Michigan 
48906. 


Jacobus ten Broek - Memorial Publica- 
tion: The National Federation for the Blind 
devoted its entire July 1968 issue of The 
Braille Monitor to the memory of its founder 
and leader, Dr. ten Broek, who died on 
March 27, 1968. The ‘77-page memorial 
publication highlights the many significant 
contributions of this individual in the field 
of blindness. 


The Braille Monitor, the: voice of the 
National Federation for the Blind, is pub- 
lished by the NFB at 2652 Shasta Road, 
Berkeley, California 94708. 


Large Print Cookbook: A large print 
cookbook will be produced by the New York 
Times and Golden Press. Jean Hewitt, of 
the New York Times staff, is the author. 


The new cookbook is expected to be al- 
most square, with two-color line drawings 
illustrating the text. 


Learning Disabilities - Special Class Pro- 
gram Book: Ralph J. Nash, Ed.D. and 
Judith Pfeffer, M.Ed. are co-authors of A 
Guide to a Special Class Program for Chil- 
dren with Learning Disabilities. The book 
may be ordered from: New Jersey Associa- 


tion for Brain Injured Children, 61 Lincoln 
Street, East Orange, New Jersey 07017. 
(Price: $2.25) 


Maps for Mobility: J. B. P. Angwin, is the 
author of an article, “Maps for Mobility,” 
appearing in The New Beacon. Part 1 of 
the article was published in the May 1968 
issue; Part 2 appeared in the June 1968 
issue. Colonel Angwin has for many years 
been a member of a consultative committee 
on maps of the Royal National Institute for 
the Blind and has given much time to 
cartographic and geographic problems asso- 
ciated with map production at the Institute. 


Mentally Retarded Children - Confer- 
ence Report: A report of a conference 
sponsored by the Children’s Bureau, De- 
cember 1, 1966, to help national voluntary 
youth-serving agencies develop their group 
work and leisure time programs for men- 
tally retarded children and adolescents, has 
now been published. The conference at- 
tempted to; (1) explore current trends in 
group work and leisure time services for 
mentally retarded children and adolescents; 
(2) discuss efforts in these programs by 
national agencies and their local affiliates, 
as well as the Federal Government’s role in 
this work; and (3) identify and discuss gaps 
and needs in group work and leisure time 
programs. 


For further information and single free 
copies of the conference report, write: The 
Children’s Bureau, Social and Rehabilitation 
Service, U.S. Department of Health, Educa- 
tion, and Welfare, Washington, D.C. 20202. 


Model Reporting Information: Proceed- 
ings, Sixth Annual Conference of the Model 
Reporting Area for Blindness Statistics, 
1967, has now been published. The publica- 
tion gives reports from the following states: 
Connecticut, Kansas, Louisiana, Massachu- 
setts, New Hampshire, New Jersey, New 
Mexico, North Carolina, Oregon, Rhode 
Island, South Dakota, Utah, Vermont and 
Virginia. 

Copies of the proceedings are available by 
writing: Paul H. Anderson, Ph.D., Acting 
Head, Section on Blindness Statistics, Office 
of Biometry, National Institute of Neuro- 
logical Diseases and Blindness, Bethesda, 
Maryland 20014. 


Multi-handicapped Blind Book: James 
M. Wolf is the author of a recently published 
book, The Blind Child with Concomitant 
Disabilities, Research Series Number 16, 
published by American Foundation for the 
Blind, 15 West Sixteenth Street, New York, 
N.Y. 10011. 112 pages. (Price: $1.00 for 
paperback edition) 


Opportunities for the Handicapped: The 
New Jersey Inter-Agency Committee for 
Education of the Handicapped has _ pub- 
lished a booklet entitled, “Opportunities for 
Handicapped Children in the Public Schools 
in New Jersey.” It outlines recent legislation 
providing for the education and training of 
handicapped children and provides informa- 
tion on placement of handicapped children, 
federal assistance programs and _ prepara- 
tion of teachers for special education. 


The booklet is available by writing: New 
Jersey Association for Mental Health, 60 
South Fullerton Avenue, Montclair, New 
Jersey 07042. (Price: 25¢) 


Parent’s Guide to Learning Problems: A 
guide containing suggestions for parents 
working with children who experience learn- 
ing problems, has been prepared by 
Margaret Golick, senior psychologist at the 
Montreal Children’s Hospital. The book 
contains chapters of special interest to pro- 
fessionals as well as parents. Order from: 
Mrs. Lorraine Little, 1140 Dunraven Road, 
Town of Mt. Royal, Quebec. (Price:  50¢ 
plus 5¢ postage). 


Preparation of Professional Personnel: 
The Council for Exceptional Children has 
recently published the proceedings of a 
conference on “Preparation of Special Edu- 
cation Personnel—New Directions and Op- 
portunities.” The publication gives an 
overview of the Education Professions 
Development Act, states priority program 
needs, and gives information regarding the 
organization of the Bureau of Educational 
Personnel Development. 


The special CEC conference was con- 
ducted pursuant to a contract with the U.S. 
Department of Health, Education, and 
Welfare, Office of Education. Copies of the 
proceedings of the conference are available 
by writing: Council for Exceptional Chil- 
dren, 1201 Sixteenth Street, N.W., Wash- 
ington, D.C. 20036. 


Problem of Blindness—Book: Jacob Van 
Weelden is the author of an ontological 
approach to the problems of blindness, On 
Being Blind. Dr. Van Weelden has founded 
his theory not only on the data of modern 
psychological research but also on his expe- 
rience of many years as a fieldworker. The 
book may be ordered from: The Nether- 
lands Society for the Blind, Vondelstraat 
128, Amsterdam 13, Holland. (Price: $2.50) 


Publications Available: The American 
Foundation for the Blind now has available 
the following publications: 


‘‘Administrative Aids,’ a series of single- 
sheet sample documents for use by agency 


administrators. Samples available include 
personnel policies and practices, by-laws, 
agency face sheet and job descriptions. 


The Body-Image of Blind Children, by 
Bryant J. Cratty and Theressa A. Sames, a 
state of the art report issued by the Inter- 
national Research Information Service of 
AFB, sets forth a method for helping blind 
children better understand their own body- 
image. (Price: $1.50) 


Multiply-Impaired Blind Children: A 
National Problem, by Milton D. Graham, 
reports on survey of schools and other 
agencies to learn how many newly impaired 
blind children exist and what types of serv- 
ices they are or are not receiving. 


An Introduction to Development of Cur- 
riculum for Educabie Mentally Retarded 
Visually Handicapped Adolescents. 40 
pages, $1.00. Basic suggestions for special 
education teachers dealing with this special 
group of children. 


Teaching Aids for Blind and Visually 
Handicapped Children, by Barbara Dor- 
ward and Natalie Barraga. $2.75. A work- 
book for parents, teachers, and shop 
students with construction directions for 
educational ads for children. 


Proceedings of the Research Conference 
on Geriatric Blindness and Severe Visual 
Impairment, 83 pages, $1.50. This book 
reports a conference held in September 
1967 sponsored by AFB under a grant from 
the Administration on Aging. 


Anxiety Scale for the Blind, by Richard 
E. Hardy, 12 pages, $1.00. A test developed 
for use with children and recently modified 
for adults. 


Order the above publications from: 
American Foundation for the Blind, 15 West 
16th Street, New York, N.Y. 10011. 


Reading Disabilities Book: Education 
Specialist Ruth Edgington, is the author of 
a recently published 95-page book, Helping 
Children with Reading Disabilities. The 
book contains tips for teachers and parents 
concerned with the child who needs special 
help in reading, writing, or spelling. Order 
from: Developmental Learning Materials, 
3505 North Ashland Avenue, Chicago, IIli- 
nois 60657. (Price: $1.50 plus 15 cents for 
handling) 


Reading Material Design: Miss Alison 
Shaw, is the author of an article, “The 
Design of Reading Material for the 
Partially-Sighted,” appearing in the July 
1968 issue of The New Beacon. The article 
discusses a research project to test the 
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legibility of various type faces and layouts 
by the low visioned. It briefly reviews the 
development of large print publications and 
mentions a variety of reading aids available. 


Religious Materials: The Division for the 
Blind and Physically Handicapped has re- 
cently issued a circular on religious mate- 
rials. The June 1968 Reference Circular lists 
the availability of the Bible and periodicals 
provided for the blind and visually handi- 
capped by national organizations and com- 
mercial producers. 


For a copy of the circular, request Ref- 
erence Circular No. 2, June 1968, “Religious 
Materials,” from Division for the Blind and 
Physically Handicapped, Library of Con- 
gress, Washington, D.C. 20542. 


Sensory and Perceptive Activities Book: 
A book entitled, Check List for Single and 
Coordinated Sensory and Perceptive Activi- 
ties, by Marie L. Avery and Alice Higgins 
has been published. The book includes 
suggested remedial training and can be 
used either by professional educators or by 
laymen. Order from: CANHC Resource, 
11291 McNab Street, Garden Grove, Cali- 
fornia 92641. (Price: $4.00 plus 10% for 
postage and handling) 


Services for the Blind Information: 
“Where to Find Help for the Blind,” a small 
flyer listing the state agencies from which 
services may be obtained, as well as briefly 
explaining various services for the blind, is 
available free in quantities up to 200 by 
writing: Publications Department, Ameri- 
can Foundation for the Blind, 15 West 
Sixteenth Street, New York, N.Y. 10011. 


Special Education Bibliography: I. 
Ignacy Goldberg is the compiler of a Se- 
lected Bibliography of Special Education. 
The publication lists more than 2,000 articles 
and books in special education under six 
headings. Special listing of 300 references 
on habilitation for the mentally retarded is 
also made. 


Testing the Educationally Handicapped 
Child: A pamphlet by Lester Tarnopol, 
ScD, “Testing the Educationally Handi- 
capped Child,” is a discussion of various 
methods of diagnostic testing for identifying 
and assessing EH children with specific test 
batteries described and evaluated. Order 
from: CANHC Resource, 11291 McNab 
Street, Garden Grove, California 92641. 
(Price: $.40) 


Vending Stand Program Booklet: A Final 
Report, “Adapting the Randolph-Sheppard 
Vending Stand Program to the Advances of 
Automation,” Project No. RD-1626-S, has 
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been published by the Department of Voca- 
tional Rehabilitation, Government of the 
District of Columbia. The report, authored 
by William W. Thompson, principal investi- 
gator, gives significant findings for the 
rehabilitation worker, describes the growth 
of the automatic vending industry, gives a 
historical background of the Randolph- 
Sheppard Act, and discusses the findings of 
the study. For additional information or free 
copies of the Final Report and Operations 
Manual, write: William W. Thompson, 
Vending Stand Program Coordinator, D.C. 
Department of Vocational Rehabilitation, 
1331 H Street, N.W., Washington, D.C. 
20005. 


RECORDINGS-RECORD SERVICE 


Aural Reading by Blind Persons: An arti- 
cle by Robert S. Bray, chief, and Edward S. 
Steffen, technical advisor of the Division for 
the Blind and Physically Handicapped, 
“Aural Reading by Blind Persons,” has 
been reprinted from Blindness 1968— 
AAWB Annual. The article discusses the 
advantages of the printed book, the invalu- 
able service performed by readers, the part 
played by tape recorders, and some of the 
problems in connection with recording books 
for the blind. 


Copies of the reprint are available from: 
The Division for the Blind and Physically 
Handicapped, Library of Congress, Wash- 
ington wel). Ce 20542; 


Books on Magnetic Tape: The 1968 edi- 
tion of, Books on Magnetic Tape, has been 
prepared by the Division for the Blind and 
Physically Handicapped of the Library of 
Congress. Magnetic tapes are listed accord- 
ing to subject matter and author-title list- 
ings. For a free copy of the publication, 
write: Division for the Blind and Physically 
Handicapped, Library of Congress, Wash- 
ington, D.C. 20542. 


Historical Digest: “Historical Digest,” 
is a set of fifty 12” long playing records 
covering the world chronology. Each volume 
is divided into twelve periods, with the 
entire set extending from 5000 B.C. to the 
present. 


The regular price for the recorded digest 
is $295.00. A special price of $155.00 has 
been established for blind and other handi- 
capped persons. To place orders or to obtain 
additional information, write: Historical 
Digest, 4690 Kolohala Street, Honolulu, 
Hawaii 96816. 


‘“‘Listening”’ Bibliography: Dr. Sam 
Duker of Brooklyn College, has prepared 
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a bibliography on “Listening,” consisting 
of 1,368 annotated and indexed items. The 
bibliography can be ordered from The 
Scarecrow Press, Metuchen, New Jersey. It 
is a revision of Dr. Duker’s 1964 bibliog- 


raphy, also published by The Scarecrow 
Press. 
Rate Controlled Speech Issue: A special 


rate controlled speech issue of the Journal 
of Communication, will be published Sep- 
tember 1968. The issue contains articles by 
Ronald H. Reid, Sanford E. Gerber, Arreed 
F. Barabasz, David B. Orr, Herbert L. 
Friedman, Raymond L. Johnson, Richard 
W. Woodcock, Charlotte R. Clark, Thomas 
G. Sticht, Emerson Foulke, Murray S. Miron 
and Eric Brown. 


Orders of this issue should be placed as 
soon as possible by writing: Mark L. Knapp, 
Box 5511, Milwaukee, Wisconsin 53211. 
Make checks payable to The National Soci- 
ety for the Study of Communication. (Price: 
$2.00 per single copy; 1 year subscription to 
the Journal of Communication—$8.00) 


Recording for the Blind Progress: Re- 
cording for the Blind, Inc., is now recording 
educational books on tape only and will no 
longer produce new titles on discs which 
have been supplied in the past. Mr. Don 
Staley, National Director of RFB, has indi- 
cated that 80% of all blind and other physi- 
cally handicapped users of the organization’s 
books employ tape recorders in their studies. 


Titles now on discs and currently in de- 
mand will be re-recorded for future circula- 
tion on tape. The 12,000 titles on 7” vinyl 
embossed discs, will continue to be circu- 
lated until they are worn out or until the 
demand for titles disappears. 


It is estimated that within three years 
RFB’s library of recorded educational books 
will be completely converted to tape. 


Speeded Speech Symposium: A sympo- 
sium entitled, “Listening and/or Speeded 
Speech,” will be held at the National Read- 
ing Conference in Los Angeles, in Decem- 
ber, 1968. Three hours have been set aside 
at the Reading Conference for the sympo- 
sium. The first half will be reserved for the 
presentation of the participants and the 
second half will be devoted to audience 
participation. Anyone interested in listening 
comprehension or in speeded speech is 
invited to attend this symposium. For fur- 
ther information, contact: Dr. Frank Greene, 
Chief, Reading Clinic, 508 University Place, 
Syracuse, New York 138210. 


Talking Book Periodicals: The American 
Printing House for the Blind has issued a 
list of talking book periodicals. For a copy 


of the listing, request “Talking Book Peri- 
odicals,” February, 1968, from: American 
Printing House for the Blind, 18389 Frankfort 
Avenue, Louisville, Kentucky 40206. 


Talking Book Tape Standard: The Divi- 
sion for the Blind and Physically Handi- 
capped, Library of Congress have an- 
nounced a change in its talking book tape 
standard. Effective January 1, 1969, sub- 
masters will be distributed only on 7-inch 
reels using 4-track monophonic recording at 
1-7/8 inches per second speed. This change 
is being to (1) reduce to one-half the present 
changing and threading of tape time re- 
quired of the reader; (2) provide 12 hours of 
playing time from a single 7-inch reel of 
tape; (3) increase continuous playing time 
to three hours without interruption; and (4) 
reduce storage area requirements. 


Tape Recorder Altered: Modifications of 
the Sony 105 have been made, enabling it 
to be played with the variable frequency 
supply unit available from the American 
Foundation for the Blind. In conjunction 
with the variable frequency supply unit, the 
rate of playback on the Model 105 can be 
increased gradually, or: in steps, up to ap- 
proximately double normal speed. The modi- 
fications were designed by Dr. George V. 
Gore, of the Research and Demonstration 
Center, Teachers College, Columbia Uni- 
versity, in collaboration with Miss Forster 
of the Materials and Text Book Center of 
the New Jersey Commission for the Blind. 


The Sony 105 is supplied to the legally 
blind by the American Printing House for 
the Blind, 18389 Frankfort Avenue, Louis- 
ville, Kentucky 40206, and can now be ob- 
tained with these modifications. More infor- 
mation can be obtained from the APH. The 
Sony 105 is also available commercially, and 
Dr. Gore believes that the appropriate modi- 
fications could be made by a reliable repair 
shop. 


RESEARCH 


Cornea Transplant of a Baboon’s Eye: A 
South African partly blind man has regained 
his full sight through a transplant cornea of 
a baboon’s eye. The patient can now read 
newspapers with the operated eye. It is 
believed that this is the first such operation 
of its kind. 


Eye Research with Fish: Recent investi- 
gations in France have discovered that 
corneas of the Elasmobranch family of 
fishes—which includes sharks, skates, and 
dogfish—have a unique inability to swell. 
Dr. Paul Payrau, director of medical re- 


12 


search at the Fondation Adolphe de Roths- 
child in Paris, states that this may mean 
that man has available an unexpected sup- 
ply of corneal transplantative material, since 
the most frequent cause of failure in kera- 
toplasty is shrinkage of the graft. Dr. Payrau 
and his associates have performed four fish- 
to-man transplants, with the initial results 
being excellent. 


One of the problems encountered in such 
possible grafting is that the thickness of the 
fish corneas is only about 0.38 mm to 0.4 mm, 
whereas a human cornea is usually 0.52 mm 
thick. However, according to Clinical 
Trends, recent reports of discovery off the 
coast of Colombia of a species of shark which 
has a cornea almost as thick as that of hu- 
mans, may alleviate this technical problem. 


Night Driving Vision Test: In a study 
conducted at Indiana University to deter- 
mine drivers’ vision at night, Drs. Merrill 
Allen and Richard D. Hazlett used four-feet 
high dummies. When the dummies were 
covered with black cloth, participating mo- 
torists failed to see 14 percent of them at 
20 mph; 9 saw the dummies at 60 mph. 
When the dummies were dressed in gray 
clothing, they were seen by all drivers at 
speeds up to 30 mph, but 53 percent were 
not seen at 40 mph. When they wore white, 
the dummies were seen by all drivers at 
speeds up to 50 mph, by 97 percent at 70 
mph, and by 53 percent at 80 mph. Traffic 
Safety reports addition of reflectorized tape 
made all dummies visible to all drivers up 
to 80 mph. 

- The Sight-Saving Review 


Research Index: The American Founda- 
tion for the Blind has recently published its 
Research Index, Quarterly Supplement, No. 
2, 1968. The supplement gives an introduc- 
tion, a list of descriptors, a dictionary of the 
descriptors, and their code designation. Also 
included is a scan-column index and partial 
citations. 


For further information, write: Research 
Department, American Foundation for the 
Blind, 15 West 16th Street, New York, N.Y. 
10011. 


Research Publication: Research Bulletin, 
No. 17, July 1968, published by the Ameri- 
can Foundation for the Blind, nine informa- 
tive articles: “Severe Visual Handicap and 
Kinesthetic Figural After-effects,’ by Sey- 
mour Axelrod; “An Experimental Investiga- 
tion to Determine Whether the Reading of 
Color by Transforming Hues into Audio- 
frequencies Will Affect the Anxiety Level 
of the Visually Handicapped,” John L. Ed- 
wards; “Preliminary Report on Research 


Completed in 1966 Using the Kay Ultra Aid 
for the Blind,” H. F. Priest; “Modeling a 
Tactile Sensory Register,” John W. Hill and 
James C. Bliss; “Communication by Electri- 
cal Stimulation of the Skin,” Emerson 
Foulke; “Age and Sex Differences in Pure 
Tone Thresholds: A Survey of Hearing 
Levels From 18 to 65 Years,” John F. Corso; 
“Evaluation of an Audible Mobility Aid for 
the Blind,” Peter Graystone and Hugh 
McLennan; “Evaluation of the Sonic Mo- 
bility Aid,” Leo H. Riley, Gunther M. Weil, 
and Allan Y. Cohen; “A Mathematical Mo- 
del of Blind Mobility,” Alan Krigman. 


A One-year subscription to The Research 
Bulletin is available for $6.00. Single copies 
of the bulletin are available for $1.50. Order 
from: The American Foundation for the 
Blind, 15 West Sixteenth Street, New York, 
New York 10011. 


SRS Research Briefs: The Research Uti- 
lization Branch, Division of Research and 
Demonstration Grants, Social and Rehabili- 
tation Service, HEW, is now publishing 
monthly a one-sheet “Research Brief.” In- 
formation is given on the various research 
projects supported by SRS and on their 
application. Copies of “Research Brief” may 
be obtained free of charge by writing: Re- 
search Utilization Branch, Research and 
Demonstration Grants, Social and Re- 
habilitation. 


VISION-PROBLEMS, 
INFORMATION 


Blindness in Childhood: A Study of 776 
Children with Severe Visual Handicaps, 
The Causes of Blindness in Childhood, by 
G. R. Fraser and A. I. Friedmann, has been 
printed by the Johns Hopkins Press. The 
book presents the results of a clinical and 
genetic study of nearly one-fourth of the 
blind and partially sighted children regis- 
tered in England and Wales in 1963. Order 
from: The Johns Hopkins Press, Baltimore, 
Maryland 21218. (245 pages; Price: $12.00) 


Diabetes: The American Diabetes Asso- 
ciation and the American Dietetic Associa- 
tion in cooperation with the U.S. Public 
Health Service, has published a_ leaflet, 
“Diabetes,” which explains briefly the na- 
ture of diabetes mellitus, persons likely to 
have diabetes, symptoms of diabetes, and 
how it is discovered and controlled. The 
pamphlet states that diabetes is now one of 
the eight leading causes of death in the 
United States and the third leading cause 
of blindness. 


Single copies of the pamphlet can be ob- 
tained by writing the U.S. Public Health 
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Service, Washington, D.C. 20201. Multiple 
copies of the leaflet are available by writing: 
Superintendent of Documents, U.S. Govern- 
ment Printing Office, Washington, D.C. 
20402. (Price: 5 cents each or $2.50 per 100 
copies) 


Eyestrain Article: Dr. David G. Cogan, 
director of the Howe Laboratory of Oph- 
thalmology, Boston, Massachusetts, is the 
author of an article, “Lighting, Eyestrain, 
and Health Hazards,” appearing in the 
September 1968 issue of Sight-Saving Re- 
view. The article was presented originally 
at the Seminar on Performance Criteria for 
the Luminous Environment, State Univer- 
sity Construction Fund, Saratoga Springs, 
New York, July 6, 7, 1967. 


Dr. Cogan’s article discusses the effects 
of high levels of illumination on the retina 
and his thesis that some of higher levels 
recommended for certain tasks may be 
damaging to the eye. The article is followed 
by a reaction written by Mr. C. L. Crouch, 
director of Research of the Illuminating 
Engineering Research Institute, in which 
he further explains and defends the research 
findings upon which the recommendations 
were originally made. 


Health of the School Child: In a report 
of the Chief Medical Officer of the Depart- 
ment of Education and Science of Great 
Britain, a discussion of the health of that 
country’s schoolchildren and their various 
health programs is presented. Included is a 
final report of a dyslexia survey. There is 
also a discussion of visual defects found in 
the children and of vision screening pro- 


grams. Order The Health of the School 
Child From: Her Majesty’s Stationery 
Office, London, England. (Price: $2.40) 


Information through Comic Strips: The 
U.S. Public Health Service’s National Cen- 
ter for Chronic Disease Control, has released 
a free comic book featuring the nationally 
syndicated “Peanuts” characters, that warns 
children and their parents about a form of 
blindness which strikes the young—amblyo- 
pia ex anopsia, commonly called “lazy eye” 
which leads to blindness in one eye if left 
uncorrected. Public Health officials worked 
closely with Charles M. Schulz, creator of 
“Peanuts” in preparing the 13-episode book- 
let. “Security is an Eye Patch,” shows car- 
toon character Sally Brown getting an eye 
examination, learning she has amblyopia ex 
anopsia, and then wearing an eye patch over 
her good eye to make her “lazy eye” 
stronger. 


The National Center for Chronic Disease 
Control is distributing single free copies of 


“Security is an Eye Patch.” Request from 
the Center at 4040 North Fairfax Drive, 
Arlington, Virginia 22208. 


Night Visibility Bibliography: The High- 
way Research Board has prepared a bib- 
liography of interest to those in research 
who are concerned with the vital aspects of 
night visibility and its relationship to driving. 
Entries concerning headlighting information 
will be of use to vehicle designers. Order, 
“Bibliography No. 45, Night Visibility,” 
from: Highway Research Board, Wash- 
ington, D.C. (Price: $1.20) 


Refractive Anomalies of the Eye: <A 57- 
page monograph “Refractive Anomalies of 
the Eye,” No. 5 in a USPHS series, is a 
report on a workshop on refractive problems 
and contains papers on the subject from the 
professions of ophthalmology and optom- 
etry. Papers are grouped into sections on 
the present state of knowledge, diagnostic 
and therapeutic techniques, promising ave- 
nues of research, clinical importance of 
refractive anomalies, and recommendations 


on areas of need. Order from:  Superin- 
tendent of Documents, U.S. Government 
Printing Office, Washington, D.C. 20202. 


(Price: 40¢) 


Scleral Contact Lenses: Stanley L. Eng- 
lebardt is the author of, “A Contact Lens 
for ‘Blind’ Eyes,” appearing in Readers 
Digest, August 1968 (condensed from 
Empire). The use of Scleral lenses in cases 
of damaged eyes, is discussed in the article. 
Advantages and disadvantages of the scleral 
as compared to the corneal contact lense is 
sited. 


Vision and the Eye. The 2nd edition of 
Vision and the Eye, by M. H. Pirenne has 
now been printed. The book is designed 
primarily for the beginner and the non- 
specialist. Comparison of the human eye 
with other eyes, such as those of insects, is 
made. The newly added topics include the 
role of perspective in the perception of 
paintings and photographs, directional 
properties of the retinal receptors, color 
vision, and quantum phenomena. Order 
from: Chapman and Hall Ltd., London, 
England. (Price: $4.75) 


Tobacco-Relation To Visual Disturb- 
ances: The National Clearinghouse for 
Smoking and Health has issued a report on 
the relation of smoking to disturbances in 
vision. The report carries reviews of re- 
search findings since the issue of the Sur- 
geon General’s Advisory Committee’s 1964 
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report on smoking and health. According to 
the report, tobacco amblyopia has been 
related to pipe and cigar smoking by clinical 
impressions. The association has not been 
substantiated by epidemiological or experi- 
mental studies. Studies have hypothesized 
that Leber’s optic atrophy, which also is 
attributed to a demyelinization process in 
optic: pathways, may be associated with a 
defect in cyanide detoxification, which is 
aggravated by the cyanide in tobacco smoke. 


Vision Disorders Treatise: “Refractive 
Anomalies of the Eye,” Monograph No. 5, 
has been prepared from a workshop held in 
Washington, D.C., in 1966, by the Sub- 
committee on Vision and its Disorders, 
National Advisory Neurological Disease and 
Blindness Council. Reports and recommen- 
dations of interest regarding the govern- 
ment’s feeling about the needs of refractive 
anomalies are contained in the publication. 
Order from: Superintendent of Documents, 
U.S. Government Printing Office, Wash- 
ington, D.C. 20402. Public Health Service 
Publication #1687. (Price: 40¢) 


Vision Program: A vision program has 
been developed by Irving Arbital, vision 
consultant, Grossmont Union High School, 
Department of Special Education, San 
Diego, California. The vision program con- 
sists of three components: vision screening; 
referrals of all failures with a new vision 
examination form which recommends that 
the child’s vision care practitioner perform 
special tests; and an evaluation of the find- 
ings on the returned vision examination form 
by the school vision consultant. 


The vision tests utilized in the Grossmont 
Vision Screening Program include: visual 
acuity measured at 20 feet and at 16 inches; 
cover test for determination of eye muscle 
coordination; objective determination of re- 
fractive error; quality of fusion; color vision 
test; and organic problems, both internal 
and external. The findings are evaluated by 
the school vision consultant, as to their sig- 
nificance in affecting the child’s_ school 
performance. This information is then dis- 
cussed with other school personnel as part of 
a multidisciplinary approach to helping the 
child. 


Vision Screening Procedure with Re- 
tarded Children: Robert T. Blackhurst, 
M.D., and Edmund Radke, M.Ed., are co- 
authors of an article, “Vision Screening 
Procedures Used with Mentally Retarded 
Children - A Second Report,” appearing in 


the Summer 1968 issue of The Sight-Saving 
Review. The authors state that screening 
procedures for the mildly retarded can be 
essentially the same as those used for chil- 
dren in regular classrooms, however, they 
must be modified for the moderately re- 
tarded. The information contained in the 
article was originally presented by Mr. 
Radke at the Annual Conference of the 
National Society for the Prevention of Blind- 
ness, Columbus, Ohio, April 12, 1967. 


Vision—Sports: A _ series of seventeen 
color slides dealing with vision as related to 
sports activities, has been produced by The 
American Optometric Association. It is 
titled, “You Can’t Hit It—If You Can’t See 
It.” The slides are available as a part of a 
packet containing information to accompany 
the slide presentation. The packets are 
available from: Production Department, 


AOA, 7000 Chippewa Street, St. Louis, 
Missouri 63119. (Price: $7.00) 
Visual Acuity among Adults: The USS. 


Department of Health, Education, and Wel- 
fare has published a report of medical 
history and examination findings related to 
visual acuity of American adults as deter- 
mined from the Health Examination Survey 
of 1960-62. A probability sample of 7,710 
persons was selected to represent the 111 
million adults aged 18 to 79 years in the 
civilian, noninstitutional population of the 
United States. More than 85 percent, or 
6,672 adults, were examined. 


Detailed tables and charts are also in- 
cluded in the report. For a copy of the 
report, “History and Examination Findings 
Related to Visual Acuity among Adults,” 
request Public Health Service Publication 
No. 1000, Series 11, No. 28, 1968, from the 
U.S. Department of Health, Education, and 
Welfare. 


MISCELLANEOUS 


Anthology—Copyright Permissions: An- 
thologies containing substantial excerpts 
from previously copyrighted works  gen- 
erally can not be cleared for copyright. 
Introduction, commentaries, notes, indexes, 
etc., prepared by the individual anthology 
author, may be cleared for copyright by 
contacting the publisher of the book, how- 
ever, individual excerpts may require special 
permission by each author concerned. 


Blind Teachers—Problems and Progress: 
Sally Jones is the author of the article, 
“Blind Teachers—Their Problems and Prog- 
ress in Certification and Employment,” 
which is concluded in the May 1968 issue of 
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The Braille Monitor. The author treats atti- 
tudes versus the law, skeptics, overcoming 
the skeptics, breaking down bars, psycho- 
logical barriers, the problem of the large 
consolidated school districts, and the blind 
image. Included as an appendix for the 
article, is a listing of blind teachers in the 
State of California for the School Year 
1967-68. 


Contact Lenses for Turkeys: Experiments 
have been conducted at Virginia Polytechnic 
Institute involving adjusting colored contact 
lenses to the eyeballs of turkeys. The study 
was undertaken to determine the effects of 
different colors and colored lights on the 
social behavior of turkeys and to further 
research work involving photoperiodic re- 
productive responses in turkeys. 


Results of the test would aid scientists in 
determining whether changing the wave 
length of lights reaching turkey eyes can 
make the turkeys docile, so that they will 
fight less and consequently put on more 
weight. 


Dogs as Mobility Aides: Experiences of 
two amputees reported in Nebraska Re- 
habilitation Topics, may indicate possible 
use of dogs as mobility aides for the physi- 
cally handicapped. One amputee found that 
a dog was a real help to her in climbing 
stairs and in navigating curbs, revolving 
doors, slanting sidewalks, and escalators. 
The even, forward pull of the canine assisted 
her in developing a rhythm and balance in 
walking. A second amputee found a dog to 
be friendly and a useful aid to ambulation. 


Nobel Prize Winners: The 1967 Nobel 
Prize in physiology or medicine has been 
awarded to Dr. George Wald, professor of 
biology at Harvard; Dr. Haldan Keffer 
Hartline, a biophysicist at Rockefeller Uni- 
versity; and Professor Ragnar Granit, a 
neurophysiologist at the Royal Caroline In- 
stitute in Stockholm, Sweden. The $62,000 
award honors the men for forty years of 
research into the human retina and the 
physiological and chemical processes of 
perception. 


Louis Braille Featured: Louis Braille 
(1809-1852) was honored in being desig- 
nated as a “Pioneer in Special Education,” 
number five in a special series under this 
title, appearing in The Journal of Special 
Education. A brief article by Paul Irvine 
accompanies the full page drawing of Braille, 
in the Fall, 1967 issue of The Journal. Irvine 
concludes with, “Today, a blind child is ~ 


considered to be properly taught unless he 
has learned braille. In a very real sense, 
Louis Braille freed the blind—to read, to 
write, and to know the dignity that compe- 
tence brings.” 


Musical Sculpture: Sculptor Arnold 
Haukeland and composer Arne Nordheim, » 
Norwegians, are _ _combining | ‘their creative- 
abilities in ‘the design ‘of a sculpture. which 
will emit musical sounds, It will be: -placed i in.. 
a projected cultural center .for the blind ‘at 
Sarpsborg, Norway.- ‘The form of, the sculp- 
ture itself will be too big to be explored by 
the hands, but the sculptor has designed the 
“socket” of the monument as a large hall 
and has placed within this a miniature of 
the whole, with the help of which a blind 
person can feel the design in detail. 


The electronic music which will be the 
“second dimension” of the sculpture is 
being built up by composer Nordheim in 
a Warsaw electronic studio. The musical 
machine itself is a complex electronic con- 
struction with about 20,000 components. 
Sounds from the sculpture will depend on 
local light conditions. The better the 
weather and the lighter the atmospheric 
conditions, the more intensive the playing 
from the sculpture. The music will vary 
continuously and will not repeat itself, even 
when the light conditions are identical, for 


then the machine itself takes over, playing 
its own variations. 


Radio Announcements in Spanish: The 
Public Education Division of the American 
Foundation for the Blind is now sending out 
radio spot announcement kits in Spanish, as 
a result of responses to queries sent to the 


»250 Spanish-speaking radio stations in the 
United States and Puerto Rico. The 17 spots 
deal with career opportunities for the blind, 


aids and appliances, talking books, kitchen 
aids, guide dogs, travel concessions, and 


‘ general information. 


Visual Rehabilitation: Dr. Alberto Valvo, 
an Italian ophthalmologist at the San Gio- 
vanni Hospital in Rome, has indicated that 
recovering from early and long-lasting blind- 
ness in patients operated on in adulthood 
may take more than a year. Dr. Valvo bases 
his statement on his work with about 50 
patients whose eyesight has been restored. 
According to Dr. Valvo, patients who had 
vision prior to blindness can be visually 
rehabilitated almost completely and in a 
much shorter time than those who were 
blind from the first months of life. Imme- 
diately after surgery, there is an _ initial 
phase of shock, followed by psychic depres- 
sion, however. Finally, after a variable 
length of time there is integration with 
abandonment of behavior patterns of the 
blind and conversion to those of seeing 
persons. 
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AGENCY INFORMATION 


CNIB Anniversary: The Canadian Na- 
tional Institute for the Blind observes its 
Golden Jubilee this year. The Jubilee 
Year officially began on January 9, 1968, 
when George C. Thompson, CNIB na- 
tional president, turned the sod for a 
new building at the organization’s To- 
ronto headquarters. The new building 
will be known as the Arthur V. Weir 
National Training and Vocational Guid- 
ance Centre. It will provide a complete 
program for assessment using psycho- 
logical, social, and medical services to 
assist in determining realistic training 
and vocational goals. 


ERIC Clearinghouse: The U.S. Office 
of Education has announced the estab- 
lishment of a new clearinghouse for 
documents on higher’ education, at 
George Washington University, Wash- 
ington, D.C. The center, a 19th link in 
the nationwide network of educational- 
information centers designed to make 
research results and tested innovations 
widely available, will be operated in co- 
operation with the American Council on 
Education and its affiliated associations. 


ERIC clearinghouses are operated by 
universities and professional organiza- 
tions throughout the country for the 
purpose of collecting and disseminating 
educational research documents, articles 
and bibliographical resources of use to 
school administrators, teachers, research- 
ers, and students. ERIC stores the full 
text of documents and makes them avail- 
able in pamphlet form or on microfiche 
(4-by-6-inch sheets of film containing 
some 60 pages of material). New acquisi- 
tions are announced in Research in 
Education, a monthly abstract journal 
available from the Superintendent of 
Documents, U.S. Government Printing 
Office, Washington, D.C. 20402. 

Supported by the Office of Education’s 
Bureau of Research under Title IV of 
the Elementary and Secondary Educa- 
tion Act, the 19 ERIC clearinghouses 
and their locations and areas of spe- 
cialization are: 

Adult Education, Syracuse University, 
Syracuse, New York 13210; Counseling 
and Personnel Services, University of 
Michigan, Ann Arbor, Michigan 48104; 
Disadvantaged, Teachers College, Colum- 
bia University, New York, New York 





10027; Early Childhood Education, Uni- 
versity of Illinois, Urbana, Illinois 
61801; Education Administration, Uni- 
versity of Oregon, Eugene, Oregon 
97403; Educational Facilities, University 
of Wisconsin, Madison, Wisconsin 53706; 
Educational Media and _ Technology, 
Stanford University, Stanford, Cali- 
fornia 94305; Exceptional Children, The 
Council for Exceptional Children, Wash- 
ington, D.C. 20036; Higher Education, 
George Washington University, Wash- 
ington, D.C. 20006; Junior Colleges, Uni- 
versity of California at Los Angeles, Los 
Angeles, California 90024; Library and 
Information Sciences, University of Min- 
nesota, Minneavolis, Minnesota 55404; 
Linguistics, Center for Applied Linguis- 
tics, Washington, D.C. 20036; Reading, 
Indiana University, Bloomington, Indi- 
ana 47401; Rural Education and Small 
Schools, New Mexico State University, 
Las Cruces, New Mexico 88001; Science 
Education, Ohio State University, Co- 
lumbus, Ohio 48221; Teacher Education, 
American Association of Colleges for 
Teacher Education, Washington, D.C. 
20036; Teaching of English, National 
Council of Teachers of English, Cham- 
paign, Illinois 61820; Teaching of For- 
eign Languages, Modern Language As- 
sociation of America, New York, New 
York 10011; and Vocational and Tech- 
nical Education, Ohio State University, 
Columbus, Ohio 43212. 


National Advisory Committee on Dys- 
lexia Formed: The Department of 
Health, Education and Welfare has an- 
nounced the formation of a National 
Advisory Committee on Dyslexia and 
Related Reading Disorders. The Com- 
mittee, under the chairmanship of Ar- 
leigh B. Templeton, will examine in 
detail areas of research, diagnosis and 
evaluation, teacher preparation, and cor- 
rective education methods for dyslexia 
and related reading disorders. Leaders 
in the field of education, neurology, 
laryngology and audiology, ophthalmol- 
ogy, optometry, pediatrics, psychiatry 
and psychology make up the member- 
ship of the Committee. 

The Committee is expected to report 
in 1969, with recommendations on a 
continuing national program needed to 
deal with this problem, and plans to 
indicate current gap areas and recom- 
mend priorities for a program to help 
children and adults with these reading 
problems. 


NIB Holds Annual Conference: The 
National Industries for the Blind, Hold- 


ing its annual conference in Seattle, 
Washington, October 7-10, discussed the 
problem of providing jobs with steady 
wages to visually-handicapped persons. 
How Government, private industry and 
the public can help quadruple the num- 
ber of gainfully-employed blind persons 
by the mid-1970’s, was the principal 
discussion theme of the conferees. Par- 
ticipating in the workshop were direc- 
tors representing 35 states. 

A number of awards were presented. 
The “Blind Worker of the Year,” 28- 
year-old Karl Randall, became the first 
recipient of the Peter J. Salmon Award. 

NIB paid special tribute to the Boeing 
Company, Seattle’s leading industry, 
which has long had a sub-contracting 
arrangement with the Seattle Lighthouse 
for the Blind for the production and 
assembly of parts for jet planes. 


NFB Constitution: A copy of the Na- 
tional Federation of the Blind’s Consti- 
tution appears in the September 1968 
issue of The Braille Monitor. The docu- 
ment indicates the name, purpose, de- 
scription of membership, officer respon- 
sibilities, powers and duties of the con- 
vention, the executive committee and 
the president, proceedings, amendments 
and finance. Also included is the NFB’s 
Code of Affiliate Standards and state- 
ment of policy applicable to affiliate 
standards. 


BUREAU OF EDUCATION 
FOR THE HANDICAPPED 


Deaf-Blind Program Legislation: The 
recently enacted Public Law 90-247 pro- 
vides for grants to or contracts with 
public or nonprofit private agencies, 
organizations, or institutions to pay all 
or part of the cost of establishing and 
operating centers for deaf-blind children. 


- These centers are to be located strate- 


gically in various areas of the country 
and will be designed to provide compre- 
hensive services for both deaf-blind chil- 
dren and their parents. The services will 
include diagnosis and evaluation, edu- 
cation, and consultation to teachers and 
parents. Congress has appropriated $1 
million for Fiscal Year 1969, to enable 
the benefits of P.L. 90-247 to be realized. 

The development of the centers will 
be administered through the Division 
of Educational Services, Bureau for Edu- 
cation of the Handicapped. Dr. Donald 
R. Calvert, former Director of the San 
Francisco Hearing and Speech Center, 
and Robert Dantona, a specialist in the 
education of deaf-blind children, will 


supervise setting up the centers through 
the newly organized Project Centers 
Branch of the Division. 


Directory of School Programs for 
Visually Handicapped Children: The Oc- 
tober 1968 edition of Directory of School 
Programs for Visually Handicapped 
Children, has been published by the 
Bureau of Education for the Handi- 
capped. This publication lists residential 
and day school programs serving the 
visually impaired throughout the United 
States. Single copies of the publication 
are available free of charge by writing: 
Aid to States Branch/DES, Bureau for 
Education of the Handicapped, 7th and 
D Streets, S.W., Washington, D.C. 20202. 


Federal Allocations to State-supported 
and State-operated Schools for’ the 
Handicapped: The Bureau of Education 
for the Handicapped has recently an- 
nounced the allocation of $29.7 million 
in PL 89-313 funds for Fiscal Year 1969. 
These monies are designed to strengthen 
the education programs and related 
services for handicapped children and 
youth in State-operated and State- 
supported schools. The grants are ex- 
pected to benefit over 100,000 children 
in nearly 1,000 schools throughout the 
United States, and for the first time this 
year, the outlying areas of Puerto Rico 
and Guam. 

The enabling legislation, the PL 89-313 
Amendment to Title I, Elementary and 
Secondary Education Act, is designed to 
support projects which develop and ex- 
pand educational services to handicapped 
children. These projects may strengthen 
instructional programs by adding spe- 
cialized teachers, consultants, evaluation 
specialists, speech pathologists, teacher 
aides, and by providing in-service train- 
ing of project staff. They may expand 
programs to include diagnostic centers, 
preschool classes, language develop- 
ment laboratories, occupational training 
centers and summer camp programs. The 
grants may make available parent coun- 
seling, curriculum enrichment activities, 
orientation and mobility instruction, 
transportation assistance, mobile unit 
services and special afternoon or eve- 
ning classes. 

In Fiscal Year 1966, the year of its 
initial funding, 65,000 handicapped chil- 
dren in State schools received some serv- 
ices through the State agencies directly 
responsible for their education, with 
$15.9 million allocated under PL 89-313. 
In Fiscal Year 1967, 83,000 children 
were served with $15.1 million. Funds 


were increased for Fiscal Year 1968 to 
$24.7 million and 87,000 children were 
included in services. Of the total monies 
allocated FY 1966-1968 ($55,729,445 
total), $4,750,104, or 8.5% has _ been 
utilized in programs for the visually 
handicapped. 

For further information regarding PL 
89-313, contact should be made with 
State Directors of Special Education or 
the Aid to States Branch, Bureau of 
Education for the Handicapped, Office of 
Education, Washington, D.C. 20202. 


Early Education Assistance Act: The 
Handicapped Children’s Early Education 
Assistance Act, signed on September 30, 
1968, by President Johnson, will provide, 
when fully funded, for the development 
of from 75 to 100 model programs de- 
signed to develop successful approaches 
in assisting preschool age handicapped 
children. This new program will be ad- 
ministered under the Division of Edu- 
cational Services, Bureau of Education 
for the Handicapped. 

The Act enables the Commissioner of 
Education to make grants to or contracts 
with public and private, nonprofit agen- 
cies for the development and implemen- 
tation of experimental programs. These 
grants will be distributed on a broad 
geographical basis throughout the na- 
tion. Projects will also be established in 
both rural and urban areas. 

It is intended that there will be as 
great a diversity among projects as 
possible, so that models will be developed 
which are applicable to as many different 
handicapping conditions and_ environ- 
ments as possible. The Act directs that 
each program. be coordinated with the 
local school system, that provision be 
made for dissemination of information 
and that in-service training and other 
aspects of model programs be _ incor- 
porated inte the planning. A Federal 
Share of up to 90% of the cost of the 
project will be provided. The non-Federal 
share is designed to encourage a com- 
mitment of community and other public 
and private agencies to the success of 
the programs through tangible involve- 
ment in the programs’ inception. 

The Act authorizes the appropriation 
of $1 million for 1969, $10 million for 
fiscal year 1970, and $12 million for fiscal 
year 1971. It is estimated that the $1 
million would support the planning 
phases of these centers. The operational 
cost of each unit might be $100,000- 
$125,000, thus allowing the establish- 
ment of approximately 75 to 100 centers 
over the country. 





Media Services and Captioned Films 
Program Expansion: The 1967 Congres- 
sional action amending the Elementary 
and Secondary Education Act, has en- 
larged the educational portion of the 
Captioned Films Act to embrace all 
handicapped children. Fiscal Year 1969 
appropriations provide $3.25 million for 
services to the deaf through the Cap- 
tioned Films Program, and an additional 
$1.5 million for services to all other 
handicapped children. 

Funds under both portions of this 
program are used to improve individual 
pupil instruction through development 
and distribution of educational media, 
provide services for parents of handi- 
capped children, and assist other persons 
directly involved in work for the ad- 
vancement of the handicapped. In addi- 
tion, the program can support training 
of persons in the use of educational 
media for the instruction of the handi- 
capped. 

Special consideration is being given at 
this time under this program, to the 
need for discovering the applicability of 
media materials which have been pre- 
pared for use with the deaf, to use with 
other types of handicapped children. An- 
other major interest lies in learning the 
media needs of all types of handicapped 
children and in adequately training 
teachers to use such media as might 
be developed. 

For additional information on _ this 
program, write the Media Services and 
Captioned Films Branch, Bureau of Edu- 
cation for the Handicapped, Washington, 
D.C. 20202. 

Title II1I—Inovations for the Handi- 
capped: Title III of the Elementary and 
Secondary Education Act is designed to 
promote the development of exemplary 
and innovative programs. Of the total 


Fiscal Year 1969 appropriation, 75% will - 


be administered by the States and 25% 
will be administered by the U.S. Com- 
missioner of Education. Beginning with 
FY 1970, 100% of Title III will be ad- 
ministered by the States. Of the monies 
appropriated, at least 15% of the funds 
are to be used for projects designed 
primarily for handicapped children. For 
FY 1969, $17.047 million of the State 
administered funds are to be used for 
programs serving the handicapped, while 
during this same Fiscal Year, $5.682 
million from the Federally administered 
portion will be set aside for such proj- 
ects. 

The earmarking of a percentage of 
Title III funds for projects serving 


handicapped children provides a new 
source of support for innovation and for 
the development of new _ educational 
models and thus represents an important 
step in the systematic development of 
programs for the handicapped. 

For additional information concerning 
this Title and the necessary papers for 
making application for funds, write Dr. 
Warren Aaronson, Chief, Title III Pro- 
gram, Bureau for Education of the 
Handicapped, 7th and D Streets S.W., 
Washington, D.C. 20202. 


Title VI-A Allocations Announced: The 
Bureau of Education for the Handi- 
capped has announced that $29.25 million 
has been granted under Title VI-A of the 
Elementary and Secondary Education 
Act for Fiscal Year 1969. All 50 States, 
District of Columbia, Guam, the Virgin 
Islands, Trust Territory of the Pacific 
Islands, Puerto Rico and the Bureau of 
Indian Affairs will receive grants for the 
initiation, expansion and improvement of 
special educational and related services 
for handicapped children at the pre- 
school, elementary and secondary school 
levels. 

Title VI-A offers unlimited opportuni- 
ties to provide direct services to handi- 
capped children in various activities and 
services including work study programs, 
special transportation arrangements, 
mobile units to take services to children 
in rural areas, instructional materials 
centers and contractual services with 
public and private agencies to provide a 
variety of diagnostic and other needed 
services related to special education. 

In the area of the visually impaired, 
the States have estimated that approxi- 
mately 4,700 children will be served 
during FY ’69. This represents about 
2.7% of the estimated total number of 
children to be served (170,000). In addi- 
tion, they have estimated that approxi- 
mately 540 persons working with visually 
impaired children will receive some type 
of training, representing about 2.5% of 
the estimated total number of personnel 
to receive training (25,000). 


Training Programs for Educators of 
the Handicapped: The Division of Train- 
ing Programs, Bureau of Education for 
the Handicapped, has announced that an 
appropriation of $29.7 million has been 
allocated under P.L. 85-926, as amended, 
for Fiscal Year 1969. Applications are 
now being received by BEH from col- 
leges and universities for program de- 
velopment grants, and from colleges, 
universities and State departments of 


education for special projects of an 
innovative nature, and for support of 
academic year programs, Summer SeS- 
sions and special study institutes. Re- 
view panels composed of specially 
qualified personnel from throughout the 
country, recommend which proposals 
will be funded. The Bureau hopes to 
announce the awards by March 1, 1969. 

It is anticipated that $2 million of the 
$29.7 appropriation will be utilized for 
funding new and_ innovative teacher 
training models. The remaining $27.7 
million will finance training program 
development at selected colleges and 
universities, and for supporting colleges 
and universities as well as State de- 
partments of education in the conducting 
of teacher preparation programs, and in 
their granting of junior and senior year 
traineeships, summer session trainee- 
ships, special study institute traineeships 
and graduate fellowships. 

In addition to the $29.7 million, $300,- 
000 will be made available to colleges 
and universities for the funding of proj- 
ects in physical education and recreation. 

For further information on these pro- 
grams, write the Divisicn of Training 
Programs, Bureau of Education for the 
Handicapped, Washington, D.C. 20202. 


Vocational Educational Act Provisions 
for the Handicapped: The Vocational 
Educational Amendments of 1968, Public 
Law 90-576, enacted by Congress, Octo- 
ber 16, 1968, contains special provisions 
for the education of handicapped chil- 
dren. The Act authorizes an appropria- 
tion of $355 million for fiscal year 1969, 
$565 million for fiscal year 1970, $675 
million for fiscal year 1971, $675 million 
for fiscal year 1972, and $565 million for 
fiscal year 1973. Of these amounts, 10% 
is to be appropriated for vocational edu- 
eation designed for handicapped children 
and youth. 

The Act calls for the creation of a 
National Advisory Council to include 
persons “experienced in the education 
and training of handicapped persons;” a 
State Advisory Council to include a per- 
son or persons “having special knowl- 
edge, experience or qualifications with 
respect to special educational needs of 
physically or mentally handicapped per- 
sons;” and grants to states, in accord- 
ance with state plans, for purposes 
including “vocational education for 
handicapped persons who because of 
their handicapped condition cannot suc- 
ceed in the regular vocational education 
program without special educational as- 


stance or who require a modified voca- 
tional education program.” 


This law makes provision for research 
and training in vocational education 
which include experimental, develop- 
mental, or private programs designed to 
meet the special vocational needs of 
youth, particularly youth in economically 
depressed communities who have aca- 
demic, socio-economic, or other handi- 
caps that prevent them from succeeding 
in regular vocational, educational pro- 
grams. Exemplary programs and proj- 
ects designed to develop new ways to 
bridge between school and earning a 
living for young people and to broaden 
occupational aspirations and opportuni- 
ties for youth with special emphasis 
given to youth who have academic, 
socio-economic or other handicaps. Ex- 
change programs, institutes and in- 
service education for vocational-educa- 
tion teachers, supervisors, coordinators 
and administrators have also _ been 
provided for by the Act. 


CONVENTIONS, INSTITUTES 
MEETINGS 


Abacus Institute Planned: The Kansas 
Department of Special Education has an- 
nounced plans to conduct an institute on 
“Use of the Abacus as a Lifetime Com- 
putational Tool for Visually Handicapped 
Students: Partially Seeing and Blind.” 
The institute is scheduled for June 9-18, 
1969. 


DVH Schedule Meetings: The Division 
for Visually Handicapped—Partially See- 
ing and Blind, has scheduled the follow- 
ing meetings to be held in connection 
with the Council for Exceptional Chil- 
dren’s International Conference, Denver, 
Colorado, April 8-12, 1969: 


Tuesday, April 8 


Open Forum 

DVH Executive 
Board Meeting 

8:00-10:00 p.m. DVH Dutch Treat 

Thursday, April 10 

12 noon-1:30 p.m. Joint DVH-AEVH 
Annual Luncheon 

DVH Annual 
Business Meeting 
Special sessions concerning education 

of visually handicapped children and 

youth, which had been planned by DVH 

for this conference are: 


Wednesday, April 9 
2:00-4:00 p.m. 


9:00 a.m-12 noon 
2:00-4:00 p.m. 


4:00-5:00 p.m. 


Elinor Long, 
Chairman 


Thursday, April 10 
10:30 a.m.-12 noon Dorothy Skinner, 
Chairman 
Friday, April 11 
10:30 a.m.-12 noon Grace Napier, 
Chairman 
Maurice Olsen, 
Chairman 
Saturday, April 12 
9:00 a.m.-12 noon Margaret Polzien, 
Chairman 


2:00-4:00 p.m. 


IBSSS Training Session: The Illinois 
Braille and Sight Saving School con- 
ducted a month-long training session for 
workshop 
covered the three general areas of mo- 
bility and orientation, braille reading and 


30 cottage parents. The 


writing, and daily living skills. 


Financed by a PL 89-313 Federal 
grant to the State Department of Chil- 
dren and Family Services, which operates 
the school, the workshop was conducted 


on a five-day week basis. Cottage parents 
attended sessions five hours each day. 

A full-page pictorial report of the proj- 
ect appeared 
Register, Springfield, Sunday, September 
22, 1968. 


‘EQUIPMENT AND MATERIALS 























The Royal 
Blind has developed an audible, photo- 
conductive light probe (Catalogue No. 
9432). The general purpose pocket-size 
instrument is designed to detect and 
convert light directly into sound, the 
frequency of which rises proportionately 
with intensity of light. It emits no sound 
in total darkness, and a continuum of 
sound up to a shrill whistle under maxi- 
mum illumination. The device is cylin- 
drical in shape, having a tapered nose 
terminating in a lens containing the 
light-sensing element. It uses an Ever 
Ready battery, type D.23. Size: 5 x 
%, inches; weight: 2 ounces. Order from: 
The Royal National Institute for the 
Blind 224 Great Portland Street, London 
Wi, England. (Price: £5 17s. 0d.) 


raille Tape System: Robert Swank 
and Craig Fitzpatrick, industrial design 
students at the University of Cincinnati, 
College of Design, Architecture and Art, 
are presently working on a small hand 
device with character buttons which im- 
prints braille onto a tape, allowing for 
immediate read-back. They also propose 
a more automated reading machine de- 
signed so the tape will pass under the 
reader’s fingers at whatever speed he can 
read. The design students forsee braille 


in The State Journal- 
































Audible Photoconductive Light Probe: 
National Institute for the 


tape sections in public libraries as one 
possible use for their tape devices where 
thousands of commercially prepared 
tapes can be stored. Read-back machines 
would provide fast and complete in- 
ormation for the blind reader. 




































Geometry Outfit: A full set of equip- 
ment to enable the blind student of 
geometry to use the same techniques as 
his sighted counterpart, has been de- 
veloped by the Royal National Institute 
for the Blind. Figures are drawn onto 
sheets of plastic film by means of a ball 
point pen and the special compasses 
which have a ball point fitted into one 
leg. The plastic sheets are supplied in the 
form of sleeves backed by manilla paper 
and are punched with holes for filing 
purposes. Braille can be embossed on to 
the manilla either by means of a machine 
or frame. Size (in case): 15% x 10% 
x 1% inches. Weight: three pounds, two 
ounces. Order from Director-General, 
The Royal National Institute for the 
Blind, 224 Great Portland Street, Londo 
W1, England. (Price: £4 7s. 9d) 


Safety Devices for Pedestrians: A 
study in Indiana by the United States 
Public Health Service revealed that 25 
per cent of the motorists who struck 
and killed pedestrians at night said they 
had not seen their victim until after 
the impact. The study concluded that 
such incidents can be prevented if pe- 
destrians wear one of the new retro- 
reflective devices now on the market. 
Such material appears in various forms: 
fabrics, press-on tapes, arm bands and 
“dangle tags.” 

Retro-reflective devices condense and 
bounce the light that strikes them back 
to its source regardless of the angle 
from which the light comes. Research 
showed that reflectorized clothing can 
be detected soon enough for drivers to 
take evasive action at speeds up to 70 
miles per hour. 


Technical Aids Book: The Committee 
on Technical Aids, Housing, and Trans- 
portation of the International Society 
for Rehabilitation of the Disabled 
(IDRD) has issued a looseleaf publica- 
tion of special devices for the handi- 
capped person. Items listed are gathered 
from throughout the world and vary 
from simple to rather complex devices. 
Each item is pictured by photograph or 
line drawings. A short description (in 
English, French, German and Spanish) 
describes the item and its use. Where 
applicable, the manufacturer is listed. 


Order from: ISRD Information Cen- 
ter on Technical Aids, Fack, Bromma 
3, Sweden. (Price for 1967 issue—$5.00. 
Previous issues are available, as well as 
a looseleaf binder at $2.00 each.) 


FILMS 


Anne Sullivan Film: A new half-hour 
color film honoring Anne Sullivan, whose 
pioneering efforts with Helen Keller 
paved the way for today’s programs for 
deaf-blind persons, is available on free 
loan from the Industrial Home for the 
Blind. The film was produced jointly 
by IHB and Perkins School for the 
Blind. 

For further information or to order 
the film, “The Legacy of Anne Sullivan,” 
write: “Industrial Home for the Blind, 
57 Willoughby Street, Brooklyn, New 
York 11201. 


Services for the Blind Film: The 
Brooklyn Bureau of Social Services and 
Children’s Aid Society has released a 
15-minute film entitled “Some People 
from Brooklyn.” Filmed in the Bureau’s 
sheltered workshops, counseling offices 
and free summer camp for the bind and 
handicapped, the film shows how troubled 
married couples and families find re- 
newed affection, how children without 
parents learn to accept the love of fos- 
ter parents, and how blind and handi- 
capped men and women learn to work 
and become self-supporting and inde- 
pendent citizens. 

For further information on the avail- 
ability of this film write: Brooklyn Bu- 
reau of Social Service and Children’s 
Aid Society, 285 Shermerhorn Street, 
Brooklyn, New York 11217. 


Tactual Lip Reading Film: Campbell 
Films has released a new film on tactual 
lip reading, Speech Instruction with a 
Deaf-Blind Pupil. The film shows Mrs. 
Rose M. Vivian, principal of the Depart- 
ment for Deaf-Blind Children at the 
Perkins School for the Blind, working 
with a pupil on the pronunciation of one 
word. The effort required by the pupil 
to reproduce the vibrations of the teach- 
er’s voice clearly, is demonstrated. The 
color film can be purchased for $65.00 
a print or rented for two days for $5.00. 
For further information write: Campbell 
Films, Saxtons River, Vermont 05154. 


Techniques of Vision Screening Film 
Planned: The National Society for the 
Prevention of Blindness has received a 
$35,000 grant from the Charles A. Dana 
Foundation for the production of a film 
and manual to instruct professional per- 


‘sonnel and volunteers in the techniques 


of vision screening. 


Vision Film Produced: The American 
Optometric Association has produced an 
educational sound filmstrip and _ film, 
“The Miracle of Vision.” The film was 
high-lighted at the AOA National Com- 
munications Forum, New York City, Oc- 
tober 20-22. The 14% minute color film- 
strip comes complete with coordinated 
recording, and a study guide containing 
vocational guidance information. Order 
from: American Optometric Association, 


7000 Chippewa, St. Louis, Missouri 
63119. (Price: $5.00) 

LEGISLATION 
Architectural Barriers: Public Law 


90-480, signed August 12, by the Presi- 
dent, provides that buildings owned, con- 
structed, leased or renovated by the Fed- 
eral Government shall be free of archi- 
tectural barriers that prevent ready ac- 
cess and use by physically handicapped 
persons. The law, in addition, covers 
buildings constructed in whole or in part 
by means of loans or grants from the 
federal government. Small residential 
units and military installations for the 
use of able bodied personnel are ex- 
empted from these regulations. 


Blind Register: Legislation establish- 
ing a register of blind persons in the 
District of Columbia was signed by the 
President on August 3. The new law, 
P.L. 90-458, makes it mandatory for 
physicians, osteopaths, optometrists, in- 
stitutions, and agencies serving individ- 
uals within the legal definition of blind- 
ness to report the name, age, and resi- 
dence of such individuals. Although the 
register itself is confidential, statistical 
information compiled from it will be use- 
ful in assisting public agencies to pro- 
ject programs and budgetary needs to 
serve the group adequately. 

—Washington Report 


National Eye Institute: A law estab- 
lishing a National Eye Institute as part 
of the National Institutes of Health, was 
signed by the President August 16, as 
Public Law 90-489. In his explanation of 
the bill on the Senate floor, Senator Lis- 
ter Hill (D-Alabama) indicated that the 
institute would support studies related 
to the health, social, and economic char- 
acteristics of the blind population in ad- 
dition to focusing concerted attention on 
medical research into the causes, cures 
and prevention of blindness. Financing 
for the first year of operation will be 


covered from appropriations for the 
National Institute of Neurological Dis- 
eases and Blindness. 


OVERSEAS INFORMATION 


Eye Camps in Rural India: Dr. Victor 
C. Rambo, using a mobile eye hospital, 
has been traveling to villages in the 
foothills of the Himalayas and to mud 
hut villages in other parts of India in 
the development of eye camps. People in 
need of eye care who are searched out 
in advance by Dr. Rambo’s rehabilitation 
team, come into the camp, usually carry- 
ing their beds with them. They under- 
go surgery or whatever treatment they 
need, remain in the camp until they are 
ready for release, and then go home, 
usually with improved or restored eye- 
sight. 

“We can definitely say that 2 million 
out of the 3 million blind people in India 
can be resighted,” Dr. Rambo told par- 
ticipants in last December’s rehabilita- 
tion research conference in Trivandrum, 
India. 


India’s Blind and Beggary: “Tied in 
with the whole social fabric of the handi- 
capped in this country, and the lack of 
effective measures for the employment 
of the masses is the problem of men- 
dicancy. Mendicancy is an age-old prob- 
lem in India, fraught with religious and 
emotional undertones,’ commented F. F. 
Moos, honorary secretary, Tata Agricul- 
tural and Rural Training Center for The 
Blind. 

“The beggar in India has intelligently 
organized his activity. Some long-timers 
do business individually; others form 
syndicates. Regardless of the condem- 
nation of sighted society with a Western 
bias, the institution of beggary continues 
to be perpetuated in this country. De- 
pendency is on the increase, there being 
relatively fewer jobs and more people,” 
Mr. Moos ended. “An adolescent in Bal- 
lard Estate in Bombay makes 120 rupees 
a month (current exchange rate, 7.6 In- 
dian rupees per U.S. dollar), an adult 
who begs on the train from Bombay to 
Bhilad has an income of 100 to 110 ru- 
pees a month, and a woman with a 
blinded child in Bombay gets from 50 
to 60 rupees a month. 


Research on Rehabilitation of Blind in 
Operating Data Processing Machines: 
Don Chevion and Yehuda Schiff, Minis- 
try of Social Welfare, Jerusalem, have 
conducted a ‘Research on Rehabilitation 
of Blind and Visually Handicapped in 
Operating Data Processing Machines— 


Reports 1 to 6” (VRA—ISR—13—64). 
The Jewish Institute for the Blind, IBM 
Israel and the Office Mechanization Cen- 
ter are cooperating with the Ministry of 
Social Welfare, Israel, in this project. 
During the first three years, it was dem- 
onstrated that blind persons can be 
successfully trained and employed in 
electronic data processing in Israel. Six 
interim reports present detailed mate- 
rials on criteria for selection of trainees, 
development of training techniques, de- 
sign of special equipment, working con- 
ditions, job satisfaction and employee 
satisfaction. Also available from the in- 
vestigators are the proceedings of a 
symposium held in March 1967, on “In- 
tegration of the Blind in Data Process- 
ing Installations.” 


Teaching by Television at Homai 
College: Mr. T. V. Thomas, principal 
of Homai College, the New Zealand 
Foundation for the Blind residential 
school for blind and partially sighted 
children, is the author of a _ recently 
published article, ‘Teaching the Blind 
by Television at Homai College,” ap- 
pearing in the March 1968 issue of The 
Chronicle, the official organ for the New 
Zealand Foundation for the Blind. Mr. 
Thomas discusses how the TV instruc- 
tion units work, and indicates that fu- 
ture developments will undoubtedly be 
“fantastic.” He indicates that the tele- 
vision teaching unit is a “magnificent 
help” in discovering the best means of 
helping the visually handicapped child 
see more clearly and learn in better 
ways. 


Training the Blind in Yarn Winding: 
David Amir and Yehuds Schiff, Ministry 
of Social Welfare, Jerusalem, have com- 
pleted a ‘‘Research on Training of Blind 
in Yarn Winding” (VRA-ISR-2-61). 
The Israel Institute of Productivity and 
the Ministry of Social Welfare cooper- 
ated in this project, which developed 
and demonstrated successful methods for 
training the blind to work in the tex- 
tile industries. The final report de- 
scribes a complete training program in 
a manner designed to help an instructor 
implement the techniques developed. 

As an outgrowth of this project, a 
study was made on training and placing 
the blind in the more complex opera- 
tions of the weaving industry. The re- 
port of this second study (143 pages) 
also presents instructional materials. 
Copies of this report are available 
from Mr. David Amir, Israel Institute 
of Production, Jerusalem. 


PUBLICATIONS 


AFB Directory Planned: The Ameri- 
ean Foundation for the Blind, Inc., is 
currently preparing the 1969 edition of 
Directory of Agencies Serving Visually 
Handicapped Persons in the United 
States. The Directory will include a 
listing of nonprofit, incorporated organi- 
zations, having a board of directors or 
trustees and at least one full-time sal- 
aried professional employee. 


Braille Music: A selective listing of 
braille music which is available on a 
two-month loan from the Division for 
the Blind and Physically Handicapped, 
has been published in the September 
1968 issue of Braille Book Review. The 
listing includes compositions which rep- 
resent the latest acquisitions at the Di- 
vision. Full listings may be found in 
The Braille Musician, which is available 
by free subscription from the Music 
Section, Division for the Blind and 
Physically Handicapped, Library of Con- 
gress, Washington, D.C. 20542 

Included in the list are compositions 
for piano, clarinet, saxophone, french 
horn, flute, and voice. 


The Braille Book Review is published 
bi-monthly for the Library of Congress 
by the American Foundation for the 
Blind, with funds provided by Congress. 
It is distributed free of charge to per- 
sons who borrow books from the regional 
libraries and their branches cooperat- 
ing in the Library of Congress program. 
Copies of the issue mentioned above can 
be obtained by writing the Division for 
the Blind and Physically Handicapped, 
Library of Congress, Washington, D.C. 
20542. 


Braille Music Publications: The 
American Printing House for the Blind 
has announced the release of braille mu- 
sic selections. The list includes piano, 
chorus, organ, brass and woodwind se- 
lections. Request, “Catalog of Music 
Publications, 1957; Revised 1963, Sep- 
tember, 1967, Supplement,” from: 
American Printing House for the Blind, 
1839 Frankfort Avenue, Louisville, Ken- 
tucky 40206. 


Braille Publications Announced: The 
American Printing House for the Blind 
has announced publication of new titles 
in braille. The books, coming under the 
category of Supplementary Reading and 
Fiction, deal with Arts, Biography, De- 
scription and Travel, Folklore and Fairy 
Tales, History, Prose, Drama and Po- 
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etry, Philosophy and Psychology, Physi- 
cal Science, Social Science, and Fiction. 
Request, “1966 Catalogue of Braille Pub- 
lications—Supplement #14, September 
15, 1968” from: American Printing 
House for the Blind, 1839 Frankfort 
Avenue, Louisville, Kentucky 40206. 


Catholic News in Braille: A Braille 
magazine containing articles from vari- 
ous Catholic magazines concerning the 
new trends in the Church and the world, 
Pius XII News, is - available by sub- 
scription from the Catholic Guild for 
the Blind, 67 West Division, Chicago, 
Illinois 60610. (Subscription: $2.00 per 
year.) 


Characteristics of Visually Impaired 
Persons: A new Public Health Service 
publication, Characteristics of Visually 
Impaired Persons, Series 10, No. 46, is 
available through the Superintendent of 
Documents, U.S. Government Printing 
Office, Washington, D.C. 20402. 

The study of visually impaired was 
done by the National Center for Health 
Statistics. The 76-page report contains 
statistics of vision impairments for per- 
sons six years of age and older. De- 
gree of impairment, activity limitation, 
receipt of aid, restriction of social activi- 
ties, employment status, sex, age, educa- 
tion and income, are the classifications 
based on data collected in household 
interviews during the period July 1963- 
June 1964. 


Classics Series by Lancer: Lancer 
Books, Inc., has begun a new series of 
paperbacks, Magnum Easy Eye Books, 
printed in 12-point type. Scientifically 
printed non-glare paper has been used 
in the books. The series will reprint 
titles that most often appear in the 
supplementary reading lists for high 
school and college courses. Easy Eye 
books are in the standard paperback 
size with full-color covers and can be 
obtained through local book stores or 
ordered directly from: Lancer Books, 
Inc., Educational Department, 1560 
Broadway, New York, New York 
10036. (Price: 60 to 75¢ each) 


Colleges for the Handicapped: A direc- 
tory listing colleges which have made 
special effort to accommodate the needs 
of handicapped students by remodeling 
their grounds and eliminating stairs, 
narrow doorways, curbstones and the 
like, can be obtained free of charge by 
writing: National Easter Seal Society, 
2023 West Ogden Avenue, Chicago, 
Illinois 60612. 
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Composition through Typing: A New 
Jersey program conducted during Au- 
gust 1967, designed to provide blind 
college-bound students with advanced in- 
struction in English composition, typ- 
ing, mathematics, and mobility is re- 
ported in the October 1968 issue of Hx- 
ceptional Children. The article, “Com- 
position through Typing: Instruction 
in Communication for the Blind,” is 
written by Raymond Paul, assistant pro- 
fessor of English, Montclair State Col- 
lege, and Pellegrino W. Goione, depart- 
ment coordinator, business Education, 
Emerson Junior Senior High School. 
The authors indicate that, “This ad- 
vanced training is essential to accustom 
the blind child to producing the level 
of work which will be expected of him 
in college.” 

Exceptional Children is the official 
journal for the Council for Exceptional 
Children, NEA, 1201 16th Street, 
N.W., Washington, D.C. 20036. 


Computer Hints in Braille: Hints on 
the use of a 360 Computer have been 
prepared on the IBSM 360 Green Card 
(IBM Form No. 1703). The publication 
can be obtained by writing: Mrs. Joseph 
Dreyfuss, Volunteer Braille Services, 
2851 Davenport Street, N.W., Washing- 
ton, D.C. 20008. (Price: $2.11) 


Disturbed Blind Children in Residen- 
tial Treatment: “Patterns Have Changed 
in Disturbed Blind Children in Resi- 
dential Treatment,” by John H. Ross, 
Bernard B. Braen and Ruth Chaput ap- 
peared in the November-December 1967 
issue of Children. The report treated 
an educational and therapeutic program 
developed by the authors for rehabilita- 
tion of institutionalized severely dis- 
turbed blind children. The experimental 
unit has been in existence for over four 
years. oo io 


Emotional Tension and the Visually 
Handicapped: A detailed discussion of 
the emotional difficulties experienced by 
visually handicapped persons in a school 
setting are treated in “Emotional Ten- 
sion and the Visually Handicapped,” by 
J. S. Gericke. The article appears in 
The Educator, July 1968 (published 
by International Council of Educa- 
tors of Blind Youth, Perkins School 
for the Blind, Watertown, Massachu- 
setts 02172). Mr. Gericke, vice-princi- 
pal, School for the Blind in Worcester, 
South Africa, describes the use of the 
optic plethysmograph (apparatus for 
measuring the influence of emotional 
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tension on the peripheral circulation) 
in experiments to determine the degree 
of emotional stability in an individual. 


ERIC—Description of Operation: A 
recent publication entitled, “How to Use 
ERIC,” describes the operation of the 
Educational Resources Information Cen- 
ter and explains how it may be used 
as a resource. Copies of the publication 
are available by writing: Department 
of Health, Education and Welfare, Of- 
fice of Education, Washington, D.C. 
20202. 


ERIC Publications: The U.S. Office 
of Education has announced the avail- 
ability of the following ERIC publica- 
tions: 

Office of Education Reports: 1956- 
1965. A decade of research in education 
is covered in this two-volume set. One 
volume (OE-12029 includes résumés for 
the 1,214 reports covered and _ costs 
$1.75; the other (OE-12028) includes 
the author, institution and subject-mat- 
ter indexes and costs $2. When used 
with Research in Education, these vol- 
umes provide a record for all research 
supported by the U.S. Office of Educa- 
tion from 1956 to the present. 

Pacesetters in Innovation. The first 
volume, Fiscal Year 1966 (OE-20103), 
contains résumés for 1,075 projects 
funded under Title III, Elementary and 
Secondary act of 1965. The second vol- 
ume (OE-2-103-67) contains résumés 
for 906 projects funded under Title III 
during fiscal year 1967. The author, in- 
stitution, and subject-matter indexes in 
each volume allow educators and re- 
searchers to find projects quickly. 
(Price: $2.50 each.) 

Selected Documents on the Disadvan- 
taged. A collection of 1,740 documents 
dealing with the special educational 
needs of the disadvantaged. The Num- 
ber and Author Index (OE-87001) can 
be purchased for 65¢ and the Subject 
Index (OE-37002) for $3.00. 


Thesaurus of ERIC Descriptors, 
First Edition, December 1967 (OE- 
12031), and Supplement Number 1, 


March 1968 (OE-1203101), are the first 
comprehensive subject authorities for 
storing, searching and disseminating 
educational research and_ research-re- 
lated information acquired by the Edu- 
cational Resources Information Center. 
The Thesauri should be used in search- 
ing the subject indexes of Research in 
Education, monthly abstract journal. 
(Price: First edition—$2.50; Supple- 
ment: $2.00) 


Research in Education, Annual Index, 
1967, Project Résumé Index, provides 
cumulative indexes for the research re- 
ports that were announced in the month- 
ly issues of Research in Education from 
November 1966 through December 1967. 
(Price: $3.25) 


Research in Education, Annual Index, 
1967, Project Résumé Index, provides 
cumulative indexes for the research 
projects that were announced in the 
monthly issues of Research in Education 
from November 1966 through December 
1967. (Price: $1.50) 

Order the above publications, enclos- 
ing check or money order, from: Super- 
intendent of Documents, U.S. Printing 
Office, Washington, D.C. 20402. 


Evaluation of Orientation and Mo- 
bility: G. D. Brown, project administra- 
tor, Oregon State Board of Health, Sa- 
lem, Oregon, and W. E. Jesson, Uni- 
versity of Portland, Portland, Oregon, 
reported on their study “Evaluation of 
an Orientation, Mobility and Living 
Skills Workshop for Blind Children,” 
in the November 1968 issue of Hxcep- 
tional Children. The authors. report 
that their present study was to ob- 
jectively evaluate a 30-week workshop 
in which the principle goals were to 
teach blind children—median age 13— 
rudimentary living skills and the tech- 
niques used in precare orientation and 
mobility. The feasibility of demonstrat- 
ing a performance battery of orienta- 
tion mobility and living skill tests was 
demonstrated. A preliminary “Orienta- 
tion and Mobility Test Battery” was 
developed from a list of 90 skills rele- 
vant to program goals. 


Helen Keller Features: The September 
1968 issue of The New Outlook for the 
Blind contains a number of articles deal- 
ing with the life and works of Helen 
Keller. Included are “Helen Keller”; 
“Helen Keller: 1880-1968”; ‘Helen Kel- 
ler and the American Foundation for 
the Blind,” by M. Robert Barnett; “For 
the Blind,” by Van Wyck Brooks, a 
Pulitzer Prize winning historian and 
critic who was a close friend and long 
time neighbor of Helen Keller; “The 
Heaviest Burden on the Blind,” an ar- 
ticle by Helen Keller adavted from an 
address she gave at the New York As- 
sociation for the Blind, April 1907; 
“Why Men Need Women Suffrage,” by 
Helen Keller, an article originally ap- 
pearing in the October 17, 1915, edition 
of the New York Call, a_ socialistic 
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paper; and “On Her Deprivations,” by 
Helen Keller as cited from her book 
The Open Door, a treasury of her philo- 
sophical reflections. 


Large Print Books Article: The 
ALA Bulletin, June 1968 issue, con- 
tains an article “Large Print Books,” 
by Richard J. Muller. Mr. Muller, ad- 
ministrative assistant to a demonstra- 
tion project in large-print books in the 
New York Public Library, gives a re- 
port on the project’s first year which 
ended July 1967. 

The ALA Bulletin is published by 
the American Library Association, 50 
East Huron Street, Chicago, Illinois 
60611. 


Large Print Cook Book: A large print 
cook book has been produced by the 
New York Times under the imprint of 
Golden Press, Inc., a division of Western 
Publishing. Jean Hewitt of the New 
York Times staff, is the author of the 
400-page volume. Two-color line draw- 
ings illustrate the test. The book can 
be obtained from most book stores. 


Large Print Series: Viking Press, Inc. 
has inaugurated a series of enlarged- 
print editions of many of its best-known 
titles. The editions appear in 18-point 
type, with an 8% by 11 inch format; 
wide margins; colorful, attractive covers; 
and  high-opacity, non-glare paper. 
Prices range from $6.50 to $8.50. The 
first six titles published are: The Door- 
bell Rang, by Rex Stout; An Hpisode 
of Sparrows, by Rumer Godden; My 
Family and Other Animals, Gerald Dur- 
rell, Of Mice and Men, John Steinbeck; 
The Power and the Glory, Graham 
Greene; We Have Always Lived in the 
Castle, Shirley Jackson. 


Large Type Books Article: John Teb- 
bel is the author of an article, ‘“Large- 
Type Books: An Expanding Horizon,” 
appearing in the Saturday Review, July 
13, 1968. The article reviews the devel- 
opments in a three-year period since 
Keith Jennison Books published the first 
American commercial book set in large 
type. 


Large Type Magazine: A large print 
edition of a magazine containing articles 
from various Catholic magazines con- 
cerning the new trends in the Church 
and the world, John XXIII News, is 
available by writing: Catholic Guild for 
the Blind, 67 West Division, Chicago, 
Illinois 60610. The edition is set in 18 
point type. 
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Large Type Reading Materials Article: 
Mr. John N. Gartner, manager, 
market analyst for the Information Sys- 
tems Division of Xerox Corporation, 
Rochester, New York, is the author of an 
article, “Large Type Reading Materials 
for the Visually Handicapped,” avpear- 
ing in the October 1968 issue of The 
New Outlook for the Blind. Mr. Gart- 
ner discusses sources of large type pub- 
lications, attitudes of visually handi- 
capped persons to large type, and indi- 
cations of what large type readers want. 

The New Outlook for the Blind is 
published monthly except July and Au- 
gust in inkprint, braille, and recorded 
editions by the Department of Informa- 
tion of the American Foundation for 
the Blind, Inc., 15 West 16th Street, 
New York, New York 10011. (Single 
copies: 60¢; $6.00 one year subscription) 


Manuals Published by WMU: Western 
Michigan University has published 
three manuals of interest to teachers 
of visually handicapped persons: 

Homemaking Manual, prepared by the 
staff of the Community Services for the 
Visually Handicapped, [llinois Depart- 
ment of Children and Family Services, 
is available in inkprint and braille. 

- Handwriting Manual, prepared also 


\| |). by the Community Services for the Visu- 
XY} Nally Handicapped, is available in ink- 


XS /print. 


Techniques for Eating, by Lloyd C. 


iS Widerberg, instructor, Orientation and 


Mobility Specialist Program, and Ruth 
Kaarlela, assistant director, Institute 
of Blind Rehabilitation, Western Michi- 
gan University, is available in inkprint. 

The manuals are available by writing: 
Institute of Blind Rehabilitation, West- 
ern Michigan University, Kalamazoo, 
Michigan 49001. (Price for each man- 
ual: $1.00) 


MR 68: The 1968 report by the Presi- 
dent’s Committee on Mental Retardation, 
MR 68—The Edge of Change, has now 
been published. The report documents 
significant changes in the field of mental 
retardation, describes a long-range trend 
toward including mental retardation 
services and programs for all handicapped 
persons, and makes recommendations 
in three major need areas—residential 
care for retarded, manpower for mental 
retardation programs and mental re- 
tardation in poverty neighborhoods. 
The attractive publication gives many 
examples of various training programs 
and activities for working with the 
mentally retarded. Many of these teach- 


and 


13 


ing procedures and techniques might be 
incorporated in the education of visually 
handicapped children. Order copies of 
the report from: Superintendent of 
Documents, U.S. Government Printing 
Office, Washington, D.C. 20402. (Price: 
50¢) 


Multiply Handicapped Blind  Chil- 
dren—Article: Mary H. Bonham is the 
author of an article, “Environment— 
Study Programme for the Multiply 
Handicapped Blind Child,” appearing in 
the January 1968 issue of The Teacher 
of the Blind (Royal School for the Blind, 
Church Road North, Wavertree, Liver- 
pool, England). The article outlines a 
two-year educational program developed 
at the Condover Hall School to bring 
the outside “normal” world into the 
environment of blind pupils who live in 
a special residential environment. 


Mysteries in Large Type: Walker and 
Company has published a series of 
mystery stories in large type. For a list 
of the titles available, write Walker and 
Company, in care of Publication De- 
velopment Corporation, 720 Fifth Avenue, 
New York, N.Y. 10019. 


NEA Publications: The National Edu- 
cation’ Association, has announced the 
following publications: 

National Audio Tape Catalog which 
lists nearly 5,000 educational tapes in 
almost every subject area available to 
schools at low costs for use at every age 
level. The 1967 edition supersedes earlier 
catalogs. 1967. 120 pp. $3. (071-02836) 
Department of Audiovisual Instruction. 

Individually Prescribed Instruction, 
which is based on extensive interviews 
with the founders of Individually Pre- 
scribed Instruction and on research re- 
ports prepared for the U.S. Office of 
Education. 1968. 32 pp. $2. (411-12420) 
National School Public Relations Asso- 
ciation. 

The Shape of Education for 1968-69, 
a publication which contains 15 specially 
prepared articles by the editors of Hdu- 
cation U.S.A. It cover important current 
developments and trends in education. 
1968. 64 pp. $2. (411-12726) NSPRA. 

Computers: New Era for Education? 
A report of computer programs that are 
in operation in schools throughout the 
United States and the functions they can 
serve. 1968. 24 pp. $1.50 (411-12416) 
NSPRA. 

Order the above publications from: 
Publications Sales, National Education 
Association, 1201 16th St., N.W., Wash., 
D.C. 20036. 


Orientation and Mobility Book: Bobbe 
L. Davey, Ed.D, is the author of the 
recently published book, A Survey of 
History, Philosophy, and Research in 
Orientation and Mobility. The book in- 
cludes a discussion on the use of the 
cane, dog guide and human guide as 
mobility devices. It covers orientation 
and mobility work which has been done 
with adults and children. Material on 
psychological aspects and _ personality 
are included, along with a bibliography 
related to the field of orientation and 
mobility. Order from: Old Dominion 
Book Store, Webb Center, Old Dominion 
University, Hampton Boulevard, at 52nd 
Street, Norfold, Virginia 23508. (Price: 
$1.00 plus 25¢ for postage and handling.) 


Publications Available from RSA: 
The Rehabilitation Services Administra- 
tion has announced the availability of 
the following publications: 

“New Life for the Blind,’ which 
describes the services available to blind 
persons and the visually impaired, in- 
cluding eligibility requirements, services 
available and job opportunities. Revised 
1967. 

“Ten Rules of Courtesy to the Blind,” 
a leaflet giving tips on how to assist 
blind persons. 

“Rehabilitation Services Administra- 
tion Training Grant Program,” a publi- 
cation giving a detailed description of 
the RSA training grants program. Re- 
vised September, 1966. 

“Vocational Rehabilitation Training 
Grants,’ a summary of RSA training 
grants. January, 1967. 

The above publications can be obtained 
by writing: Rehabilitation Services Ad- 
ministration, U.S. Department of Health, 


Education and Welfare, Washington, 
D.C. 20201, or state rehabilitation 
agencies. 


Taxpayer Assistor Training: A _ re- 
search project directed by J. O. Murphy, 
Arkansas Enterprises for the Blind, Inc., 
treats “Training the Blind” as Tax- 
payer Assistors.” (RD 2489) The 59- 
page report is accompanied by a 34-page 
instruction manual for taxpayer as- 
sistors as a special report of this study. 
Request copies from: J. O. Murphy, 
Arkansas Enterprises for the Blind, Inc., 
2811 Fair Park Boulevard, Little Rock, 
Arkansas 72204. 


RECORDINGS-RECORD SERVICE 


Catalog of Tapes Available: An interim 
catalog of 500 titles by subject and 
author-title, “Books on Magnetic Tape,” 
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is now available from the Regional 


Libraries on request. 


Music Magazine on Tape. The Braille 
music magazine Overtones, published by 
the New York Association for the Blind, 
will shortly be available in a tape edi- 
tion if readers respond favorably to the 
idea. Readers who would like a tape edi- 
tion of Overtones, are requested to send 
a postcard indicating their interest for 
this type of edition, to: Overtones, The 
Lighthouse, 111 East 59th Street, New 
York, New York 10022. 


Talking Books Announced: The Ameri- 
can Printing House for the Blind has 
announced the release of additional titles 
recorded in microgroove recording, 300 
lines per inch, on 10 inch records, at 
16% rpm. The talking books which are 
classified as Non-fiction, touch the sub- 
jects of Arts, Biography, Description 
and Travel, Folklore and Fairy Tales, 
History, Prose, Poetry, Philosophy and 
Psychology, Physical Sciences, and Social 
Sciences. Fiction titles have also been 
released. For a copy of the listings, re- 
quest, “1966 Talking Book Publications 
—Supplement No. 8, September 20, 
1968,” from: American Printing House 
for the Blind, 1839 Frankfort Avenue, 
Louisville, Kentucky 40206. 


RESEARCH 


Projects Completed, BEH, Division of 
Research: The Division of Research, 
Bureau of Education for the Handi- 
capped, has announced the completion of 
several research projects in the area of 
the visually impaired. Of the completed 
projects, reports can be obtained in 
hard copy or microfiche form for the 
following: 

“School Achievement and Effects of 
Type Size on Reading in Visually Handi- 
capped Children,” Jack W. Brich, Wil- 
liam J. Tisdall and Ralph Peabody of 
the University of Pittsburgh, Pennsy]l- 
vania, funded under PL 89-10 in the 
amount of $80,263. Research duration— 
8/1/63—7/31/65. (ED 010 274) 


“Programmed Learning Materials for 
the Blind,” George Mallinson, Western 
Michigan University, Kalamazoo, Michi- 
gan. 89-10; $6,087. Duration—1/1/63— 
8/31/66 (ED 014 193) 


“Study II: Effects of Experimental 
Teaching on the Visual Behavior of Chil- 
dren Educated as Though They Had No 
Vision,” S. C. Ashcroft, Carol Halliday 
and Natalie Barraga of George Peabody 
College, Nashville, Tennessee, 88-164; 


$7,103. Duration—6/1/64—5/31/65. (ED 
003 089) 

“Identification of Orientation and 
Mobility Skills Relating to Develop- 
mental Tasks for Young Blind Children,” 
F. E. Lord of California State College, 
Los Angeles, California. 88-164; $43,414. 
Duration—6/1/65—6/30/66. (ED _ 010 
388) 

“Scales and Procedures for Assessing 
Socio-Phychological Characteristics of 
Visually Impaired and Hearing Impaired 
Students,” Lee M. Joiner, Edsel L. Erick- 
son of Western Michigan University, 
Kalamazoo, Michigan. 88-164; $8,962. 
Duration 6/1/66—5/31/67. (ED 016 349) 

ERIC documents are available from: 
ERIC Document Reproduction Service, 
The National Cash Register Company, 
4936 Fairmont Avenue, Bethesda, Mary- 
land 20014. When ordering documents the 
following information must be furnished: 
the ED numbers of the desired docu- 
ments (titles need not be furnished) ; the 
type of reproduction desired—hard copy 
or microfiche; the number of copies being 
ordered. 


Light Research: Six contracts valued 
at more than $810,000 have been re- 


cently awarded under current research 
investigations into motor vehicle light- 
ing systems. The main interest lies in 
the fact that rear lighting systems on 
motor vehicles do not adequately com- 
municate enough information to the 
following driver. The difficulty of dis- 
tinguishing between a brake signal and 
a running light signal is being studied, 
as well as performance functions con- 
cerning color, brightness, spacing, size, 
contrast and steady versus blinking 
lights. 


Surgical Technique for Retinoblastoma: 
Stanford University surgeons have em- 
ployed a surgical technique which de- 
stroyed an eye tumor with ice crystals 
in the right eye of a _ three-year-old 
Berkeley boy. The technique known as 
cryosurgery, involves freezing tissues 
with liquid nitrogen or other temperature 
conductive materials to a temperature of 
150 degrees or more below zero. Ice 
crystals form inside the tumor cells as 
the probe touches them. As they expand, 
the crystals act like sharp, tiny blades, 
lacerating and eventually destroying 
the tumor. 


Budget Items of Major Interest to Educators 
in Labor-HEW Appropriation, Fiscal 1969 
Elementary and Secondary Education 


ESEA Title I (educationally deprived 


children) 
ESEA Title II (school library resources, textbooks)........0000000..... 
ESEA Title III (supplementary centers and services)................ 
ESEA Title V (strengthening state education agencies) 
ESEA Title VII (programs for bilingual children)........0000000000000... 
ESEA Title VIII (dropout prevention projects).......0.000000000000020000.-.-- 
NDEA Title III (equipment, minor remodeling).............22.00000....... 
NDEA Title V (testing, guidance, and counseling)........000000000000... 


Appropriations 


$1,123,127,000 
50,000,000 
165,876,000 
29,750,000 
7,900,000 
5,000,000 
78,740,000 
17,000,000 


Education Professions Development Activities 


State grants for recruitment of educational personnel.................... 
Development of educational personnel::22-2.4 2 kee 


Vocational Education 


Vocational training under Smith-Hughes, George-Barden, and 
WO sty GEALIONG le El CALION ACLS. ere ee ee eee 
Manpower Development and Training Activities........000..00...02.2...... 


Libraries and Community Services 


AIRIOCO RS “OEIUGI CS cn eae ene 5 a aes eee se Sai 8 a ee Re er eee 
MOMaETCiOie L aDUDILGr ll DEA UIES ie oye See et tone recess de ae en 
CCMA Oy TOGO ECCS 08 oie iais Sok le eee cena nck set 2 uke wetted 
Acquisition and cataloguing by Library of Congress.................... 
LBCUADRESR REG) “UATE W LUE Dt ts aoe Coke tae Sa iste ae ae Ae ase. 50 © | Se i ea 
University. community service Programs.) oc... 2..22..t.-s.2cceeccectneceseneens 
JW kell be ogc Taal “Pete i Vice fe etaate seein Re pc ane 7 Se se See en a eee eee mere 


Educational Improvement for the Handicapped 


Pr eade te eA RECNOO MOTOS CAINS <6 soccer ad oan wd cpcaeestdemnee eben dns 
Teachermeducatone ant CeCLUIitMeN ben. o: re were hace sce 
WeelACeie ANG NNOV ALIVE DLOCTAING: .tesseco acto nk ooo en cee ences ene es ese ceedenne es 
Captioned films for the deaf and media services ...............--.---------- 


15 


15,000,000 
156,900,000 


248 216,000 
400,000,000 


35,000,000 
9,185,000 
25,000,000 
5,500,000 
8,250,000 
9,500,000 
45,000,000 


29,250,000 
30,000,000 
13,850,000 

4,750,000 
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AGENCY INFORMATION 


AEVH Teacher and House-Parent Cer- 
tification: Many requests for teacher or 
house-parent certification with the Asso- 
ciation for Education of the Visually 
Handicapped have been received. Since 
June 1, 1968, 45 individuals have com- 
pleted the necessary requirements to re- 
ceive their AEVH Teacher Certification. 


Agencies Gain Accreditation: The drive 
to be first in achieving accreditation for 
services to the blind resulted in a three- 
way tie when, at the winter meeting of 
the National Accreditation Council’s 
Board of Directors, accredited charter 
membership was awarded to the Cleve- 
land Society for the Blind, Ohio; the 
Massachusetts Association for the Blind, 
Boston; and the Rhode Island Associa- 
tion for the Blind, Providence. 

There are 53 agencies throughout the 
nation now actively engaged in self- 
study. Dr. Ewald B. Nyquist, chairman 
of the Commission on Accreditation, was 
unable to estimate how many of the 21 
formal applications for accreditation now 
before his Commission would be ready 
for action when it next meets, in April, 


but expressed confidence that the pace 
would thenceforward be one of steady 
acceleration. 


The Cleveland, Massachusetts, and 
Rhode Island agencies are now author- 
ized to display NAC’s seal of accredita- 
tion on their premises, on their station- 
ery, in their printed reports, leaflets, and 
all other public relations and fund-rais- 
ing media. 


Computers at Perkins: A contract is 
being signed between Perkins School for 
the Blind and the General Electric Com- 
pany for the installation of two teletype 
keyboards which will be in direct com- 
munication with General Electric com- 
puters. 


The contract calls for a general amount 
of computer time which will be used for 
both educational and rehabilitation pur- 
poses. Pupils will have an opportunity 
to learn how computers can solve mathe- 
matical and scientific problems and will 
also be given an introduction to the com- 
puter field in which an increasing number 
of blind people in the coming years are 
expected to find rewarding employment, 

—The Lantern. 


DVH Invites Membership: The Divi- 
sion for the Visually Handicapped: Par- 
tially Seeing and Blind, originally orga- 
nized as the Council for the Education 
of the Partially Seeing, is encouraging 
all persons interested in the education 
of visually handicapped children to affil- 
iate with their organization. Any mem- 
ber of CEC may obtain membership in 
DVH. Membership dues are $3.00 a year 
(student membership $1.00) and include 
a subscription to the DVH Newsletter, 
a quarterly publication. CEC members 
wishing to obtain affiliation with DVH 
should forward their check to Division 
for the Visually Handicapped: Partially 
Seeing and Blind, P.O. Box 6034, Mid 
City Station, Washington, D.C. 20005. 
Individuals not now members of CEC 
should include their payment of 1969 
CEC membership dues with their DVH 
enrollment. 


RFB Annual Report: Recording for the 
Blind, Inc., in issuing its annual report 
for 1967-68, indicated that it circulated 
26,145 recorded books at no charge to 
4,148 borrowers in colleges, primary and 
secondary schools, hospitals, as well as 
to adults who require specialized litera- 
ture. RFB’s library now contains over 
11,000 educational titles in 14 languages, 
representing the largest resource of au- 
ditory educational aids extant. 

Currently over 4,000 volunteers con- 
tribute their time and talents at RFB 
17 recording units scattered across the 
country. During the year covered, these 
volunteers completed 3,014 new books 
during 58,456 recorded hours of reading. 


Library for The Blind: The library of 
the Iowa Commission for the Blind in 
Des Moines, Iowa, is described in an arti- 
cle, “Largest Library for Blind,” appear- 
ing in Rehabilitation Record, November- 
December 1968. The article reports that 
the library sends out 15,000 books a 
month to more than 3,600 persons. The 
books are in braille, on tape or on rec- 
ords, and deal with a great variety of 
subject matter. A group of local volun- 
teers, now numbering approximately 
1,000 people, are at work constantly to 
transcribe new works for the library. 
This year they will produce for the 
library, either in braille or on tape, the 
equivalent of more than 150,000 printed 


pages. 


NRA President-Elect: Howard H. Han- 
son, director of the South Dakota Service 


to the Blind for the past 16 years, was 
named president-elect of the National 
Rehabilitation Association at the 1968 
convention held in New Orleans. He will 
take office at the 1969 meeting of NRA 
and be the first director of an agency for 
the blind to serve as president. 

Mr. Hanson, who is president of the 
American Association of Workers for the 
Blind, is widely known across the nation 
in professional circles. He is a charter 
member of the South Dakota chapter of 
NRA and has served as president of 
NRA’s Region VI. 


Regional Library Opens in South Da- 
kota: A new regional library was opened 
in January, 1969, in South Dakota—The 
Library for the Blind and Physically 
Handicapped, 701 East Sioux Street, 
Pierre, South Dakota 57501. 


Technical Committee on Reading Ma- 
terials: The rapid increase in reading 
materials in braille or other tactile form, 
in recorded form on disks and tapes and 
in large-type format, has emphasized the 
need to develop standards in these fields. 
To consider such standards, the National 
Accreditation Council’s Commission on 
Standards has assigned high priority to 
the work of its 10-member technical 
committee, chaired by Rev. Thomas J. 
Carroll, Executive Director, Catholic 
Guild for All the Blind, Newton, Massa- 
chusetts. With the help of a special con- 
sultant, Professor Ray Trautman of the 
Columbia University School of Library 
Service, the committee has outlined an 
18-month program calling for study, 
field exploration and consultation with a 
variety of experts prior to drafting a set 
of standards. The draft will then go 
through the same process as that used 
in creating NAC’s existing standards: 
intensive review by a large group of 
knowledgeable persons, followed by a na- 
tional conference at which leaders in the 
field will subject the standards to final 
scrutiny before recommending their adop- 
tion by the Commission on Standards. 

Among the guidelines evolved by the 
committee at its initial meeting in De- 
cember were that the standards to be 
formulated would supplement but not 
duplicate NAC’s existing standards for 
library services, and that particular 
attention would be paid to provisions for 
change as technical improvements are 
perfected. 


AUTHORIZATIONS AND REQUESTS FOR APPROPRIATION 
(IN MILLIONS OF DOLLARS) 


(Fiscal Year 1970) 
Appropriation Title: Educational Improvement for the Handicapped 








President’s Appro- 
Authorized _ priation Request 
Preschool and School Programs (Title VI A, 

RUA!) > ete eee Sees SR aie eee eS) ene $206.0 $20.25 
Early Childhood Programs (P.L. 90-538) .................. 10.0 3.0 
Teacher Education and Recruitment: 

Teacher Education (P.L. 85-926) -......000.............. 55.0 20k 
Recruitment and Information (Title VI D, 

1 OY, eens ie ei ee ie ck ae Seem Le 1.0 5.0 
Physical Education and Recreation Training 

(PTs 88-164; Sec501) 2a ae ee ee 3.0 3.0 

Research and Innovation: 
Research and Demonstrations (P.L. 88-164, 

Bee sO 2 ewe ie. te Be ae eee ee 18.0 14.05 
Regional Resources Centers (Title VI B, 

Ws HAD): eset ane, Sadao eee et 10.0 2.0 
Deaf-Blind Centers (Title VI C, ESEA) .......... 7.0 2.0 
Physical Education and Recreation Research 

(PiL88-164, Sec. DOZ )x.caeteeacune 0s. eens 15 i} 

Media Services and Captioned Films (P.L. 85-905) .... 10.0 7s 65) 
PL OUSL at. sed eee $321.5 $85.85 
Projected 
Appropriations 
Support of State Schools (P.L. 89-818, ESHA) \o...2 soc cccccecicseteceeceenttetenee $33.2 
Innovative Projects and Centers (Title III, ESEA).....0000000 co. B21 


BUREAU OF EDUCATION 
FOR THE HANDICAPPED 


BEH Publications: The following pub- 
lications are currently available from 
the Bureau of Education for the Handi- 
capped: 

“Contributions of Title III to the Edu- 
cation of Handicapped Children,” based 
on a statement made by Dr. James J. 
Gallagher, Associate Commissioner, be- 
fore the National Advisory Council on 
Innovation, January 1969. 

“Supplement to the Guide to State 
Plans of Title III, Elementary and Sec- 
ondary Education Act,” a supplement 
summarizing Title III (ESEA) provisions 
dealing with the education of handi- 
capped children. 

“Evaluation—The Teacher’s Tool,” an 
address delivered by Dr. Helmut Hof- 
mann, Academic Vice President, Weber 
State College, Ogden, Utah, and used as 
an outline for an in-service training 
session of evaluation of P.L. 89-313 pro- 
grams and projects for mentally re- 
tarded children sponsored by the Utah 
State Board of Education and the De- 
partment of Public Welfare. 


“Projects to Advance Creativity in 
Education—Title III,’ the December 20, 
1968, issue of Programs for the Handi- 
capped. This issue explains what Title 
III program for the handicapped does, 
describes eligibility and procedures, gives 
examples of innovating programs, and 
lists supplementary materials. 

“Programs Administered by the U.S. 
Office of Education—Bureau of Educa- 
tion for the Handicapped,” fiscal year 
1969. A four-page publication giving the 
type of assistance, authorization, pur- 
pose, appropriation, who may apply, and 
where to apply for funding under these 
programs. 

Single copies of these publications are 
available free of charge by writing: Aid 
to State’s Branch/DES, Bureau of Edu- 
cation for the Handicapped, 7th and D 
Streets, S.W., Washington, D.C. 20202. 


Training Program in Physical Educa- 
tion and Recreation for the Handicapped: 
The Division of Training Programs of 
the Bureau of Education for the Handi- 
capped will initiate a new award pro- 
gram of training personnel in the fields 
of Physical Education and Recreation to 
serve handicapped children. The program 


REPORTED PROJECT EXPENDITURES AND CHILDREN SERVED 
FUNDED UNDER P.L. 89-313, AMENDMENT TO TITLE I, ESEA 


(Fiscal Years 1967 and 1968) 











PY 1967 FY 1968 

No. of Expend. No. of Expend. 

Type of Handicap Children (Millions) Children (Millions) 
Visually Handicapped ................ 6,877 S117 7,546 $1.75 
Deaf, tHard-of Hearing. ...°..... 16,534 2.85 17,958 4,31 
Mentally Retarded <.....0:.-2:-4c0 44,676 6.75 60,685 11.06 
Crippled, Special Health ............ 2,903 AT 5,949 jig 
Emotionally Disturbed ................ 9,759 1.75 LY672 2.93 
FOta)9°.0 4 eee 80,749 $12.99 103,750 $21.17 


ESTIMATED PROJECT EXPENDITURES UNDER TITLE VI-A, ESEA, 
AND CHILDREN BY TYPE OF HANDICAP 


(Fiscal Year 1968) 


Type of Handicap 


Trainable Mentally Retarded 
Educable Mentally Retarded 


PLB TO POLeTLOO Ying es, Nes ke. .2. a See 


Deaf 
Speech Impaired 
Visually Handicapped 
Emotionally Disturbed 
Crippled 
Other Health Impaired 


February 12, 1969. 








No. of Estimated Expend. 
Children (Millions) 
J OOP ae 3,643 $1.52 
= Ae eee 19,879 3.60 
Sah st. . 2,824 arg 
or Lhasa 1,236 .60 
ry Be a He 3 12,155 1.15 
oe oe 2,344 .60 
Ov eee 4,713 1.25 
ee oe 1,570 42 
Es eh gia od 5,374 1.76 
es a 53,738 $11.61 





will be implemented for the first time 
during the summer of 1969 and the aca- 
demic year of 1969-70. 

The new program, authorized under 
Public Law 90-170, Title V, Section 501, 
“Training of Physical Educators and 
Recreation Personnel for Mentally Re- 
tarded and Other Handicapped Children,” 
makes provisions for grant awards to 
institutions of higher education to assist 
them in providing training programs 
for personnel engaged or preparing to 
engage in employment as_ supervisors, 
researchers or educators in physical edu- 
cation or recreation for handicapped 
children. The law defines handicapped 
children as those who are mentally re- 
tarded, hard of hearing, deaf, speech 
impaired, visually handicapped, seriously 
emotionally disturbed, crippled or other 
health impaired. 

To aid the Bureau in designing and in 
providing appropriate direction to the 
grant award program, the Bureau has 
consulted and received recommendations 
from a wide variety of viewpoints. The 


recommendations have been synthesized 
into the present award program. 


CONVENTIONS, INSTITUTES, 
MEETINGS 


ACLD 1969 Conference: The 1969 Con- 
ference of the Association for Children 
with Learning Disabilities will be held 
at Ft. Worth, Texas, March 6, 7, and 8. 
The Albert Einstein College of Medicine’s 
noted psychologist and pediatrician Her- 
bert G. Birch will be the speaker at the 
general session. The conference includes 
talk-back clinics, demonstration class- 
rooms, workshops, organization meet- 
ings, movies, commercial exhibits, and a 
resource room where a wide range of 
publications will be available at low cost. 
Additional information may be obtained 
by writing: ACLD 1969 Conference, P.O. 
Box 8546, Ft. Worth, Texas 76112. 


AEVH Administrators Workshop Plans 
Meeting: The Administrators Workshop 
of the Association for Education of the 
Visually Handicapped will hold its an- 


nual Fall Meeting, Tuesday afternoon 
and evening, October 28, and Wednesday 
morning, October 29, 1969, at Louisville, 
Kentucky. Many university and college 
representatives from all over the United 
States are being invited to attend the 
workshop, at which time administrators 
will make known their concerns and de- 
sires relative to updating programs for 
the training of administrators and teach- 
ers of the visually handicapped. 


AEVH-DVH Joint Luncheon Planned: 
The Association for the Education of the 
Visually Handicapped and Division for 
Visually Handicapped: Partially Seeing 
and Blind, will sponsor an Annual Joint 
Luncheon, Thursday noon, April 10, 1969, 
in connection with the CEC National 
Convention at Denver, Colorado. Master 
of ceremonies for the occasion will be 
Mr. Carl A. Davis, Perkins School for 
the Blind, and First Vice-President, 
AEVH. Dr. Randall K. Harley, George 
Peabody College, will be the banquet 
speaker, treating the topic, ‘‘The Devel- 
opment of an Educational Program for 
the Visually Handicapped in Ceylon.” 


AOA Annual Meeting Planned: The 
American Orthopsychiatric Association 
has scheduled its 46th annual meeting to 
be held in the New York Hilton and 
Americana Hotels, New York City, 
March 30-April 2, 1969. The Conference 
consists of general sessions, workshops, 
and panel presentations. Included on the 
agenda is a symposium, “School Pro- 
grams for the Handicapped,’ under the 
chairmanship of Cynthia P. Deutsch with 
Eli M. Bower as discussant and Richard 
J. Holman, Barbara Kemp, and Jane 
Williams as presenters. The speakers 
from the Bureau of Education for the 
Handicapped will describe a cooperative 
approach to planning and providing vo- 
cational education and training to physi- 
cally and mentally handicapped young 
people in day or residential schools. 
Representatives from special education, 
vocational education, and vocational re- 
habilitation will focus on stimulating 
interest in multifunded programs and 
describe the mechanisms and means of 
implementing this effort through federal 
assistance. The discussant will focus on 
the mental health aspects of preparing 
handicapped youth for gainful employ- 
ment. 

Registration may be for the full meet- 
ing or for single days only. Fee for full 
meeting is $18.00; for each single day, 
$7.00. For further information, write: 


Marion F. Langer, Ph.D., Executive Sec- 
retary, 1790 Broadway, New York, New 
York 10019. 


Compressed Speech Symposium: The 
Annual Convention of the American Edu- 
cational Research Association held in 
Los Angeles, February 5-8, included a 
symposium entitled, ‘“‘Time Compressed 
Speech and Education—Some Issues.” 
The symposium was chaired by Dr. David 
B. Orr, Scientific Educational Systems, 
Inc.; Emerson Foulke, University of 
Louisville; Richard W. Woodcock, Amer- 
ican Guidance Service; Herbert Fried- 
man, American Institutes of Research; 
Murray Miron, Syracuse University; and 
H. Leslie Cramer, Northeastern Univer- 
sity. The discussants were Sam Duker, 
Brooklyn College, and Thomas G. Sticht, 
George Washington University. 


Conference on Deaf-Blind Children in 
the Netherlands: A third International 
Seminar on the Education of Deaf-Blind 
Children, held in August 1968, in Gulden- 
berg, the Netherlands, brought together 
70 persons from 15 different countries 
including the United States, Australia, 
South Africa, and Saudi Arabia. A deci- 
sion reached by the Conference was that 
regional meetings of teachers of the 
deaf-blind should be held every other 
year and plans were set up for such a 
meeting to take place in Europe in 1970. 
Similar meetings are likely to be taking 
place in the United States for North 
America in 1969 and in Australia, which 
will include New Zealand, during the 
same year. 


CRCR Plans Louisville Conference: 
The Center for Rate Controlled Record- 
ings is planning a second Louisville Con- 
ference on Time Compressed Speech, to 
be held in October 1969. The two-day 
schedule includes: research reports, with 
Dr. Murray Miron, Syracuse University, 
as chairman; technical reports concern- 
ing the production of time compressed 
and expanded speech, Dr. H. Leslie 
Cramer, Northeastern University, chair- 
man; reports of the application of rate 
controlled speech in educational and 
other settings, Mrs. Cynthia N. Graae, 
American Institutes for Research, chair- 
man; and a workshop conducted on the 
evening preceding the conference for the 
purpose of those who need a background 
in the concepts, methods, and terminol- 
ogy appropriate to the study of rate con- 
trolled speech, with Dr. Willard Zemlin, 
University of Illinois, and Dr. Emerson 


Foulke, University of Louisville, serving 
as co-chairmen. 

Papers presented at the Conference 
will be published subsequently in a vol- 
ume of Conference Proceedings. 


DVH Sessions Scheduled: The Division 
for Visually Handicapped: Partially See- 
ing and Blind, has scheduled the follow- 
ing meetings to be held in connection 
with the Council for Exceptional Chil- 
dren’s International Conference held at 
Denver, Colorado, April 8-12, 1969: 


Tuesday, April 8 


9 a.m.-12 noon—Open Forum 
Special feature—Twenty Questions; 
Moderator: Bill Underwood, Educa- 
tion Specialist, American Foundation 
for the Blind. 


2-4 p.m.—DVH Executive Board Meeting 
7-10 p.m.—DVH reception 


Wednesday, April 9 


8-10 a.m.—Student Forum: Future teach- 
ers and workers for visually handi- 
capped 
Coordinators and hosts: Mrs. Lou 
Alonzo, Dr. Ralph Peabody, Dr. Ran- 
dall K. Harley. 


2-4 p.m.—Panel: Itinerant Programs— 
pros and cons 
Chairman: Elinor Long, Supervisor, 
Programs for Visually Handicapped, 
Department of Public Instruction, 
Harrisburg, Pennsylvania. 


Thursday, April 10 


10:30-12 noon—Symposium: Career Plan- 
ning for Visually Impaired Youth 
Chairman: Dorothea Skinner, itin- 
erant teacher for the visually im- 
paired, Toronto Board of Education, 
Ontario, Canada. 


12 noon-1:30 p.m.—AEVH-DVH Annual 
Joint Luncheon 
Master of ceremonies: Carl J. Davis, 
Perkins School for the Blind, Water- 
town, Massachusetts; speaker: Dr. 
Randall K. Harley, George Peabody 
College, “The Development of an 
Educational Program for the Vis- 
ually Handicapped in Ceylon.” 


Friday, April 11 

10:30-12 noon—Symposium: An Educated 
Look at the Visually Disabled 
Chairman: Grace Napier, Assistant 
Professor of Special Education, 
Department of Special Education, 
Colorado State College, Greeley, 
Colorado. 


2-4 p.m.—Symposium: Instructional Ma- 
terials for Visually Handicapped 
Children 
Chairman: Maurice D. Olson, Coor- 
dinator, Special Education Instruc- 
tional Material Center, New York 
State Education Department, Albany, 
New York. 


Saturday, April 12 
9 a.m.-12 noon—Presentation 
Chairman: Margaret Polzien, Cur- 


riculum Director and _ Principal, 
Michigan School for the Blind. 


Institute on Mobility Planned: The 
Wisconsin Department of Public Instruc- 
tion is planning to conduct a workshop 
on Guidance and Mobility of Blind and 
Partially Sighted. The institute, under 
the direction of Mr. Samuel D. Milesky, 
will be held June 9-13, 1969, at the Chula 
Vista Resort, Wisconsin Dells, Wisconsin. 
It is anticipated that 20 teachers and 
administrators working with visually 
handicapped children will be invited. 

The purpose of this workshop is to 
impart to designated participants desira- 
ble knowledge involved in the education 
of the visually impaired. The workshop 
is being funded under P.L. 88-164. 


NBA National Conference Planned: 
The National Braille Association has 
planned its 10th National Conference to 
be held May 11-14, 1969, at the Statler 
Hilton Hotel, Dallas, Texas. The con- 
ference theme, “Opening Doors,” will be 
treated in general sessions, workshops, 
and special events. Chairman for the 
Conference is Mrs. Jean Clements, Ad- 
ministrative Assistant, Dallas Services 
for Blind Children, Inc. 


NBA Winter Membership Dinner Meet- 
ing: The National Braille Association 
held its Winter Membership Dinner 
Meeting, January 27, 1969, at the Mar- 
riott Motor Hotel, Saddle Brook, New 
Jersey. NBA held its 1968 National Con- 
ference at the same location. 


EQUIPMENT AND MATERIALS 


Banks Pocket Braille Writer: C. Fred 
Pearson, writing an article, “A Useful 
Little Braille Writer,’ in The Braille 
Forum, November, 1968, indicates the 
various advantages of the Banks Pocket 
Braille Writer, particularly for tempo- 
rary notations, used with a combination 
telephone receiver and transmitter head- 
set, and of the practical daily applica- 
tions. 


Through 1965 the sole distributor of 
the Banks Pocket Braille Writer was the 
Lions Club of San Diego. Now blind ap- 
plicants for the writer must make appli- 
cation and pay $5 to their nearest Lions 
Club, which forwards the application and 
the full price of the writer ($26) to: 
London (Host) Lions Club, Banks Pocket 
Braille Writers Trust, 43 The Paddocks, 
Wembly Park, Middlesex, London, Eng- 
land. 

This is in accordance with a contract 
entered into between the inventor, Dr. 
Alfred E. Banks, and the Lions. Also, 
the manufacturer (originally IBM and 
now V. L. Martin & Co., Ltd., England) 
must produce the writer at cost. 

Tape for the Banks Writer is available 
through the London Lions at $.14 per 
roll, or from Howe Press, Watertown, 
Mass., at 40¢ per roll. Gummed tape, 
making it possible to attach the strips to 
file cards, etc., may be purchased from 
the Lions Club of San Diego, 326 Broad- 
way, Suite 226, San Diego, California 
92101. 


Laboratory Methods in Physics for the 
Blind: David Ray Henderson’s Master’s 
thesis at the University of Pittsburgh, 
Laboratory Methods in Physics for the 
Blind, is now available from ERIC Docu- 
ment Reproduction Service, The National 
Cash Register Company, 4926 Fairmont 
Avenue, Bethesda, Maryland 20014. 

The paper describes auditory and 
tactile adaptation of physics laboratory 
apparatus for use by blind students, to- 
gether with five methods of drawing 
raised line and indented diagrams for 
use in physics experiments. A survey of 
physics laboratory methods in schools 
for the blind in the United States and 
seven foreign countries, and two simple 
physics experiments for blind high school 
students are included. 


Photogray Lenses: Corning Glass 
Works has developed a new type of pho- 
tochromic glass called “Photogray” which 
darkens in sunlight but clears again in- 
doors and at night. Indoor luminous 
transmittance of Photogray photochromic 
glass is 85%, compared to 92% for white 
crown ophthalmic glass. 

Upon exposure of the clear glass to 
outdoor light, the transmittance drops 
rapidly to its darkened state. After only 
60 seconds, the glass becomes about 75% 
as dark as it will get. After 5 minutes, 
it becomes almost 100% as dark as it 
will get. 

Clearing is more gradual. Recovery to 
initial transparency is about 50% com- 


plete after 5 minutes, and is about 75% 
complete after 20 minutes. 

Despite the performance of the glass, 
Photogray lenses are not regarded as 
automatic sunglasses, since transmit- 
tance in the darkened state does not go 
down as far as that of a true gray sun- 
glass, 19%. 


Reading Machine: Researchers at the 
University of Virginia School of Engi- 
neering and Applied Science have de- 
veloped a reading machine for the blind. 
The machine utilizes a categorizer, a 
special-purpose digital computer that 
recognizes printed letters. By pattern 
recognition, the machine identifies letters 
of the alphabet and translates them into 
either Braille symbols or sounds (spoken 
letters). The cost of the machine is ex- 
pected to equal the average cost of a new 
automobile. 

Space Specs: A paralyzed patient can 
now operate a wheel chair, switch on a 
light or turn the pages of a book by 
means of eyeglasses. When a device 
attached to the head directs an infra red 
beam of light on the eyes, the motion of 
the eyeball activates an electric switch 
which carries out the desired processes. 
The glasses, developed by space scien- 
tists, help astronauts to move arms and 
legs prevented normal action by gravity 
forces. 


Tactile Designs Made Easier: Mack 
Johnstone, Florida School for the Blind, 
St. Augustine, Florida, has developed a 
method for producing designs for math 
and maps for history or social studies, 
by modifying an old treadle type sewing 
machine. Modifications were quite simple. 
A needle approximately the size of a 
stylus point and the pushing mechanism 
on the sewing machine under foot were 
altered to prevent the dots from being 
flattended as work proceeds beyond the 
needle under the foot. The resultant 
work is the same as if a stylus were 
used. The dots are made from the top 
down. Consequently, designs, maps and 
pictures must be made in reverse, if 
direction is important for identification. 

For further information, write Media 
Center, Florida School for the Deaf and 
Blind, St. Augustine, Florida 32084. 


Ultrasonic Aid Evaluated: Robert R. 
McClung, author of, “Short Term Field 
Evaluation of Type 8A9 Ultrasonic Aid 
for the Blind,” appearing in Bulletin of 
Prosthetic Research, BPR 10-9, Spring 
1968, gives a personal evaluation of the 
Kay ultronsonic mobility aid. The author 
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was totally blinded in 1966 as the result 
of an automobile accident. 


Visual Motor Training Aids: Controlled 
Development, Inc., has announced avail- 
ability of training aids designed to help 
the physically handicapped, perceptually 
handicapped and mentally handicapped. 
The aids are reported to improve motor 
skills, visual acuities, and kinesthetic 
awareness. The object of the Visual 
Motor Training Aids is to place the pin 
of one hand gripper into the hole of the 
other hand gripper. The magnetic re- 
pelling force supplies the interest and 
amusement to the game. The strength of 
the magnets and the length of the in- 
terchangeable pin determines the degree 
of difficulty. When the pin misses the 
hole, the repelling force of the magnet 
signals the user of his mistake. Various 
models include the VMH-1, designed to 
strengthen and improve the prehensile 
grip; VMF-1, designed to strengthen the 
fingers and small motor control; VMB, 
using a ball grip handle and designed to 
strengthen the grip; and combinations of 
the VMF-1 and VMH-1 or VMB. The 
above combination of visual aids provides 
for another useful exercise and game. 
It has the highest degree of difficulty and 
requires the most intense concentration. 
For further information: write: Control 
Development, Inc., 1712 South Clifton 
Avenue, Park Ridge, Illinois 60068. 


FILMS 


Anne Sullivan Film Released: ‘Legacy 
of Anne Sullivan,” a 28-minute, 16-mil- 
limeter sound and color motion picture, 
made for Perkins School for the Blind 
and the Industrial Home for the Blind 
by Campbell Films of Saxtons River, 
Vermont, has now been released by the 
two agencies involved. 


This film may be borrowed through 
Campbell Films for showing. Arrange- 
ments can also be made through the dis- 
tributor for purchase of copies. 


Film on Independence: A new film en- 
titled, “Striving for Independence,” pro- 
duced by the McDonnell Aircraft Cor- 
poration, pictorially shows what a blind 
person can accomplish if given an oppor- 
tunity. The film is in color and runs 26% 
minutes. For information about possible 
screen dates, write or call the American 
Association of Workers for the Blind 
National Office, 1913 Eye Street, N.W., 
Washington, D.C. 20006 (Area Code 202, 
347-1559). 


LEGISLATION 


Higher Education Amendments of 1968: 
The higher education law (Public Law 
90-575) which is the most comprehensive 
aid to education measure since the Ele- 
mentary and Secondary Education Act of 
1965, amends not just the Higher Educa- 
tion Act but five other laws, including 
such major legislation as the National 
Defense Education Act of 1958, the 
Higher Education Facilities Act of 1963, 
and the International Education Act of 
1966. New programs included in this Act 
are: 


Cooperative Education Program—The 
purpose of this program is to enable the 
Commissioner to make grants (not in ex- 
cess of $75,000 for any fiscal year) to 
institutions of higher education “for the 
planning, establishment, expansion, or 
carrying-out by such institutions of pro- 
grams of cooperative education that alter- 
nate periods of full-time employment that 
will not only afford students the oppor- 
tunity to earn through employment funds 
required toward continuing and complet- 
ing their education but will, so far as 
practicable, give them work experience 
related to their academic or occupational 
objective.” 


Consolidation and Revision of Talent 
Search and Upward Bound and Special 
Services to Disadvantaged Students—(a) 
Upward Bound: This program will be 
designed for students from low-income 
backgrounds and with inadequate sec- 
ondary school preparation in order to 
generate skills and motivation necessary 
for their success in education beyond 
high school. The Act limits stipends of 
the Upward Bound Program to a maxi- 
mum of $30 per month, the cost of the 
enrolee to $150 per month. It further 
prohibits the carrying out of such pro- 
grams in foreign countries and requires 
programs to include necessary health 
services. 


(b) Talent Search: Talent Search is 
designed to identify qualified youths of 
financial or cultural need with an excep- 
tional potential for postsecondary educa- 
tional training and to encourage them to 
complete secondary school and undertake 
postsecondary educational training. 


(c) Special Services to Disadvantaged 
Students: The Act provides for counsel- 
ing, tutorial, or other educational serv- 
ices, including special summer programs, 
to “secondary school students’”—‘who 
have been accepted for enrollment and 
who, by reason of deprived, educational, 


cultural, or economic background, or 
physical handicap, are in need of such 
services to assist them to initiate, con- 
tinue, or resume their postsecondary 
education.” 


OVERSEAS INFORMATION 


Asian Conference on Work for the 
Blind: The Third Asian Conference, un- 
der the joint sponsorship of the American 
Foundation for Overseas Blind, the Royal 
Commonwealth Society for the Blind, and 
the Bureau of Public Schools, Depart- 
ment of Education, Republic of the 
Philippines, hosted a total of 64 persons 
directly engaged in education and re- 
habilitation services as representatives 
of various government bodies, specialized 
teacher preparation centres and private 
agencies for the blind throughout Asia. 

Emphasis within the Conference pro- 
gram was placed on matters connected 
with the overall theme: ““What Next for 
the Blind in Asia,” with equal attention 
devoted to special education development, 
locating and evaluating for school place- 
ment the multitudes of blind children of 
Asia, and changing the role and nature 
of rehabilitation programming in their 
behalf. Every effort was made to com- 
pare current programming with the chal- 
lenges set forth in resolutions of the 
Second Asian Conference held five years 


past. —Fero Newsletter 


Australian Program for Deaf-Blind: 
Mr. Keith S. Watkins, Principal, New 
South Wales School for the Blind situated 
in the suburb of Sydney, N.S.W., has re- 
ported that his program is making good 
progress. Efforts are being made to 
enlist the interest of other parts of 
Australia so that the program may be- 
come a regional rather than a state one. 


Braille for Africa: Continuing her 
project of assisting the blind on other 
continents, Dr. Isabel Grant is seeking 
equipment, materials, and books for 
Africa. She invites correspondence from 
individuals or groups having materials 
or equipment to donate: Dr. Isabel Grant, 
851 West 40th Place, Los Angeles 90032. 

The Student Division of the National 
Federation of the Blind is assisting her 
in the collection of braille books. For 
details concerning donation of these, 
write: Mr. James Gashel, President, Stu- 
dent Division, National Federation of 
the blind, 808 15th Street, N.E. Mason 
City, Iowa 50401. 

—The California Transcriber 


Ceylon Assignment: Mrs. Frances 
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Wiesenfeld has been named as a new 
field consultant with the American Foun- 
dation of Overseas Blind. She will be 
stationed at Colombo, Ceylon, and will 
carry on the work introduced by Dr. 
Randall K. Harley last year. Mrs. Weis- 
enfeld has had instructional and admin- 
istrative experience in Florida. 

In Ceylon, a second class is now en- 
gaged in teacher preparation under Mrs. 
Wiesenfeld. Field services are soon to 
be implemented for the first group of 
blind children, especially in the Colombo 
area, and further case finding is sched- 
uled among some of the more remote 
sections of Ceylon. 


European Course for Teachers of Deaf- 
Blind: A first European course for teach- 
ersof deaf-blind children was given at 
the Instituut vor Doven at St. Michiels- 
gestel, Holland. A second course is now 
under way, which began January 27 and 
will extend to March 21, 1969. The 
American Foundation for the Blind is 
paying for the board and room for par- 
ticipants and for all costs of the course 
Participants are obliged to pay their 
transportation both to and from as well 
as their personal incidental expenses. 


Israel—Report on the Blind: Of a 
population of about 2.4 millions, there 
are in Israel, not counting the Occupied 
Territories, approximately 7,000 blind 
persons. A precise census is so far not 
available. All whose remaining vision 
does not exceed 4% (three sixtieths) are 
registered. There are altogether about 
40 war-blinded. Of the blind, about 35% 
are above the age of 60 and about 60% 
between the ages of 14 and 60. This 
points to the fact that in many cases 
blindness is caused by inadequate medical 
care in the countries from which a large 
part of the population of Israel origi- 
nates. 

The social and particularly the voca- 
tional integration of the blind is meeting 
considerable’ difficulties. The proper 
schooling of children is treated as a mat- 
ter of priority. About 80 are housed in 
the Jerusalem Jewish Institute for the 
Blind, from which they attend schools 
for further education or vocational train- 
ing. Other blind children attend ordinary 
schools in Tel Aviv and other places. 

Of particular importance in Israeli 
blind welfare are two centres: the cul- 
tural centre in Nathanya, comprising a 
braille library of some 10,000 volumes 
and a tape library of about 300 titles, 
and the guide dog training school in 
Haifa where blind people can obtain 





training not only in the use of a guide 
dog but also in the long cane technique. 
—The New Beacon 


Jamaica—Blindness Report: An esti- 
mated 300 babies were born of mothers 
who contracted rubella during the epi- 
demic of 1965 in Jamaica, says the an- 
nual report, for 1967-8, of the Salvation 
Army School for the Blind at Kingston. 
Many of these children, the report con- 
tinues, have cataracts, some degree of 
hearing loss and congenital heart dis- 
ease. 

The School, the only one of its kind in 
the island, cannot hope to deal adequately 
with the problem, says the report, but 
plans to help those who are trainable 
and educable. In preparation for 1970, 
when the children will be ready for 
school, two teachers will go to the Per- 
kins School for the Blind for a ten-month 
course in teaching deaf-blind children, 
after which they will set up a deaf-blind 
unit and train assistants to work with 


them. —The New Beacon 


Kuala Lumpur Assignment: Dr. Stan- 
ley E. Bourgeault, who inaugurated the 
Taiwan Provincial Project for Integrated 
Blind children, has been reassigned to 
the Far East Regional Office of the 
American Foundation for Overseas Blind, 
in Kuala Lumpur. Dr. Bourgeault’s new 
responsibilities as Regional Special Edu- 
cation Consultant will allow an oppor- 
tunity for specialized consultation, work- 
shops, program evaluation and other re- 
gional tasks. 


Lead Poisoning in Great Britain: In- 
vestigation of one case of lead poisoning 
in a pupil at a residential school for the 
blind in England led to the discovery of 
others with asymptomatic lead poisoning, 
all of whom had the habit of using the 
mouth, lips and tongue in addition to 
limited sight and the sense of touch for 
the purpose of identification. It was dis- 
covered that the student used algebra 
and arithmetic type composed of metal 
containing 65% lead, 25% antimony, and 
10% tin. Each type has raised dots on 
one face and raised bars on the other 
face. He used his tongue to identify each 
type before placing it in a frame. 

Drs. A. C. Ames and P. N. Swift, writ- 
ing in the British Medical Journal, urge 
that the dangers inherent in the presence 
of lead-containing objects be recognized 
and that pupils in schools for the blind 
be dissuaded from the habit of using the 
mouth, lips or tongue in identification 
purposes. 
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PUBLICATIONS 


AFB Publications: Two special reports 
on multi-impaired blind children have 
been published by the American Founda- 
tion for the Blind: Multiply-Impaired 
Blind Children: a National Problem, by 
Dr. Milton D. Graham; No Time to Lose: 
a symposium, Pauline M. Moor. 

The first reports the results of a 1966 
survey on multiply-impaired blind chil- 
dren in the United States; the second, a 
1964 seminar on methods of teaching 
such children. 

Order from: American Foundation for 
the Blind, 15 West 16th Street, New 
York, New York 10011. (Price: Graham 
—$1.50; Moor—$1.35). 


AOA Publications: The American Op- 
tometric Association has announced the 
availability of the following new pub- 
lications: 

“Check Your Child’s Vision,’ which 
emphasizes the importance of vision in 
the child’s development and includes a 
checklist for parents of children’s visual 
problem symptoms. (Price: 100—$2.70). 

“Teachers’ Guide to Vision Problems 
with Checklist,” a leaflet for teacher use 
as a symptom list in recognizing vision 
difficulties in the classroom. Includes 
spaces for checking observed symptoms. 
Order No. C-10. (Price: 100—$2.70). 

“Better Vision for Those Special Pur- 
poses,” a pamphlet which discusses vari- 
ous situations and activities which might 
require special purpose glasses. G-40 
(Price: 100—$2.70). 

Order the above publications from: 
American Optometric Association, 7000 
Chippewa Street, St. Louis, Missouri 
63119. 


Attitudes Toward Affective and Cog- 
nitive Goals for Visually Handicapped 
Students: Leo J. Schmidt, Ed.D., and 
Calvin C. Nelson, of the California State 
College at Fullerton, California, are 
authors of an article, “Special Class 
Teacher Attitudes Toward Affective and 
Cognitive Goals for Visually Handi- 
capped Students,” appearing in The New 
Outlook, December, 1968. The article 
concludes that the special class is but a 
single factor in the total environment 
which affects the intellectual, social and 
emotional adjustments of a child who is 
blind or partially sighted. Within the 
special class, the authors conclude, the 
“special educators’ learned predisposi- 
tions to behave are singularly important 
in determining the development of the 


child.”” The attitudinal dimension investi- 
gated with the small sample of special 
class teachers is not intended to repre- 
sent a detailed investigation. Additional 
studies in this area, the authors urge, 
should incorporate larger populations, 
sophisticated sampling procedures in 
order to control other important vari- 
ables, and particularly, to investigate 
the interactive effects of such variables. 


BESE Directory Published: The Bureau 
of Elementary and Secondary Education, 
U.S. Office of Education, has recently 
published a Directory concerning its 
operations. Treated in the directory are: 
the organization of the Bureau, legisla- 
tion with which it has concern, BESE 
activities, Program Fact Sheets, Non- 
public School Eligibility, and Appropria- 
tions by State. 

The program fact sheets summarize 
essential information about each pro- 
gram administered by BESE, indicating 
the purpose, kind of program, scope, 
funds, project approval information, par- 
ticipation, and enabling legislation. 

Copies of the Directory (December, 
1968) are available upon request from: 
Bureau of Elementary and Secondary 


Education, U.S. Office of Education, 
Washington, D. C. 20202. 
Braille Calendars Available: 1969 


Braille calendars may be requested from 
the Twin Vision Publishing Division of 
the American Brotherhood for the Blind. 
These calendars are in a convenient size 
with one month to each page with special 
dates added at the bottom of each page. 
A blank page is added for your personal 
dates. Calendars are furnished compli- 
ments of the American Brotherhood for 
the Blind, Twin Vision Publishing Divi- 
sion, 18440 Topham Street, Tarzana, 
California 91356. 


Braille in Brief: A new manual, Braille 
in Brief by Bernard M. Krebs, is an 
accelerated course in braille reading for 
blind adults. The book comes with a 
“Teacher’s Guide” so that the blind 
reader can learn braille at home with the 
help of family or friends. Copies of the 
publication are available free of charge 
from the Division for the Blind and 
Physically Handicapped, Library of Con- 
gress, Washington, D.C. 20542. 


Braille Information Book: The Ameri- 
can Foundation for the Blind has recently 
published a 12-page pamphlet, ‘Under- 
standing Braille.” According to the 
Foundation release, the booklet relates 
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‘schools 


the history of the raised-dot touch read- 
ing system devised over 100 years ago 
by Louis Braille and tells “how braille 
is read and written, who reads it and 
why it is so important to blind people.” 
Requests for free copies of the pamphlet 
should be addressed to: Publications Di- 
rector, American Foundation for the 
Blind, 15 West 16th Street, New York, 
New York 10011. 


Braille Periodical: A new Braille 
periodical, The Gardener, is now appear- 
ing bi-monthly. The aim of the editors 
is to provide up-to-date gardening in- 
formation, give help to beginners, advice 
to house plant lovers and afford an op- 
portunity for readers to exchange ideas 
and obtain answers to questions. Tech- 
nical advice on points raised is being 
given by John Warren, N.D.H., Principal 
of Norwood Hall Horticultural Institute. 

Place subscription with: Miss K. Fleet, 
48 Tolearne Drive, Pinner, Middlesex, 
England, or Mr. L. Stevens, 326 Verdent 
Lane, Catford, London, S.E. 6, England. 
(Price for annual subscription: three 
shillings). 


California Study of Multi-Handicapped 
Children: During the 1967-68 school year, 
the California State Department of Edu- 
cation, faced with mounting inquiries 
concerning special education provisions 
for multi-handicapped children, con- 
tracted for two studies in order to estab- 
lish a basis for planning educational pro- 
grams for these children. 

One study, “Multi-handicapped Blind 
and Deaf-Blind Children in California,” 
was conducted by Berthold Lowenfield. 
The second study, ‘Report on Multi- 
handicapped Deaf Children in Cali- 
fornia,’ was conducted by Donald R. 
Calvert. These studies, based on infor- 
mation provided by public and private 
and agencies throughout the 
state, include breakdown on various cate- 
gories of multi-handicapping conditions, 
age groupings of children affected, and 
geographical locations of the various 
categories and age _ groupings. Dr. 
Lowenfield’s study reported totals of 
940 multi-handicapped blind minors and 
240 deaf-blind children. Dr. Calvert’s 
study reported a total of 1,732 multi- 
handicapped deaf minors. Data on etiol- 
ogy of handicaps reflected the impact of 
the 1964-65 rubella epidemics. Many chil- 
dren born subsequent to these epidemics 
have serious visual and auditory handi- 
caps and, in addition, a number of the 
children have heart defects and are be- 
lieved to be mentally retarded. 


Characteristics of Visually Impaired 
Persons: A new publication, Character- 
istics of Visually Impaired Persons, 
United States, July 1963—June 1964, 
Series 12, Number 10, has just been re- 
leased. The document has been prepared 
with data from the Health Interview 
Survey. 

Order a copy of this 76-page booklet 
from: Superintendent of Documents, 
U.S. Government Printing Office, Wash- 
ington, D.C. 20402. 


Comic Book Feature: A comic book 
featuring the nationally syndicated ‘“Pea- 
nuts” characters that warns children and 
their parents about amblyopia es anopsia 
has been released by the National Center 
for Chronic Disease Control. 

Public health officials worked closely 
with Charles M. Schulz, creator of 
“Peanuts” in preparing the 13 episode 
booklet. The cartoons are designed to en- 
courage early eye examinations for chil- 
dren as a precaution against amblyopia 
ex anopsia—lazy eye—which can lead to 
blindness in one eye if left uncorrected. 

“Security Is an Eye Patch” shows car- 
toon character Sally Brown getting an 
eye examination and learning she has 
amblyopia ex anopsia. She is given an 
eye patch to wear over her good eye to 
make her lazy eye stronger. The pam- 
phlet follows Sally’s daily adventures 
with playmates Linus, Snoopy, and 
Charlie Brown and tells how the eye 
patch helps her win over lazy eye. 

Free copies of the booklet may be ob- 
tained from the National Center for 
Chronic Disease Control, 4040 North 
Fairfax Drive, Arlington, Virginia 22203. 

—The Sight-Saving Review 


Congenitally Blind Children—Article: 
An informative article, “Cognitive Pat- 
terning in Congenitally Totally Blind 
Children,” by Herman A. Witkin, Judity 
Birnbaum, Salvatore Lomanaco, Suzanne 
Lehr, and Judith L. Herman, appeared in 
Child Development, September 1968. 

The authors summarize that, “because 
lack of vision is likely to hamper develop- 
ment of articulation and to foster de- 
pendence on others, congenitally totally 
blind children may be expected to show 
less differentiated cognitive functioning 
than their sighted peers. This hypothesis 
was confirmed in a study using’ a special 
battery of perceptual and problem-solv- 
ing tests and clay models of the human 
figure to assess articulation of body con- 
cept. In addition to being inferior in 
analytical competence, the blind children 
were strikingly superior to the sighted 
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in capacity for sustained auditory atten- 
tion and about equivalent in verbal-com- 
prehension ability. The picture in the 
blind is one of unevenness in level of 
functioning from one cognitive area to 
another.” 


DBPH List of Publications: The Divi- 
sion for the Blind and Physically Handi- 
capped, Library of Congress, has a “List 
of Publications” currently available upon 
request from the Division. Request a 
copy of the list from: Division for the 
Blind and Physically Handicapped, Li- 
brary of Congress, Washington, D.C. 
20542. 


DBPH Publications: A brochure de- 
scribing opportunities for volunteer serv- 
ice with the Division for the Blind and 
Physically Handicapped, Library of Con- 
gress, is now available free of charge. 
Request “Volunteers with Vision” from: 
Division for the Blind and Physically 
Handicapped, Library of Congress, Wash- 
ington, D.C. 20542. 


Dictionary Catalogue—Selective Anno- 
tated Source Material in the Field of 
Blindness: The American Association of 
Workers for the Blind, Inc., Dictionary 
Catalogue, originally prepared in 1964 
under a grant from V.R.A. (H.E.W.) 
and completely revised in 1968 (also 
under a grant), now consists of some 
5,000 references on standard 3 x 5 library 
catalogue cards; the catalogue is divided 
into 11 major sections and these sections, 
in turn, are further divided into 280 
subject classifications. Each regular 3 x 5 
card carries a brief outline of the subject 
matter together with a line or two as to 
the background of the author. 

This reference tool concentrates for 
the most part on the years since World 
War II, during which the greatest strides 
in research, education, mobility, rehabili- 
tation, etc., have been made The cata- 
logue and index sells for $70.00; yearly 
quarterly supplements each consisting of 
some fifty new and timely references, 
can be obtained for $6.00. 

Order from: American Association of 
Workers for The Blind, Inc., 1511 K 
Street, N.W., Washington, D.C. 20005. 


Directory of Services Published: A new 
Directory of Services, describing the 
multiple services available to blind per- 
sons of all ages in the metropolitan New 
York area, has been issued by the Light- 
house recently. The 32-page booklet may 
be obtained free of charge by writing: 
The Lighthouse, 111 East 59th Street, 
New York, New York 10022. 


ty 


Foreign Language Publications: The 
National Braille Association has an- 
nounced the following foreign language 
publications: 


1966 Revision of Foreign Language 
Manual including rules for syllabication 
of French, Spanish, German, Latin and 
Italian 


Printecopy oo $ .50 
Braille -eopye. se eee 1.00 


1968 Supplement to the Foreign Lan- 
guage Manual 


Rv beCODY 6 eee $ .3D 


“Plan for Foreign Language Workshops 
To Be Conducted by Local Groups” 


Each kit contains: 


Instructions for the Leader. 

Print copy of problem sheets in 
five languages. 

Brailled problem sheets (same 
material), cost of kit...... $2.00 

Extra sets of problem sheets (all 
5 languages) in print.... $ .35 


This Plan can be used for training large 
or small groups or by an individual who 
works alone and wants to conform to 
standard practices. Make checks payable 
to: 

National Braille Association, Inc. 

Send to: Mrs. W. D. Ernest, Jr., Chair- 
man, Foreign Languages, 484 Grandview 
Avenue, Wyckoff, New Jersey 07481. 

—NBA Bulletin. 


Games Book: Parker Publishing Com- 
pany has announced the release of T’each- 
er’s Handbook of Indoor and Outdoor 
Games, by Harry D. Edgren and Joseph 
J. Gruber. The handbook includes 276 
games that children enjoy, illustrated in 
action drawings. Chapter No. 9 includes 
a checklist type test for use in evaluating 
pupils’ improvement in physical prowess 
and social adjustment. The tests are easy 
to administer, take little time, and re- 
quire no special equipment in most cases. 
The book is divided into: game leader- 
ship, classroom activities, creative and 
imaginative games, duel games—com- 
batives, active games for large area, 
sport-type games, relays and races, and 
evaluation. Order from: Parker Publish- 
ing Company, Inc., West Nyack, New 
York 10994. (Price: $7.95.) 


Girl Scouts Publish Guide: The Girl 
Scouts of the USA has recently pub- 
lished Handicapped Girls and Girl Scout- 
ing, by Marion Weller Barnett. The book 
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is designed as a guide to scout leaders 
who deal with handicapped girls. Various 
handicaps such as audiovisual impair- 
ments, orthopedic problems and cerebral 
palsy, cardiac problems, diabetes, epi- 
lepsy, mental retardation, and emotional 
disturbances are discussed and numerous 
suggestions for handling these handicaps 
are presented. 

This paperback guide (Catalog Number 
19-171), containing 96 pages with 12 
black and white illustrations, can be 
obtained by writing: National Equipment 
Service, Girl Scouts of the United States 
of America, 830 Third Avenue, New 
York, New York 10022. (Price: $2.00.) 


Handbook for Parents: The Idaho 
School for the Deaf and the Blind, Good- 
ing, Idaho, has published a Handbook 
for Parents, which contains the philoso- 
phy, policies and procedures of this 
school. The publication was made pos- 
sible through P.L. 89-313 funds. 

Included in the colorful booklet are 
chapters dealing with Dormitory Life, 
Extra-Curricular Activities, Health Serv- 
ices, School Curriculum, Vocational 
Course of Study, and other items of 
interest to parents. 

A limited number of copies of the pub- 
lication are still available. Those wish- 
ing to obtain a free copy, should write: 
Superintendent Edward W. Reay, Idaho 
Schools for the Deaf and the Blind, 
Gooding’, Idaho. 


IMC-Special Journal Issue: The E'xcep- 
tional Children journal, December 1968, 
is devoted to explaining the Instructional 
Materials Center objectives and develop- 
ments. Separate articles of this issue 
include: “A Message to Special Educa- 
tors,” “An Overview of the IMC Net- 
work,” ‘“‘A Review of Services Offered 
Through the IMC Network,” “Satellite 
Programs: A Status Report,” “IMC In- 
novative Projects in Progress,” ‘“Devel- 
opment of New Instructional Materials 
in the IMC Network,” “Evaluation as a 
Responsibility of the IMC Network,” 
“Translating Results of Research and 
Demonstration Into Action,” “CEC- 
ERIC-IMC: A Program Partnership in 
Information Dissemination.” 

Exceptional Children is published by 
the Council for Exceptional Children, 
1201 16th Street, N.W., Washington, 
D.C. 20036. 


Income Tax Forms in Braille: Income 
tax forms Number 1040 and 1040A are 
available in braille from the Division for 
the Blind and Physically Handicapped, 


National Collections, Library of Con- 
gress, Washington, D.C. 20542. 


Industrial Arts Education: Industrial 
Arts Education—Planning and Design- 
ing Functional Facilities has been pre- 
pared by Marshall L. Schmitt, Specialist 
for Industrial Arts, and James L. Taylor, 
Specialist in Planning School Buildings. 
The publication treats educational trends 
and emerging industrial arts programs, 
planning the industrial arts program, 
space and facilities needed, planning the 
general physical plant, and includes a 
summary and recommendations. Much 
of the information contained in this 
booklet is applicable to industrial arts 
programming for the visually handi- 


capped. 

Order from: U.S. Government Print- 
ing Office, Washington, D.C. 20402. 
(Price: 45¢.) 

Job Description Information: The 


Cleveland Society for the Blind has pro- 
duced a 175-page manual detailing de- 
scriptions of qualifications for 1380 job 
titles, from camp cook to executive direc- 
tor. For copies of the manual, write: 
Cleo B. Dolan, executive director, 1909 
East 101st Street, Cleveland, Ohio 44106. 

A firm of management consultants 
made a similar study covering all levels 
of professional, technical, clerical and 
service personnel for the Cincinnati As- 
sociation for the Blind. Milton Jahoda, 
Executive Director, will make the appro- 
priate sections of this material available 
to kindred agencies if they will list the 
particular job titles in which they are 
interested. Address requests to him at 
2045 Gilbert Avenue, Cincinnati, Ohio 
45202. 


Large Print Books: Ulverscroft, pub- 
lishers of large print books, has issued a 
September 1968 catalogue which includes 
their complete stock list of all the books 
in print at September 1, 1968. The books 
fall into the category of mystery, ro- 
mance, western, fiction, non-fiction, and 
books for boys and girls. The books are 
hard-bound, with a page size of 11 inches 
by 8 inches. Orders for books or for 
additional information should be sent to: 
Oscar B. Stiskin, 23 Locust Lane, Stam- 
ford, Connecticut 06995. 


Large Print Paperback Books: Lancer 
Books, Inc., has published inexpensive 
paperback books in 12-point type. Many 
of the books will be found useful by high 
school and college students as supple- 
mentary reading for class work. Recent 
releases in this series are: Adventures 


of Sherlock Holmes, by A. Conan Doyle; 
Alice’s Adventures in Wonderland & 
Through the Looking Glass, Louis Car- 
roll; The Black Arrow, Robert Louis 
Stevenson; and A Connecticut Yankee in 
King Arthur’s Court, Samuel L. Clem- 
ents. The Magnum Easy Eye books from 
Lancer are available through local book 
stores or may be ordered directly from 
the publisher: Lancer Books, Inc., Edu- 
cational Department, 1560 Broadway, 
New York, New York 10036. 


Magazine Changes Name: The name 
of a professional journal for social and 
rehabilitation workers with the adult 
blind has been changed from The Home 
Teacher to The Rehabilitation Teacher. 
The braille version of the journal will 
be available for $1.50 per yearly sub- 
scription. Those interested should write: 
National Braille Press, Ine., 88 St. 
Stephen Street, Boston, Massachusetts 
O27 15: 


Mobility and Orientation Instruction 
for the Blind: The Rhode Island Asso- 
ciation for the Blind, as part of their 
research demonstration grant, No. 1539, 
has prepared a report, “Mobility and 
Orientation Instruction for the Blind.” 
Information on obtaining copies of this 
report can be obtained by writing: 
Rhode Island Association for the Blind, 
1058 Broad Street, Providence, Rhode 
Island 02905. 


Mobility Training for Blind Children: 
The Metropolitan Society for the Blind, 
Inc., Detroit, Michigan, has reported on 
recent research, “Establishing Mobility 
Training for Blind Children As a Func- 
tion of Special Education in Public 
Schools” (RD 1228). Information about 
the report can be obtained from Mc- 
Allister C. Upshaw, Metropolitan Society 
for the Blind, Inc., 1401 Ash Street, 
Detroit, Michigan 48208. 


Motor Aids to Perceptual Training: 
Clara M. Chaney and Newell C. Kephart 
are authors of a recently published book, 
Motor Aids to Perceptual Training. The 
book presents the theoretical basis for 
motor and perceptual activities as well 
as learning problems and questions of 
behavior control. Dealing with problems 
of evaluation of behavior, the second 
section of the book includes methods of 
observation suitable for use by both par- 
ents and teachers. Many practical meth- 
ods are suggested. Order from: CANHC 
Publications, P.O. Box 604, Main Office, 
Los Angeles, California 90053. 


NINDB Publications: The National In- 
stitute for Neurological Diseases and 
Blindness has announced the availability 
of the following publications: 


“Vision and Its Disorders” (Mono- 
graph Series No. 4, PHS Publication 
Number 1688). 

“Refractive Anomalies of the Eye” 
(Monograph Series No. 5, PHS Publica- 
tion Number 1687), a report of a work- 
shop concerning eye anomalies. 

“Eye Disorders” Research Profile No. 
3; PHS Publication Number 1155). This 
report describes visual disability and 
blindness, explains the Institute program 
and gives research information on com- 
mon eye disorders. 

“Eye Research” (PHS _ Publication 
Number 1502), an illustrated brochure 
on the major eye disorders, their treat- 
ment and research approaches to them. 

Single copies of the above publications 
may be obtained without cost by writing: 
Information Office, NINDB, National 
Institutes of Health, Bethesda, Maryland 
20014. 


Office of Education Information: A re- 
cently published booklet, The U.S. Office 
of Education—Handbook: Organization 
and Functions, has been released. Covered 
in the book are: historical background, 
functions and organization, program di- 
rection and services, how to obtain Office 
of Education publications, and an ex- 
planation of the laws under which the 
Office of Education operates. 

Copies of the publication are available 
from: Superintendent of Documents, 
U.S. Government Printing Office, Wash- 
ington, D.C. 20402. (Price: 75¢.) 


Prevocational Training for Adult Blind: 
Division of Vocational Rehabilitation, 
Special Services for the Blind, Grand 
Forks, North Dakota, has completed a 
special research, ‘‘Adjustment and Pre- 
vocational Training Program for Adult 
Blind and Partially Seeing.” For infor- 
mation about copies of the report, RD 
1770, write: Division of Vocational Re- 
habilitation, Special Services for the 
Blind, Box 8117, University Station, 
Grand Forks, North Dakota 58201. 


Profiles in Quality Education: A new 
publication, Profiles in Quality Educa- 
tion, includes 150 outstanding Title 1, 
ESEA projects. Each of the projects has 
been designated by State Title I Coordi- 
nators as worth emulating. Each pro- 
vides valuable assistance to low-income 
children it serves. The projects cover all 
groups of disadvantaged children—those 
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out as well as in school, those in public 
and nonpublic schools. There is a va- 
riety of programs mentioned. 

The 123-page publication divides the 
projects in the following categories: pre- 
school, language arts, math and science, 
guidance counseling and tutoring, cul- 
tural enrichment, health and food serv- 
ices, physical fitness, comprehensive 
projects, vocational education, dropout 
oriented, college preparatory, integra- 
tion, teacher training, teacher aides, 
parent participation, extended use of 
school facilities, and summer projects. 

Order Publication No. FS 5.237:37018 
from Superintendent of Documents, U.S. 
Government Printing Office, Washington, 
DCs 20402" (Prices ss 1-25.) 


Programs for Handicapped—Informa- 
tion: The U.S. Department of Health, 
Education and Welfare has recently pub- 
lished an informative guide, Financial 
Assistance Programs for the Handi- 
capped. The book describes the Depart- 
ment’s 68 different financial assistance 
programs for the handicapped. The basic 
programs of the Department which re- 
late to handicapped people have been 
arranged by category in the publication, 
so that the reader may more easily find 
the particular program in which he is 
interested. Program categories are as 
follows: basic and supportive services, 
researcn and demonstrations, construc- 
tion, training, income maintenance, and 
other. Three types of grants are dis- 
cussed in the publication: formula grants, 
project grants, and individual grants. 
The programs are also classified by type 
and administering agency. 

Each program is treated in the follow- 
ing format: program title, nature and 
purpose of program, who can apply, how 
to apply, for information contact, printed 
information available, and authorizing 
legislation. 

Copies of the publication can be ob- 
tained by writing: Superintendent of 
Documents, U.S. Government Printing 
Office, Washington, D.C. 20402. (Price: 
$1.00.) 


Safety Manual Available: A detailed 
handbook and checklist, “Safety Manual 
for Rehabilitation Facilities,” has just 
been prepared by the Rehabilitation 
Services Administration. The manual 
reflects the principles of accident pre- 
vention practiced by industry, and the 
recommendations of safety consultants 
who have made studies of conditions in 
sheltered workshops. Copies are avail- 
able on request by writing: William A. 


Massie, Executive Secretary, National 
Policy and Performance Council, Reha- 
bilitation Services Administration, HEW, 
Washington, D.C. 20201. 


Special Education Lectures Published: 
The University of Southern California 
has recently published the Sixth Annual 
Distinguished Lecture Series Publication 
in Special Education. This publication 
contains a chapter by Dr. Berthold Low- 
enfeld entitled, “Integration—the Chal- 
lenge of Our Time,” and one by Beatrice 
A. Wright, treating the topic, “Strength- 
ening the Self-Concept.” 

Copies of the publication can be pur- 
chased from: University of Southern 
California Bookstore, Mail Order Depart- 
ment, University Park, Los Angeles, 
California 90007. (Price: $3.00.) 


Stories in Large Type: Albert Whit- 
man & Company has published a large 
line of colorful children’s books in rein- 
forced bindings with a range of type 
sizes that include, 14, 16, 18 and 24 point. 
For a free copy of the available books, 
write: Albert Whitman & Company, 560 
West Lake Street, Chicago, Illinois 60606. 


Teaching Exceptional Children: A new 
journal which will appear quarterly, 
Teaching Exceptional Children, is a joint 
product of the CEC ERIC Clearinghouse 
and the Special Educational Instruc- 
tional Materials Center Network. The 
magazine contains practical information 
that a teacher may use in day-to-day 
work with exceptional children. Teach- 
ing Exceptional Children is published by 
the Council for Exceptional Children, 
1201 16th Street, N.W., Washington, D.C. 
20036. (Subscription rate: $5.00 per 
year.) 


Teaching the Retarded Visually Handi- 
capped: Donna L. Bluhm, Instructor, 
Royer Greaves School, Paoli, Pennsyl- 
vania, is the author of a recently pub- 
lished book, Teaching the Retarded 
Visually Handicapped. The book gives 
advice on many aspects of teaching chil- 
dren who have the dual handicaps of 
severe retardation and blindness. 


At the core of the curriculum are self- 
care, personal routines, good health hab- 
its and safety, the author indicates. 
Exercises are given which are intended 
to develop useful skills and lead each 
child to maximum self-sufficiency. 

Order from: W. B. Saunder Company, 
West Washington Square, Philadelphia, 
Pennsylvania 19105. (Price: $4.50.) 
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Vocational Education Amendment Ar- 
ticle: Grant Venn is the author of an 
article, “Vocational Education Amend- 
ments of 1968,” appearing in American 
Education, December 1968-January 1969. 
The article summarizes the highlights of 
this new legislation, discussing in detail 
Title I—_Amendments to The Vocational 
Education Act of 1963, and Title II— 
Vocational Education Leadership and 
Professional Development. 


Workshops for the Handicapped: An 
annotated Bibliography No. 4, compiled 
by Joseph Stubbins, Ph.D.,, and Robert 
G. Hadley, Ph.D., from the National 
Association of Sheltered Workshops and 
Homebound Programs, has been pub- 
lished. The book, Workshops for the 
Handicapped, can be obtained by writ- 
ing: National Association of Sheltered 
Workshops and Homebound Programs, 
Inc., 1522 K Street, N.W., Washington, 
D.C. 20005. (Price: $1.00 to cover post- 
age and handling.) 


Young Visually Handicapped—A Se- 
lected List of Activities: The Ohio State 
School for the Blind has recently pub- 
lished Guiding the Development of the 
Young Visually Handicapped, A Selected 
List of Activities, by Doris Groves of the 
State School for the Blind, and Carolynn 
Griffith of Columbus Public Schools. The 
booklet is designed for parents, teachers, 
social workers and others interested in 
the development of visually handicapped 
children. 

The guide, made possible with P.L. 
89-313 funds, suggests activities for the 
child based on his age and maturation: 
the child who crawls, the toddler, the 
three-year-old, the four- and five-year- 
old. Included in the appendix are lists 
of types, books, records, games and 
rhymes, and supplementary books and 
pamphlets for parents and others who 
guide these children. 

Single copies of this publication are 
available free of charge by writing to: 
Mr. Donald W. Overbeay, superintendent, 
Ohio State School for the Blind, 5220 
North High Street, Columbus, Ohio 
43214, 


RESEARCH 


Artificial Vision: Two English neurolo- 
gists have constructed an eye prosthesis 
that has allowed a 52-year-old blind wo- 
man to experience sensations of light. 
The device uses radio signals. The doc- 
tors now are ready to move ahead with 
a more complicated device. According to 
a Medical Tribune article, the neurolo- 
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gists predict that the prosthesis event- 
ually will allow blind people to avoid 
obstacles when walking and to read print 
or handwriting at speeds comparable to 
that of sighted persons. 


Cataract and Glaucoma—Hope Through 
Research: The National Institute of Neu- 
rological Diseases and Blindness has 
published an informative 31-page booklet, 
“Cataract and Glaucoma—Hope through 
Research.” The publication clarifies the 
distinction between cataract and glau- 
coma, discusses research in these two eye 
anomilies, and indicates where individu- 
als affilicted with these anomilies may be 
able to find help. 

Copies of the publication are available 
for sale from: Superintendent of Docu- 
ments, U.S. Government Printing Office, 
Washington, D.C. 20402. (Price: 15¢; 
$11.25 per 100 copies) 


Corneal Anesthetic Misuse: In a recent 
issue of The New England Journal of 
Medicine, Drs. David L. Epstein and 
David Paton emphasized the fact that 
chronic use of corneal anesthetics on the 
eye can lead to sever keratitis and even 
permanent reduction of visual acuity. 
The authors stress that the continued 
use of such medications creates a cyclical 
problem of corneal damage, increased 
corneal pain, and further corneal dam- 
age. They emphasized that physicians 
must avoid the use of these agents except 
for office procedures. 


Corneal Scrape: Drs. Herbert E. Kauf- 
man and Antonio R. Gasset of the Uni- 
versity of Florida have developed a new 
procedure which has restored some de- 
gree of sight to five out of seven pre- 
viously blind patients. Epikeratoprosthe- 
sis, which can be performed in the office, 
includes scraping the corneal epithelium 
and gluing a common plastic contact 
lens to the cornea. The procedure takes 
about 10 minutes. 

The procedure is reported to be still 
experimental but promises partial im- 
provement in vision in some _ persons 
blinded by certain diseases of the cornea. 
Medical World News reports that no 
complications developed in the seven 
patients treated so far by the procedure. 


Eyelid Fluttering Link to Depression: 
Research being conducted by Dr. L. H. 
Schwarz, assistant professor of psychi- 
atry at the Washington University School 
of Medicine, and J. A. Stern, professor 
of psychology and psychiatry at Wash- 
ington University has shown that de- 
pression was associated with muscle ten- 
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sion. Their study of 1381 persons has 
determined that fluttering eyelids may 
indicate certain types of mental depres- 
sion. 

Elaborate systems to measure the ten- 
sion of the eyelids has been devised by 
the research team. The eyelid fluttering 
combined with a patient’s history could 
be used to diagnose a type of depression 
which has no apparent cause character- 
ized by a continuous feeling of the blues 
and associated by loss of weight and 
insomnia. 


Measles, Mumps, Rubella Vaccine: Dr. 
Maurice Hilleman, Merck Institute for 
Therapeutic Research, West Point, Penn- 
sylvania, reporting at a regional meeting 
of the American College of Obstetricians 
and Gynecologists, said that preliminary 
findings indicate a vaccine combining 
live measles, mumps and rubella viruses 
offer high promise for routine clinical 
application. 

A pilot study was conducted on 28 
preschool children who initially had no 
antibodies to any of the three viruses. 
Protective antibodies were induced 
against measules and rubella in 100% 
of vaccinated children and against 
mumps in 93%. The clinical reactions 
observed with the trivalent vaccine were 
no greater than those seen after the 
measles vaccine was given alone. 


Oxygen Therapy and Retrolental Fibro- 
plasia: The Fall 1968 issue of The Sight- 
Saving Review, published by the Na- 
tional Society for the Prevention of 
Blindness, Inc., reports on a conference 
held June 15 and 16, 1967, in Des Plaines, 
Illinois, sponsored by NSBP and _ sup- 
ported in part by USPHS grant from 
the National Institute of Neurological 
Diseases and Blindness. 

The conference report emphasized the 
current importance of increased under- 
standing of mutual problems by pediatri- 
cians and ophthalmologists. Participants 
in the conference agreed that revised 
recommendations for oxygen administra- 
tion are highly desirable, but that cur- 
rently available data are insufficient to 
justify a revision of the present cautious 
recommendations. It further pointed out 
that a vital need exists for extensive 
research in these areas, along with the 
accumulation of considerably more med- 
ical data. 

Research in Education: A monthly 
abstract journal, Research in Education, 
is published monthly by the Educational 
Resources Information Center (ERIC) to 
insure immediate accessability of reports 


of significance to educators. The publi- 
cation includes information about re- 
ports received from research projects 
funded by the U.S. Office of Education, 
as well as other reports collected by the 
18 clearinghouses that comprise the Na- 
tional ERIC Network. Research in Edu- 
cation also includes information about 
current projects supported through the 
Bureau of Research, U.S. Office of Edu- 
cation. Order from: Superintendent of 
Documents, U.S. Government Printing 
Office, Washington, D.C. 20402. (Sub- 
scription: $11.00 a year; single copies: 
$1.00) 

Research—On-Going Projects: The Di- 
vision of Research, Bureau of Educa- 
tion for the Handicapped, has announced 
that the following research studies in 
the area of the visually handicapped, 
are currently underway: 

“Improvment of Tactual Symbols for 
Blind Children,” Carson Y. Nolan, The 
American Printing House for the Blind, 
Louisville, Kentucky. Duration: 6/1/64— 
2/28/69. 

“A Computer Translation of Grade Two 
Materials from Print to Braille,” Robert 
L. Haynes, American Printing House for 
the Blind, Louisville, Kentucky. Dura- 
tion: 5/1/66—5/31/69. 

“The Blind Learning Aptitude Test,” 
T. Ernest Newland, University of Illi- 
nois. Duration: 6/1/66-2/28/69. 

“Proposal for Research and Develop- 
ment of a Tactile Facsimile Reading Aid 
for the Blind,” James G. Linvill and 
James C. Bliss, Stanford University, 
Stanford, California. Duration: 1/1/68 
—1/31/69. 

“Aural Study Systems for the Visually 
Handicapped,” Carson Y. Nolan, Ameri- 
can Printing House for the _ Blind, 
Louisville, Kentucky. Duration: 2/1/68 
—1/31/72. 

“A System for Compact Storage of 
Information on Magnetic Tape, Readable 
by Touch as Braille Characteristics by 
Means of a Portable Reading Machine,” 
Arnold P. Grunwald, Argonne National 
Lab, Argonne Illinois. Duration: 6/6/68 
—6/5/70. 

“Adaptation and Evaluation of an In- 
formal Reading Inventory for the Blind,” 
Allen Berger, Southern Illinois Uni- 
versity, Carbondale, Illinois. Duration: 
2/2/68—10/31/68. 

“Development of an Expanded Read- 
ing Code for the Blind Part II,’”’ Emer- 
son Foulke, University of Louisville, 
Louisville, Kentucky. Duration: 9/1/67 
—8/31/70. 
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“Development of Self-Study Instru- 
ments for use in Accediting,’ Geraldine 
T. School, National Accreditation Coun- 
cil for Agencies Serving the Blind and 
Visually Handicapped, Inc., New York, 
New York. Duration: 4/23/68—7/23/69. 

“The Development of Accelerated 
Speech as a Useful Communication Tool 
in the Education of Blind and Other 
Handicapped Children,” Emerson Foulke, 
University of Louisville, Louisville, Ken- 
tucky. Duration: 5/1/68—4/30/71. 


RECORDINGS—RECORD SERVICE 


AFB Aids Catalog on Tape: The 
American Foundation for the Blind’s 
14th edition of “Aids and Appliances,” a 
descriptive catalog listing over 300 use- 
ful items, and including the procedure 
for ordering by mail, is now available on 
tape from Mrs. Margaret Howell, Divi- 
sion for the Blind and Physically Handi- 
capped, Library of Congress, Washing- 
ton, D.C. 20542. Inkprint and braille 
editions are available from the American 
Foundation for the Blind, Inc., 15 West 
16th Street, New York, New York 10011. 


Braille Monitor—Recorded: The Braille 
Monitor, official publication of the Na- 
tional Federation for the Blind, will soon 
be available in recorded form, according 
to Kenneth Jernigan, NFB president. 
Plans are to conduct an experimental 
run by putting the Monitor on Talking 
Book. 


At present, the monthly magazine has 
a circulation of more than 2000 issues in 
braille, 2500 in ink print and about 250 
on tape. 


Compressed Speech—Public School 
Children: Dr. Gerald M. Goldhaber, Com- 
munication Research Center at Purdue 
University, recently conducted a study in 
the Lafayette, Indiana school systems. 
He tested comprehension of 240 8th and 
9th graders in historical-literary mate- 
rials, pre-graded for interest and diffi- 
culty, and presented at 175, 250, and 325 
words per minute by the sampling tech- 
nique of compression. The data was com- 
pared with results of a previous study 
using college freshmen and sophmores 
at the University of Maryland. The 
junior high school subjects scored sig- 
nificantly higher than college underclass- 
men at all three rates of speaking. These 
results suggested the possibility of being 
able to teach via compressed speech in 
the earlier grades of both elementary 
and secondary education. 


Cookbooks—Recorded: The following 
cookbooks on talking book records are 
available for purchase from the Ameri- 
can Foundation for the Blind, Inc.: A 
Cookbook for the Leisure Years, by 
Phyllis MacDonald, 5 records (TB 1967) 
for $3.65 per set, postpaid; Cooking with- 
out Recipes, by Helen Levinson Worth, 
10 records (TB 1647) for $6.85 per set, 
postpaid. 

Order from: American Foundation for 
the Blind, Inc. 15 West 16th Street, New 
York, New York 10011. 


Earphones for TB Machine: A limited 
number of earphones are available for 
use with talking book machines. Readers 
who need earphones because of crowded 
conditions, hearing difficulties, or other 
problems which make the use of the talk- 
ing book machine loudspeaker imprac- 
tical, should write to Division for the 
Blind and Physically Handicapped, Li- 
brary of Congress, Washington, D.C. 
20542. 

—Talking Book Topics 

istening Bibliography: The 1964 re- 
vised edition of Listening Bibliography, 
by Dr. Sam Duker, contains 1,368 an- 


Recorded Plays, Prose and Poetry: 
Long-playing recordings, pre-recorded 
tapes and sound/film-strips in the areas 
of language arts, modern languages, 
history and the humanities, have been 
produced by Spoken Arts, Inc. Some of 
the world’s greatest authors, performers 
and artists have contributed their talents 
to the releases. Currently available are 
many of Shakespeare’s plays, treasuries 
of French prose, Presidential inaugural 
addresses, and collections of poetry. 
Request a catalogue from: Spoken Arts, 
Inc., 59 Locust Avenue, New Rochelle, 
New York 10801. 


pecs SS eS eee 
Talking Book Speed Reviewed: An en- 


notated and indexed items. The publica-. 


tion is now available for purchase from: 
Scarecrow Press, 52 Liberty Street, P.O. 
Box 656, Metuchen, New Jersey 08840. 
(Price: $7.00) 


Music Instructional Records: The Music 
ervices Unit, Division for the Blind 
and Physically Handicapped, Library of 

Congress, has available on two-month 

loan, some new instructional records on 

music theory, harmony and counterpoint. 

Request from: Music Services 1G Di- 


vision for the Blind and Physically 
Handicapped, Library of Congress, 


Washington, D.C. 20542. 
Soe Testament Recording: One copy 
f “Good news for Modern Man,” a 


translation of New Testament in contem- 
porary English, has been donated by 
the American Bible Society to each of 
the Regional Libraries for the Blind for 
loan to eligible borrowers. The version is 
read by television personality Bud 
Collyer for the Society. Copies of the 
recording can be obtained from: Ameri- 
ean Bible Society, 1865 Broadway, New 
York, New York 10028. (Price: $6.75 
plus five percent handling charges.) 
For a full listing of large print, 
braille, tape and disc recordings of the 
Society, request a copy of their pam- 
phlet, “Scriptures for the Sightless.” 
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tire talking book could be produced on 
a single record at the same low cost of 
producing a paperback book, Leo M. 
Levens told the Audio Engineer Society, 
which met is New York in October for 
its 85th convention. Mr. Levens, head of 
American Foundation for the Blind’s En- 
gineering Division, delivered a paper on, 
“High Density Disc Recording Systems, 
reviewing the development by the Foun- 
dation of a single 4-1/6 rpm record which 
would have a playing time of 20 hours. 

“Cost per hour of recorded material 
decreases in inverse proportion to in- 
crease in density,” he explained. ‘In ad- 
dition, costs would be reduced with a 
decrease in problems related to collating, 
packing, shipping, and storage of the 
records,” he said. 


VISION—PROBLEMS, 
INFORMATION 


Blindness—A Study of Causes: Mr. 
G. R. Fraser and A. I. Friedman are the 
authors of a recently published study, 
The Causes of Blindness in Childhood, 
which reports on 776 children registered 
as blind in England and Wales. The 
study was conducted by the Department 
of Research Ophthalmology, Royal Col- 
lege of Surgeons, London, for the British 
Foundation for Research Into the Pre- 
vention of Blindness. The group repre- 
sents almost one-fourth of the children 
registered. 

The children in the study were born 
between 1941 and 1962. Those of school 
age represented all grade levels, but 
children who were entirely untrainable 
because of mental retardation were ex- 
cluded. Each chapter deals with a specific 
cause of blindness, with the chapters 
being grouped into sections on genetically 
determined causes, prenatally acquired 
causes, perinatally acquired causes, and 
postnatally acquired causes. 


Order from: The Johns Hopkins Press, 
Baltimore, Maryland. (Price: $12.00) 


Computer Testing for Vision: A major 
contribution was uncovered recently in 
the testing of vision. Psychologists, Drs. 
Carroll T. White and M. Russell Harter, 
Human Factors Division of the Naval 
Electronics Laboratory Center in San 
Diego, found by using a computer and 
recording brain waves, they could 
diagnose the exact amount of nearsight- 
edness, farsightedness, as well as astig- 
matism. “Evoked response” or “evoked 
potential” as the computer test is called, 
takes place when the brain reacts to a 
stimulus and records changes in electri- 
cal energy. The electrical energy recorded 
on the instrument registers distinctly 
any changes when the image is caused to 
focus or blur. 


Contact Lenses in Flight: A test con- 
ducted by Dr. William A. Newsom, Dept. 
of Ophthalmology, University Hospitals, 
Iowa City, in collaboration with Thomas 
J. Tredici, Ophthalmic Branch, USAF 
School of Aerospace Medicine, Texas, 
pointed out that in a random sample 
of 16 contact lens-wearing pilots, bubbles 
were observed under 21 of 32 corneal 
lenses at simulated altitudes over 20,000 
feet without pressurization. The bubbles 
tended to increase in size with increasing 
altitude and caused blurred vision in 
most subjects. The risk is nil either at 
altitudes below 20,000 feet or at higher 
altitudes in a pressurized cabin, as in 
most commercial aircraft. 


Eye Health and Disease: The North 
Regional Association for the Blind of 
Headingley Castle, England, has recently 
published a booklet entitled The Eye in 
Health and Disease. The booklet was pre- 
pared by the Medical subcommittee of 
the Association “with the aim of assist- 
ing all concerned with blind welfare to 
have some elementary knowledge of the 
structure of the eye and the respective 
functions of its component parts, to- 
gether with the diseases to which they 
might be subject.” 

The booklet deals with: 1. Structure 
of the eye (with explanatory diagram), 
2. Function of component parts (with 
illustrations). 3. Visual acuity, 4. Visual 
standards (blindness and partial sight), 
5. Defective vision due to errors of re- 
fraction, 6. Congenital conditions, 7. 
Common diseases, 8. Special mention 
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(Glaucoma), 9. Glossary of ophthalmo- 
logical terms, 10. Reproduction of form 
BD8. 

Copies of the booklet are available, 
3s. 6d. post free, from the North Re- 
gional Association for the Blind, Head- 
ingley Castle, Headingley Lane, Leeds 6. 


Eye Irritant: Researchers at the Gen- 
eral Motors Research Laboratories’ smog 
chambers have discovered a potent eye ir- 
ritant in photochemical smog. The com- 
pound, peroxybenzoyl nitrate, is approx- 
mately 200 times as potent as the known 
eye irritant formaldehyde. GM research- 
ers J. M. Heuss and Dr. W. A. Glasson 
report that before peroxybenzoyl nitrate 
was identified as a smog product, its very 
existence had not been known. 


Eye Problems Book: The American 
Public Health Association has published 
a 110-page book stressing preventative 
measures and the implication of public 
health for eye problems. The book, Serv- 
ices for Children with Eye Problems, A 
Guide for Public Health Personnel, can 
be obtained from: American Public 
Health Association, 1740 Broadway, New 
York, New York 10019. (Price: $3.00) 


Eye Problems in Children: Dr. Stephen 
J. Popovich, Ophthalmologist, and mem- 
ber of the Board of Directors of the 
Braille Institute of America, is the 
author of “Eye Problems in Children,” 
the first in a series of articles appearing 
in Light, Autumn 1968. Dr. Popovich 
described the functioning of the eye as 
an actual part of the brain, which under- 
goes maximum growth during the first 
three years of life and thereafter de- 
clines in growth rate until the age of 
fourteen, after which growth becomes 
negligible until maturity is reached 
at approximately 26 to 30 years of age. 

He explains that “contrary to com- 
mon belief, a child will not outgrow most 
visual and ocular problems. It is im- 
perative, therefore, that every child have 
a ophthmalogical examination whenever 
any abnormality is first observed.” 

Light magazine is published by the 
Braille Institute of America, Inc., 741 
North Vermont Avenue, Los Angeles, 
California 90029. 


Low Vision Aids Article: An article 
on “Low Vision Aids” for the partially 
sighted, is contained in Harvest Years, 
May 1968. The article lists facilities 
which are engaged in low vision re- 
habilitation. Harvest Years is available 
on talking records from the Regional 
Libraries for the Blind. 


Microwave Oven Hazards: Of the 30 
microwave ovens purchased in the past 
year by Walter Reed Army Medical 
Center in Washington, 29 had to be 
returned because of dangerous micro- 
wave leakage, a potential cause of eye 
cataracts. Appearing before the Senate 
Commerce Committee, an army official 
said that the ovens leaked 20 times as 
much radiation as allowable limits. At 
that level, 200 milliwatts per square 
centimeter, there is a great risk of 
cataracts forming over the eye after 
exposure, according to a spokesman for 
the army’s environmental hygiene agency. 

—The Sight-Saving Review 


Ocular Prosthetics: Dr. Francis J. 
Connelly, ocular specialist of Philadel- 
phia, Pennsylvania, is the author of an 
article, “Ocular Prosthetics,” appearing 
in the September issue of The Seer. Dr. 
Connelly traces the history of ocular 
prosthetics, discusses the use of plastic 
in ocular prosthetics, the use of glass 
versus plastic, and surgery and fitting 
of the prosthesis. 

The Seer is published by the Pennsy]l- 
vania Association for the Blind, 2843, N. 
Front Street, Harrisburg, Pa. 17110. 


Partially Sighted—Problems Cited: 


Naomi Woronov, writing the article, 
“The Blue Balloon—or Seeing by Logic,” 
appearing in the November, 1968 issue 
of The Record, gives an account of 
numerous problems and _ adjustments 
which needed to be faced by her as a 
“nartially seeing’ individual. The author 
discusses reading, writing and _ study 
habits which were helpful to her in 
attending school, including college. She 
touches on a variety of “real life’ prob- 
lems which she has managed to meet in 
her unique way. 

The Record is published by Teacher 
College, Columbia University, 525 West 
120 Street, New York, New York, 10027. 


Permanent Eye Injury by MACE: Per- 
manent injury to eyes, including at least 
two cases of total monocular blindness, 
resulting from police use of riot control 
gases that previously had been described 
as “humane and harmless,” was recently 
reported. 

The U.S. Public Health Service de- 
scribed Mace, one of the gases used, as 
mixture of chloracetophenone, Freon 113, 
Methyl Choroform and Hydrocarbons re- 
sembling kerosene. 

“Chloracetophenone immediately dis- 
ables victims with intense burning eye 
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pain, blepharospasm, acute bronchitis, 
and respiratory embarrassment. Close- 
range shots from various pocket tear gas 
spray devices always present a grave 
danger to the eye. When exposure is 
concentrated and forceful, the severity 
of ocular damage ranges from super- 
ficial corneal laceration with resultant 
scarring to panophthalmitis, eventual 
enucleation,” stated Dr. L. Ross at a 
recent meeting in Amsterdam. 


Publications Concerning Vision: The 
American Optometric Association has 
published a new catalog, “Vision” listing 
a variety of publications, billboard ma- 
terial, films and flags, and posters con- 
cerning vision. Among the publications 
are: 

The Eye and Sight, a comprehensive 
paperback book by Dr. James R. Gregg 
and Dr. G. C. Heath based on vision 
research in physiological optics, particu- 
larly in the chemistry and electrical 
activity of the eye. (Price: $1.25) 

Experiments in Visual Science, a hard- 
back book by Dr. James R. Gregg, de- 
signed for youngsters and adults, con- 
taining experiments which are adaptable 
at Science Fair and hobby show exhibits. 
(Price: $5.00) 

Do You Know These Facts about 
Vision and School Achievement? itemizes 
the most important facts about children. 
Six pages, 4 x 9 inches, illustrated. 
(Price: 100—$2.70) 

Elementary Teacher’s Packet, a col- 
lection of pertinent pamphlets, a poster 
suitable for classroom use, a schematic 
drawing of the eye, reprints of “The 
Place of Vision in Child Behavior,” 
“Vision and Reading,” and ‘Visual 
Readiness for Reading.” (Price: 50¢) 

Visual Factors Which Affect Reading 
Achievement, an informative 15-page 
booklet discussing important visual skills 
and their relationships to reading. Size 
A” x 84”. (Price: 35¢) 

Order the catalog, ‘‘Vision,” or any of 
the above publications from: American 
Optometric Association, 7000 Chippewa 
Street, St. Louis, Missouri 63119. 


Vision and Its Disorders: The National 
Institute of Neurological Disease and 
Blindness has published a new booklet, 
Vision and Its Disorders. The Sub- 
committee on Vision and Its Disorders 
established as a task force by the Na- 
tional Advisory Neurological Diseases 
and Blindness Council, was asked to 
evaluate the state of research dealing 
with vision and its disorders and to 
delineate areas requiring greater con- 
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centration and effort. The booklet repre- 
sents the subcommittee’s report. 


A summary of research in vision and 
the magnitude of the problems of the 
eye, including data on causes of visual 
impairment, prevalence and costs is 
treated in the first section of the book. 
Technical reports follow which enable 
the reader to appreciate why and where 
reinforcement is needed in an attack on 
visual disorders. 


Order from: Superintendent of Docu- 
ments, U.S. Govt. Printing Office, Wash- 
ington, D.C. 20202. (Price: $1.50) 


Visual Acuity Report: A recently pub- 
lished report, ““Monocular-Binocular Vis- 
ual Acuity of Adults: United States, 
1960-1962,” has been prepared by the 
National Center for Health Statistics. 
The report contains national estimates 
of monocular and binocular acuity of 
adults aged 18-79 years. The estimates 
are based on findings of the 1960-62 
health examination survey which was 
designed to determine the prevalence in 
the U.S. adult population of certain 
chronic diseases and other health char- 
acteristics. Order from: Superintendent 
of Documents, U.S. Government Printing 
Office, Washington, D.C. 20402. 


MISCELLANEOUS 


Braille Master Copies Available: The 
Braille Association of Kansas has an- 
nounced that in order to make room for 
current transcriptions, they are planning 
to dispose of a number of braille master 
copies of textbooks no longer in use in 
the Wichita Schools. Approximately 20 
titles are being made available, including 
books on health, science, arithmetic, 
music, social studies and English. 

For further information write: Braille 
Association of Kansas, Incorporated, 
P.O. Box 17032, Wichita, Kansas 67217. 


Ham Radio Club: Thirty-five of the 50 
United States and 22 foreign countries 
have been contacted by the Ham Radio 
Club at the Overbrook School for the 
Blind. 


The Ham Shack for the club, Station 
K32JD, is located on the third floor of 
the library building and has four operat- 
ing positions, separated by plexiglass 
dividers. The Club memberships include 
ten boys and two girls, with Henry D. 
Spear, K3RYD, club sponsor and trustee 
for the station. Four of the boys have 
their licenses and eight others, including 
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the girls, will get theirs before the end 
of the school term. 

This fall, a new piece of equipment, 
a phone patch, donated to the club by 
Mr. Spear, made it possible to set up a 
two-way telephone conversation between 
Milagros Ochoa, an Overbrook student 
from Guadalahara, Mexico, and her 
family. Later Joseph J. Kerr, Assistant 
Principal, spoke to a teacher in Sweden. 
The station also arranged for a former 
staff member, Dorothy Anderson, now 
living in St. Petersburg, Florida, to talk 
with Mrs. Gladys L. Webber, Steward, 
and Mrs. Grace Rotella, bookkeeper at 
Overbrook School. 

The Overbrook station now has regular 
schedules with three networks, Inter- 
continental Net, Guantanamo Naval 
Base in Cuba, and International Handi- 
cap Net. Phone patch traffic has been 
handled from the Canal Zone, Venezuela, 
Cuba, Sweden and many state in this 
country. 


Migel Medal Awarded: Dr. Berthold 
Lowenfeld, Berkeley, California, super- 
intendent of the California School for 
the Blind from 1949 to 1964, received the 
1968 Migel Medal, a distinguished award 
for service to the blind, presented an- 
nually by the American Foundation for 
the Blind. The presentation was made 
by Mr. Garfield Merner, San Francisco, 
a member of the Foundation’s Board of 
Trustees, at a dinner in Dr. Lowenfeld’s 
honor at the St. Francis Hotel, San 
Francisco. 

Dr. Lowenfeld has been active in work 
for the blind in this country for 30 
years. Born in Austria, he came to this 
country in 1938 and served from 1939 to 
1949 as director of educational research 
for the American Foundation for the 
Blind. 


Piano Clinic and Training Center An- 
nounced: Loren A. Pelkey has announced 
the opening of a Piano Clinic and Train- 
ing Center at Batavia, New York. Mr. 
Pelkey will serve as director and instruc- 
tor of the Center, with John Harden as 
assistant instructor. 

The Clinic-Center has been established 
for the training of visually handicapped 
students in piano technology. Its pur- 
pose is to make every graduate employ- 
able and self-supporting in the business 
of piano servicing. A limited number of 
persons with a handicap other than 
visual may be accepted into the program. 
The course is open to men 18 years of 
age and older who have the interest 
and ability to grasp all of the concepts 


of the mechanics and tuning process of 
the piano. 

For further information, write: Mr. 
Loren A. Pelkey, 544 East Main, Batavia, 
New York 14020 (Phone: 716-343-9353). 


Teleteaching for the Blind: Mr. Ted R. 
Carmack, director, Public Relations, 
Braille Institute of America, Inc., is the 


‘author-of an .article,.“Teéleteaching for 
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‘thx Blind,” whigh appeared originally in 


the spring 1968 issue of Light, the maga- 
zine of the BRA. The article -has been 


- reprinted with permission of the pub- 
“lisher: in the: October, 1968 issue of The 


New Outlook for the Blind. 

Mr. Carmack discusses the installation 
of the teleteaching system as a coopera- 
tive project of the Pacific Telephone 
Company and the Los Angeles city 
school system. He indicates that since 
a large number of blind adults are also 
home-bound, Braille Institute’s Execu- 
tive Director, Russell W. Kirbey, decided 
to initiate a pilot project using the sys- 
tem with a selected group of nine 
students. Although the nine students 
were vastly dissimilar, the system has 
proved to be of therapeutic value much 
greater than expected. 


Workshop for Blind—Awards: The 
National Industries for the Blind, a non- 
profit organization located at 50 West 


44th Street, New York, New York 10036, 
has recently singled out certain work- 
shops for the blind for a national award 
in recognition of outstanding records 
over the past year in providing jobs and 
higher wages to blind persons. Among 
the programs cited are: the Tarrant 
County Association for the Blind, 912 
West Broadway, Fort Worth, Texas; the 
Maryland Workshop for the Blind, 2901 
Strickland Street, Baltimore, Maryland; 
the Portland Workshop for the Blind, 
535 S.E. 12th Avenue, Portland, Oregon; 
and the Vermont Workshop for the 
Blind, 660 Elm Street, R.D. 3, Mont- 
pelier, Vermont. 

In announcing the award, which was 
established last October, NIB executive 
vice-president Robert C. Goodpasture 
cited these workshops for “outstanding 
accomplishments in improving the quality 
and extent of employment services for 
blind persons.” 

NIB has 78 affiliated workshops lo- 
cated in 35 states. Using the latest 
machinery especially engineered for 
blind workers, these shops did over 
$49,000,000 in sales last year. They em- 
ploy about 5,000 men and women who 
produce over 300 different products, in- 
eluding more than 75 which are sold in 
supermarkets in some areas under the 
name of Skilcraft. 
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AEVH NEWS 


A Regretful Farewell: As you all know AEVH 
lost R. Paul Thompson as its Executive Secretary 
at the end of last May although he did return 
briefly to be with us during our Toronto con- 
vention. We deeply regretted this loss and knew 
that we would long miss the leadership of a man 
whose presence in the AEVH national office had 
such great values for the organization itself and 
for many individual members. 

However, we were comforted by the fact that 
Mr. Thompson was willing to continue as Editor 
of the FOUNTAINHEAD. He had given it new 
professional form and made it a mine of infor- 
mation from which each member could choose 
the items most appropriate to his interests. The 
value of the publication was attested by many 
letters received by the national office. 

Now Mr. Thompson has decided that he can 
no longer serve as FOUNTAINHEAD editor. All 
of his time is required by his very responsible 
work with the Aid to States Branch, Bureau of 
Education of the Handicapped, part of the Office 
of Education. Indeed, this is why your January- 
February issue reached you so late. It is with 
deepest regret that we accept Mr. Thompson’s 
decision. We thank him for a job so well done 
that it will indeed be difficult to follow in his 
footsteps. 


A New Editor: Your new Executive Secretary 
will therefore also become the Editor of the 
FOUNTAINHEAD. She offers her apologies that 
the present issue is also just a bit late in reaching 
you. It is our hope that with the June issue we 
will be back on the regular publication schedule. 

Your editor asks your assistance in bringing to 
her attention information which may be of inter- 
est to all the membership. She will be grateful if 
you will write out such information in the form 
in which you would like to see it in the FOUN- 
TAINHEAD although, because of problems of 
space, she cannot promise to publish items with- 
out editing them. The point she wishes to make 
is that she welcomes all your comments, especial- 
ly welcomes your sending in items for publica- 
tion, and will be glad to publish them in your 
own words if this is feasible. She also welcomes 
pictures (glossy finish, please) which would 
make good cover photos for our news letter. 
Please address both written and picture material 
to Mrs. Mary K. Bauman, Association for Educa- 
tion of the Visually Handicapped, 1604 Spruce 
Street, Philadelphia, Penna. 19103. 


Notes From The Secretary’s Desk: Under this 
title your Executive Secretary will report her ac- 
tivities so that all the membership may have a 
picture of the work done in the national office. 
Our goal is maximum communication between 


the members and the Secretary’s office; obvi- 
ously this means that we welcome letters, calls 
and visits from the members so that this may be 
two-way communication. 

Since taking over the duties of the executive 
secretary on the first of March, much time has 
been spent in the rather complex process of 
moving the contents of the Washington office 
and the part-time Baltimore office to Philadel- 
phia, and in trying to become acquainted with 
the contents of files and with the policies and 
procedures necessary to run the office. The proc- 
ess of learning will continue long into the future 
but at this point we believe the major duties are 
in hand. Unfortunately, the fact that AEVH had, 
since early fall, very little of the acting executive 
secretary’s time means that many letters to the 
national office had not been answered, and re- 
quests for service could not be given the atten- 
tion they deserved. We all regret this and your 
part-time acting executive secretary, Mr. Isaac 
Clayton, probably regretted it most of all. During 
this first month in Philadelphia, an effort has 
been made to answer these letters and provide 
requested services. 

Some delays are still occurring, however, be- 
cause everything containing the association name 
or the association address must be reprinted. 
AAIB became AEVH officially at the Toronto 
convention but the part-time executive secretary 
did not have time to get our many forms and 
certificates redesigned with our new name and 
the many forms with the address on them could 
not be reprinted because, for some months, there 
was uncertainty about where the national office 
would be located. Most of this printed material is 
now being processed. 

Thus these few weeks have been weeks of 
learning and adjustment and your new Secretary 
hopes you will forgive delays and errors she may 
make and, by your helpful letters, assist her in 
learning her job. 


National Office Staff: Your national office is 
being run on a rather new principle, although not 
unique to AEVH. While Mrs. Mary K. Bauman 
carries the title of Executive Secretary, and ac- 
cepts the responsibility for managing all AEVH 
affairs related to a national office, she is not 
directly an AEVH employee. Instead, Personnel 
Research Center, Mrs. Bauman’s organization, 
contracts to perform all tasks necessary to the 
office, providing personnel to accomplish this as 
necessary. At the present time, two young wom- 
en, both carrying the title ““Administrative Assist- 
ant,” are dealing with major segments of the of- 
fice’s work. 

Miss Linda Wenrich (who on April 12th will 
become Mrs. Norman Hancock) is managing 
membership records and financial records. She 
has been an employee of Personnel Research 
Center for several years and has fully established 


the fact that she is accurate and responsible and 
well qualified to handle the detail implied by the 
membership records of an association of the size 
of AEVH. Her work during this first month has 
been complicated by the confusion of moving, 
getting new Addressograph equipment all of 
which has still not been delivered, and the inev- 
itable period of learning necessary to a full com- 
mand of so complex a membership pattern. She 
hopes you will understand if some errors do 
occur and assist in their correction by giving in- 
formation which may be available to you but 
not, at this moment, to her. 

Miss Judith James is managing Teacher and 
House Parent Certification, and will later assist in 
many other professional aspects of central office 
activity. Although recently responsible for re- 
search assignments at Personnel Research Center, 
most of Miss James’ work experience has been 
with scouting. She was part of the professional 
staff of Burlington County Girl Scout Council, 
Girl Scouts of the U.S.A., doing training and 
liaison work and public relations. This back- 
ground will be extremely useful in her work for 
AEVH, particularly as we move toward a confer- 
ence year. Members who have certification pend- 
ing may already have received letters from her 
and are, of course, very welcome to communi- 
cate directly with her when they have questions. 

Your three staff members (all giving only part 
of their time to AEVH) hope to give you a 
smooth and effective administration as soon as 
initial difficulties are ironed out. 


CONVENTIONS, INSTITUTES, 
MEETINGS 


Study Institute on the Abacus: The Kansas 
State Department of Education, Division of Spe- 
cial Education, is sponsoring a special study ins- 
titute to orient teachers to the variety of pos- 
sibilities and uses of the abacus and also to its 
limitations. Teachers already familiar with this 
tool may sharpen their skills and develop ad- 
ditional techniques but the content of the insti- 
tute will also be appropriate for teachers not yet 
acquainted with the use of the abacus. The insti- 
tute will be held at the Kansas School for the 
Blind, 1100 State Street, Kansas City, Kansas, 
June 9-13, 1969. Participants will be chosen 
from special teachers or prospective teachers of 
the visually handicapped, and classroom teachers 
or administrators in schools presently serving vis- 
ually handicapped children. Mathematics teach- 
ers will be given priority. Persons wishing to 
attend the institute should obtain an application 
from Mr. Don Herbel, Division of Special Educa- 
tion, State Department of Public Education, 120 
East Tenth, Topeka, Kansas 66612 


National Braille Association: This well known 
national organization, whose purpose is the ad- 


vancement of volunteer service for blind people, 
has three meetings each year. This year their 
spring meeting is a National Conference, a bien- 
nial function, to be held at the Statler Hilton 
Hotel, Dallas, Texas, May 11-14. For further 
information communicate with Mrs. Herman 
Lass, Secretary, 5300 Hamilton Avenue, Cincin- 
nati, Ohio 45224. 


Institute on the Visually Handicapped Child 
Who Functions on a Retarded Level: The Amer- 
ican Foundation for the Blind is sponsoring an 
institute, April 24-26, at the Instructional Serv- 
ices Center, Atlanta, to deal with the causes and 
incidence of multiple impairment, the evaluation 
of the potential of impaired children, services to 
the children’s families, and educational programs. 
Attendance is limited to persons in nearby states 
and to professionals working with visually hand- 
icapped children. For further information about 
the institute and its outcomes, contact Dr. 
Arthur F. Lown, Coordinator, Services for Vis- 
ually Impaired Children, Atlanta Public Schools, 
Instructional Services Center, 2930 Forrest Hill 
Drive, S.W., Atlanta, Georgia 30315. 


EQUIPMENT AND MATERIALS 


Industrial Education Exhibit: During the first 
two weeks of May, the Division of Industrial Arts 
Education at Buffalo State University College 
will have an exhibit dealing with Industrial Edu- 
cation programs for students with special needs. 
Through this exhibit they hope to inform their 
students, faculty, and the community of the 
challenge and responsibility of preparing multi- 
handicapped persons for the world of work. In 
view of the increasing need for Industrial Educa- 
tion programs fitted to very specialized and com- 
plex handicapping problems, other colleges and 
schools may find this exhibit a source of ideas 
they could use in their own communities. Per- 
sons interested in contributing material to the 
exhibit, or in obtaining information about the 
exhibit, may communicate with Dr. Frank E. 
Sharkey, Jr., Associate Professor, Industrial Arts 
Education Division, State University College at 
Buffalo, 1300 Elmwood Avenue, Buffalo, N.Y. 
14222. 


Braille Texts at Half-Price: Anyone interested 
in obtaining current high school braille texts in 
hard-bound and thermofax editions, now on sale 
at half-price or less, should write for a list of 
titles and prices to: Mrs. Robert J. McKeague, 
Materials Coordinator, Julia Deal Lewis Services 
for the Hearing and Visually Handicapped, 126 
N. DesPlaines Street, Chicago, Ill. 60606. 


Thermoform Illustrations Available: A set of 
ten Thermoform illustrations has been developed 
to assist in courses in sex education, covering the 
period from conception to birth. The illustra- 
tions were made for the book by Eric Johnson, 


former Principal of the Friends Central School, 
Philadelphia, entitled LOVE AND SEX IN 
PLAIN LANGUAGE. However, they could be 
used with other books or with any thorough 
course about body and health information. They 
may be obtained by writing to Mrs. Elizabeth D. 
Freund, Curator, Touch and Learn Center, Over- 
brook School for the Blind, 64th and Malvern 
Avenue, Philadelphia, Pa. 19151. Cost: $ .50 per 
set. 


PERSONNEL 


Staff Opening: The Maryland School for the 
Blind has an opening for a Director of Cottage 
Family Living. They are looking for a college 
graduate with experience; the salary is nego- 
tiable. For further information contact: Herbert 
J. Wolfe, Superintendent, The Maryland School 
for the Blind, 3501 Taylor Avenue, Baltimore, 
Maryland 21236. 


Teaching Positions: The Georgia Academy for 
the Blind has several teaching positions open for 
the 1969-1970 year: a Kindergarten teacher, 
Junior High English Teacher, Elementary Teach- 
er for the Intermediate Grades, and a Mobility 
Teacher. Excellent Salary. For further informa- 
tion contact: Lee Jones, Superintendent, Georgia 
Academy for the Blind, Macon, Georgia 31200. 


Positions open at Missouri School for the 
Blind, 1969-70: Sth Grade instructor — 6th 
Grade instructor — Instructor for slow-learning 
group (Primary level) — Elementary music teach- 
er — Industrial Arts teacher. Starting salary for 
B.S. degree, no experience: $6400.00. Contact 
Walter E. Evans, Principal, Missouri School for 
the Blind, 3815 Magnolia Ave., St. Louis, Mis- 
souri 63110. 


PUBLICATIONS 


Spatial Perceptions in Low-Visioned Persons: 
Many of our members will recall with pleasure 
hearing Dr. Charles B. Margach, of the College of 
Optometry, Pacific University, at our Toronto 
Conference. He developed his presentation into a 
paper under the above title for The Optometric 
Weekly and it was printed in the January, 1969 
issue. Your national office asked Dr. Margach to 
make a few reprints available and these are now 
in our hands. The first twelve persons asking for 
them can receive one of these reprints by writing 
to the Executive Secretary. There is, of course, 
no charge for the reprints. 


RESEARCH 


A Guide for Social Competency: Under a 
grant from the Dolfinger-McMahon Foundation 
to Overbrook School for the Blind, Dr. Mae E. 
Davidow has developed a course of study for the 
visually limited in relation to social competency. 


The course is unusually complete in its coverage, 
with material divided into four broad areas: 
Dining skills and table etiquette, interpersonal 
relations, personal appearance, and household 
skills and record keeping. However, this brief 
statement of areas gives only a limited picture of 
the depth and detail with which this course has 
been prepared. In fact, it consists of 137 pages of 
do’s, don’t’s and how to’s, developed from Dr. 
Davidow’s research of the literature, from notes 
and outlines sent to her from many schools, and 
from the results of a Conference on Social Com- 
petency, held in Philadelphia early in 1968 under 
the leadership of Overbrook School. 

Based largely on the same resource material, 
Mrs. Mary K. Bauman has developed a scale for 
measuring social competency from age 6 to adult 
levels. This scale is now in the process of being 
calibrated and will not be available before fall 
1969. 

A few copies of the course of study are avail- 
able, without charge, by writing to Dr. Mae E. 
Davidow, Overbrook School for the Blind, 64th 
and Malvern Avenue, Philadelphia, Penna. 19151. 
She is very interested in having it used and in 
receiving comments. 


MISCELLANEOUS 


NAVH Achievement Award: Many of our 
members are aware that NAVH (National Aid to 
Visually Handicapped) has developed criteria and 
standards to guide publishers in producing large 
print books. These standards seek to bring to 
partially seeing children the best and most prac- 
tical books, visually and artistically excellent. At 
an Award Dinner on March 13th, at the Plaza 
Hotel in New York City, NAVH gave their An- 
nual Achievement Award to Harper and Row 
Publishers for their present achievement of ex- 
cellence and their continued efforts in behalf of 
the visually handicapped. Harper and Row were 
the first book publishers to receive the NAVH 
Seal of Approval. 

NAVH has also honored the well-known 
pioneer in rehabilitation, Dr. Howard A. Rusk 
for his outstanding services to the handicapped. 
In conjunction with this award, two large print 
libraries were presented, one to the Institute of 
Rehabilitation Medicine, directed by Dr. Rusk, 
and the other to the Goldwater Memorial Hos- 
pital. 

One of the NAVH goals is the development, 
on the part of communities, of greater awareness 
of the needs of visually limited people. A recent 
program to support this goal was a special exhibit 
of books and materials, provided by NAVH, ina 
community library. This kind of program helps 
the general public to understand that schools 
need large print materials and, indeed, that many 
adults need them, too. 


SUMMER 1969 AND 1969-1970 


COURSES FOR TEACHERS 
OF THE VISUALLY HANDICAPPED 


Notes: 
1. The following courses are listed alphabetically 
by the states in which they are located. 


2. Those universities or colleges which offer 
traineeships or scholarships are marked with 
an asterisk (*). 


3. For certification by AEVH three quarter 
hours will be equal to two semester hours. 
Listed below are the course requirements for 
Class AA and Class AAA Certification. 


CLASS AA 

A course in the Structure and Function of the 

Eye, and completion of a minimum of 10 

semester hours in special preparation for 

teaching the visually handicapped to be se- 

lected from at least three of the following 

areas: 

a. Introduction to Exceptional Children. 

b. Nature and Needs of Children who are 

Bling or Partially Seeing. 

c. Psychology of the Blind or Partially See- 
ing. 

. The Teaching of Braille. 

. Advanced Braille. 

Remedial Reading. 

. Methods, Curriculum Adaptations or Pro- 
gram Adjustment. 

h. Mental Hygiene or Mental Health. 


CLASS AAA 

Completion of 21 semester hours in the ed- 
ucation of visually handicapped children, in- 
cluding a course in Methods, Curriculum 
Adaptations or Program Adjustment, and 
selections from any of the following courses: 


ga ho a 


a. Psychology of Exceptional Children. 

b. Nature and Needs of Children who are 
Blind or Partially Seeing. 

c. Psychology of the Blind or Partially 
Seeing. 

d. The Teaching of Braille. 

e. Advanced Problems in Educating Handi- 

capped Children. 

Social and Vocational Aspects of Limited 

Vision. 

Mobility, Orientation, and Travel. 

. Advanced Braille. 

Education of the Multiple Handicapped. 

Education of the Mentally Retarded. 

. Mental Hygiene or Mental Health. 

The Emotionally Disturbed. 


ARIZONA 


*University of Arizona, Tucson 


rt 


a a tee Ot 


Summer 
Workshop in Orientation and Mobility 
(6/15-7/3) (U,G) 3 sem. hrs. 


Academic year 
Study of the Exceptional Child (U,G) 3 sem. 
hrs. : 
Anatomy, Physiology & Diseases of the Eye 
(U,G) 3 sem. hrs. 
Introduction to Study of Visually Handi- 
capped (U,G) 3 sem. hrs. 
Methods of Teaching the Visually Handi- 
capped (U,G) 3 sem. hrs. 
Braille Reading and Writing (U,G) 3 sem. hrs. 
Braille Teaching Procedures (U,G) 3 sem. hrs. 
Observation and Study of Exceptional Chil- 
dren (U,G) 3 sem. hrs. 
Field Practice in Teaching Exceptional Chil- 
dren (U,G) 3 sem. hrs. 
Technique in Educational Research (U,G) 3 
sem. hrs. 
Workshop in Orientation and Mobility (U,G) 3 
sem. hrs. 


$13.50/hr. 


For additional information contact: Mrs. Betty 
R. Hannah, Instructor, Dept. of Special Ed., The 


Tuition: 


University of Arizona, Tucson, Arizona 85717. 


CALIFORNIA 


California State College, Los Angeles 


Academic year 


Ed 424 


Beginning Braille (U,G) 3 qtr. hrs. 


Ed 425A Intro. to Vision (U,G) 3 qtr. hrs. 

Ed 425B __— Psych., Soc., & Vocational Implic. of 
Blind (U,G) 3 qtr. hrs. 

Ed 426 Advanced Braille (U,G) 3 qtr. hrs. 

Ed 460A _ Ed. of the Visually Handicapped- 
Part. Seeing (U,G) 3 qtr. hrs. 

Ed 460B_ Ed. of the Visually Handicapped- 
Blind (U,G) 3 qtr. hrs. 

Ed 469 Special Education Laboratory (U,G) 
3 qtr. hrs. 

Ed 446 Directed Teaching in Special Educa- 
tion (U,G) 5-6 gtr. hrs. 

Tuition: 6 units or less — $18.00/qtr. 


7 units or more — $36.50/qtr. 


For additional information contact: Dr. Francis 
E. Lord, Prof. of Education, Dept. of Special 
Ed., California State College, 5151 State College 
Drive, Los Angeles, California 90032 


*San Francisco State College, San Francisco 


Summer 

Ed 121.1 Observation, Clinical Methods and 
Clinical Practice with Exceptional 
Children (6/23-8/1) (U,G) 1 sem. hr. 

Ed 161.1 Structure and Function of the Eye 
(6/23-8/1) (U,G) 2 sem. hrs. 

Ed 161.3 Principles and Methods — Partially 
Seeing (6/23-7/11) (U,G) 3 sem. hrs. 

Ed 161.4 Beginning Braille (6/23-8/1) (U,G) 3 


sem. hrs. 


Ed 161.5 


Ed 161.6 


Ed 260.6 


Ed 261.2 


Ed 261.8 


Ed 261.16 


Advanced Braille (6/23-8/1) (U,G) 2 
sem. hrs. 

Methods of Teaching Blind Children 
(7/14-8/1) (U,G) 3 sem. hrs. 
Advanced Problems in Special Educa- 
tion (6/23-8/1) (G) 3 sem. hrs. 
Sociological and Psychological Im- 
plications of Blindness (6/23-7/11) 
(G) 3 sem. hrs. 

Orientation and Mobility Skills for 
Blind Children (6/23-7/11) (G) 3 
sem. hrs. 

Demonstrated Techniques in Orienta- 
tion and Mobility for the Blind with 
Technology in Education (6/23-8/1) 
(G) 3 sem. hrs. 


For tuition and additional information contact: 
Miss Georgie Lee Able, Professor of Education, 
Department of Special Education, San Francisco 
State College, 1600 Holloway Avenue, San Fran- 
cisco, California 94132 


COLORADO 


*Colorado State College, Greeley 


Summer 
SpEd 240 


SpEd 241 
SpEd 242 
SpEd 243 
SpEd 300 
SpEd 343 


SpEd 344 
SpEd 345 


Structure and Function of the Eye 
(6/16-8/15) (G) 3 qtr. hrs. 

Survey of Ed. for the Blind 
(6/16-8/15) (G) 3 qtr. hrs. 

Ed. of, the) Partially “Seeing 
(6/16-8/15) (G) 3 qtr. hrs. 

Beginning Braille (6/16-8/15) (G) 3 
qtr. hrs. 

Ed. of Exceptional Children 
(6/16-8/15) (G) 3 qtr. hrs. 

Advanced Braille (6/16-8/15) (G) 3 
qtr. hrs. 

Practicum (6/16-8/15) (G) 6 qtr. hrs. 
Orientation and Mobility (6/16-8/15) 
(G) 3 qtr. hrs. 


Academic year 


SpEd 240 
SpEd 241 
SpEd 242 


SpEd 243 
SpEd 244 


SpEd 245 
SpEd 300 
SpEd 343 
SpEd 344 
SpEd 345 
SpEd 346 


SpEd 441 


Structure and Function of the Eye 
(G) 3 qtr. hrs. 

Survey of Ed. for the Blind (G) 3 qtr. 
hrs. 

Ed. of the Partially Seeing (G) 3 qtr. 
hrs. 

Beginning Braille (G) 3 gtr. hrs. 
Elementary Methods for the Blind 
(G) 3 qtr. hrs. 

Secondary Methods for the Blind (G) 
3 qtr. hrs. 

Ed. of Exceptional Children (G) 3 
qtr. hrs. 

Advanced Braille (G) 3 qtr. hrs. 
Practicum (G) 6-15 qtr. hrs. 
Orientation and Mobility (G) 3 gtr. 
hrs. 

Multi-Impaired Blind Child (G) 3 qtr. 
hrs. 

Graduate Seminar (G) 3 qtr. hrs. 


7 hours or more in-state — $115.00 
7 hours or more out-of-state — 
$265.00 or $12.00/hr. 


For additional information contact: Dr. Grace 
D. Napier, Assistant Prof. of Special Education, 
Colorado State College, Greeley, Colorado 80631 


Tuition: 


FLORIDA 
*Florida State University, Tallahassee 
Summer 
HAS 332 _ Braille (5/5-8/25) (U) 4 qtr. hrs. 


HAS 434B Problems of Teaching Lang. Arts to 


HAS 435 


HAS 438 


HAS 503 


HAS 511 


HAS 537 


the Visually Handicapped Who Func- 
tion on a Retarded Level (6/16-7/18) 
(U,G) 3 qtr. hrs. 

Mobility for the Classroom Teacher 
(6/16-7/18) (U,G) 4 gtr. hrs. 
Directed Observation and Participa- 
tion in Teaching Children and Youth 
with Visual Disabilities (5/5-8/25) 
(U,G) 1-3 qtr. hrs. 

Studies in  Habilitative Sciences 
(5/5-8/25) (G) 3 qtr. hrs. 

Assessing Learning and Behavioral 
Differences for Special Education 
(5/5-8/25) (G) 4 qtr. hrs. 

Problems of Teaching Children and 
Youth with Visual Disabilities 
(5/5-8/25) (G) 3 qtr. hrs. 


Academic year 


HAS 331 


HAS 332 
HAS 432 


HAS 433 


HAS 435 


HAS 436 
A,B,C,D 


HAS 438 


HAS 439 


HAS 531 


HAS 532 


HAS 533 


Social and Emotional Problems of 
Blindness: Programs and Services (U) 
4 qtr. hrs. 

Braille (U) 4 qtr. hrs. 

Methods of Teaching Communica- 
tions to the Visually Handicapped 
(U,G) 4 qtr. hrs. 

Materials and Methods in Teaching 
Children and Youth with Visual Dis- 
abilities (U,G) 4 qtr. hrs. 

Mobility for the Classroom Teacher 
(U,G) 4 qtr. hrs. 

Orientation and Mobility of the Vis- 
ually Handicapped (U,G) 3 qtr. hrs. 
each 

Directed Observation and Participa- 
tion in Teaching Children and Youth 
with Visual Disabilities (U,G) 1-3 qtr. 
hrs. 

Communications for the Visually 
Handicapped (U,G) 3 qtr. hrs. 
Curriculum Development for Chil- 
dren and Youth with Visual Disabil- 
ities (G) 4 qtr. hrs. 

Advanced Study of Communication 
of the Visually Handicapped (G) 4 
qtr. hrs. 

Advanced Study of Orientation and 
Mobility for the Visually Handi- 
capped (G) 4 qtr. hrs. 


HAS 537 Problems of Teaching Children and 
Youth with Visual Disabilities (G) 3 


qtr. hrs. 


in-state $125 .00/qtr. 
out-of-state $325 .00/qtr. 


For additional information contact: Dr. Gideon 
R. Jones, Assistant Professor and Coordinator, 
Department of Habilitative Sciences, Florida 
State University, 916 West Park Avenue, Tal- 
lahassee, Florida. 


Tuition: 


ILLINOIS 
*Illinois State University, Normal 
Summer 
Ed 350 Education of the Partially Seeing 
(6/16-8/8) (U,G) 2 sem. hrs. 
Ed 351 Education of the Blind (6/16-8/8) 
(U,G) 3 sem. hrs. 
Ed 352 Braille I (6/16-8/8) (U,G) 2 sem. hrs. 
Ed 356 Braille II (6/16-8/8) (U,G) 2 sem. 
hrs. 
Ed 393 Mobility and Orientation (6/16-8/8) 
(U,G) 2 sem. hrs. 
Ed 331 Individual Study (6/16-8/8) (U) 2-4 
sem. hrs. 
Ed 431 Individual Field Work (6/16-8/8) (G) 
24 sem. hrs. 
Bio Sci The Eye — A Laboratory and Clinical 
382 Study (6/16-8/8) (U,G) 2 sem. hrs. 


The same courses are offered during the 1969-70 
Academic Year. 


more than 6 hrs. in-state $112.50 
more than 6 hrs. out-of-state 
$197.50 

6 hrs. or less in-state $11.50/hr. 

6 hrs. or less out-of-state $25.50/hr. 
For additional information contact: Evelyn Rex, 
Coordinator, Program for Visually Handicapped, 
Fairchild Hall 301, Illinois State University, Nor- 
mal, Illinois 61761 

*Northern Illinois University, De Kalb 


Summer 
SpEd 440 


Tuition: 


Introduction to Education of the 
Visually Handicapped Child 
(6/16-8/8) (U,G) 3 sem. hrs. 
Anatomy, Physiology and Hygiene of 
the Eye (6/16-8/8) (U,G) 3 sem. hrs. 
Beginning Braille (6/16-8/8) (U,G) 3 
sem. hrs. 

Methods and Materials in Teaching 
Blind Children (6/16-8/8) (U,G) 3 
sem. hrs. 

Methods and Materials in Teaching 
Partially Sighted Children (6/16-8/8) 
(U,G) 3 sem. hrs. 

Advanced Braille (6/16-8/8) (U,G) 3 
sem. hrs. 

Orientation and Mobility for Blind 
Children (6/16-8/8) (U,G) 3 sem. hrs. 


SpEd 441 
SpEd 442 


SpEd 443 


SpEd 444 


SpEd 445 


SpEd 446 


Fall 1969 
SpEd 440 
SpEd 441 


SpEd 442 
SpEd 443 


SpEd 444 


SpEd 445 
SpEd 446 


SpEd 497 


Spring 1970 


SpEd 440 
SpEd 422 
SpEd 443 
SpEd 444 
SpEd 445 
SpEd 446 
SpEd 447 


SpEd 597 


Tuition: 


Introduction to Education of the 
Visually Handicapped Child (U,G) 3 
sem. hrs. 

Anatomy, Physiology and Hygiene of 
the Eye (U,G) 3 sem. hrs. 

Beginning Braille (U,G) 3 sem. hrs. 
Methods and Materials in Teaching 
Blind Children (U,G) 3 sem. hrs. 
Methods and Materials in Teaching 
Partially Sighted (U,G) 3 sem. hrs. 
Advanced Braille (U,G) 3 sem. hrs. 
Orientation and Mobility for Blind 
Children (U,G) 3 sem. hrs. 

Student Teaching in Visually Hand- 
icapped (U) 7 sem. hrs. 


Introduction to Education of the 
Visually Handicapped Child (U,G) 3 
sem. hrs. 

Beginning Braille (U,G) 3 sem. hrs. 
Methods and Materials in Teaching 
Blind Children (U,G) 3 sem. hrs. 
Methods and Materials in Teaching 
Partially Sighted Children (U,G) 3 
sem. hrs. 

Advanced Braille (U,G) 3 sem. hrs. 
Orientation and Mobility for Blind 
Children (U,G) 3 sem. hrs. 

Student Teaching in Visually Hand- 
icapped (U) 7 sem. hrs. 

Practicum in Visually Handicapped 
Education (G) 3-5 sem. hrs. 


full time student in-state $130.00 
full time student out-of-state 
$370.00 


5 to 9 hours in-state $61.50 
5 to 9 hours out-of-state $104.00 


part time students $9.00/hr. 


For additional information contact: Dr. Robert 
W. Bischoff, Coordinator, Visually Handicapped 
Teacher Preparation Program, Northern Illinois 
University, DeKalb, Illinois 60115 


IOWA 
University of Northern Iowa, Cedar Falls 
Fall 1969 


21:175g Braille 1 (U,G) 2 sem. hrs. 
21:176g Braille II (U,G) 2 sem. hrs. 
Tuition: in-state undergraduate $186.00 


in-state graduate $201.00 
out-of-state undergraduate $386.00 
out-of-state graduate $351.00 


fewer than 9 hrs. undergraduate 
$23.00/hr. 
fewer than 9 hrs. graduate $39.00/hr. 


For additional information contact: Dr. Clifford 
L. Bishop, Head, Department of Education and 


Educational Psychology, University of Northern 
Iowa, Cedar Falls, Iowa. 


KENTUCKY 
University of Kentucky, Lexington 
Spring 1970 
Ed 558 Nature and Needs of Visually Im- 
paired (U,G) 3 sem. hrs. 
in-state undergraduate $12.50/hr. 
in-state graduate $17.00/hr. 


undergraduate 


Tuition: 


out-of-state 
$44.00/hr. 
out-of-state graduate $55.00/hr. 


For additional information contact: Dr. Wm. J. 
Tisdall, Chairman, Department of Special Educa- 
tion, College of Education, University of Ken- 
tucky, Lexington, Kentucky 40506 


MASSACHUSETTS 

*Boston College, Chestnut Hill 

Summer 

Ed 281D Introduction to the Education of the 
Visually Handicapped (6/23-8/1) (G) 
3 sem. hrs. 

Ed 282D Education of Visually Handicapped 
Children (6/23-8/1) (G) 3 sem. hrs. 

Ed 283D Braille Reading and Writing 
(6/23-8/1) (G) 3 sem. hrs. 

Fall 1969 

Ed 281D Introduction to the Education of the 
Visually Handicapped (G) 3 sem. hrs. 

Ed 283D ‘Braille Reading and Writing (G) 3 
sem. hrs. 

Ed 280D Internship: Teaching Visually Hand- 
icapped Children (G) 6 sem. hrs. 

Ed 285D Vision and Visual Handicaps (G) 3 
sem. hrs. 

Ed 283C Dynamics of Blindness (G) 3 sem. 
hrs. 

Spring 1970 


Ed 282D Education of Secondary Visually 
Handicapped Children (G) 3 sem. 
hrs. 

Education of Elementary Visually 
Handicapped Children (G) 3 sem. 
hrs. 

Internship: Teaching Visually Hand- 
icapped Children (G) 6 sem. hrs. 
Orientation and Mobility for Class- 
room Teachers of the Visually Hand- 
icapped (G) 3 sem. hrs. 


$50.00/hr. 


For additional information contact: Mr. Phillip 
W. Crafts, Lecturer, Supervisor, Program for the 
Visually Handicapped, Boston College, Chestnut 
Hill, Mass. 02167. Scholarships are also available 
through Perkins School for the Blind, Water- 
town, Mass. 02172. 


Ed 284D 


Ed 280D 


Ed 286D 


Tuition: 


MICHIGAN 
*Eastern Michigan University, Ypsilanti 
Summer ; 
SVH 595 Workshop in Mathematics for the 
Visually Handicapped (8/18-8/29) 
(U,G) 2 sem. hrs. 


SVH 365 Braille (beg. 6/23) (U,G) 3 sem. hrs. 
Fall 1969 
366 Anatomy and Hygiene of the Eye 


(U,G) 2 sem. hrs. 


364 Methods of Teaching the Blind (U,G) 
3 sem. hrs. 

365 Braille (U,G) 3 sem. hrs. 

Spring 1970 

365 Braille (U,G) 3 sem. hrs. 

367 Education of Children with Impaired 
Vision (U,G) 2 sem. hrs. 

368 Mobility Training for the Blind (U,G) 
2 sem. hrs. 

Tuition: in-state $18.00/hr. 


out-of-state $45 .00/hr. 


For additional information contact: Larry Gef- 
fen, Coordinator, Programs for Visually Handi- 
capped, Department of Special Education and 
Occ. Therapy, Eastern Michigan University, 
Ypsilanti, Michigan 


*Michigan State University, East Lansing 
Summer 


Ed 482 Low Vision Aids Field Practice (pre- 
rec. req.) (6/16-7/23) (U,G) 2 qtr. 
hrs. 

Ed 482 Field Practice in Mobility (prerec. 


req.) (6/16-7/23) (U,G) 2 qtr. hrs. 

Ed 430A 1 Educational Procedures for the Blind 
and Partially Seeing (6/16-7/23) 
(U,G) 3 qtr. hrs. 

Ed 430A 2 Educational Provisions for the Blind 
(6/16-7/23) (U,G) 3 qtr. hrs. 

Ed 430A 3 Braille (6/16-7/23) (U,G) 3 qtr. hrs. 


Ed 881 Workshop in Low Vision Aids 
(7/28-8/8) (U,G) 3 qtr. hrs. 

Ed 881 Workshop in Orientation and Mobil- 
ity Skills (7/11-7/22) (U,G) 3 qtr. 
hrs. 

Mu 820 #£Music for Exceptional Children 
(7/12-7/23) (U,G) 3 qtr. hrs. 

Fall Term 


Ed 430A 1 Educational Procedures for the Blind 
and Partially Seeing (U,G) 4 qtr. hrs. 
Ed 430A 2 Educational Provisions for the Blind 
(U,G) 3 qtr. hrs. 
Ed 430A 3 Braille (U,G) 3 qtr. hrs. 
Ed 430A 4 Mobility and Orientation for the 
Blind (U,G) 2 qtr. hrs. 


Ps] 323 Physiology, Anatomy and Hygiene of 
the Eye (U) 3 qtr. hrs. 

Winter Term 

Ed 482 Low Vision Aids (U,G) 2 qtr. hrs. 

Ed 884 Field Practice with Visually Hand- 


icapped (U,G) 6 qtr. hrs. 


Spring Term 
Ed 482 Low Vision Aids Field Practice (pre- 
rec. req.) (U,G) 2 qtr. hrs. 


Ed 482 Field Practice in Mobility (prerec. 
req.) (U,G) 2 qtr. hrs. 

Ed 482 Abacus as a Computational Tool for 
Visually Handicapped Pupils (U,G) 2 
qtr. hrs. 

Ed 882 Seminar in Visually Handicapped 
(U,G) 3 qtr. hrs. 

Ed 832A Advanced Methods and Materials for 
Visually Handicapped (U,G) 3 qtr. 
hrs. 

Ed 884 Field Practice with Visually Hand- 


icapped (U,G) 6 qtr. hrs. 
Fall, Winter, and Spring Terms 


Ed 446 Intern Teaching with Visually Hand- 
icapped Children (U,G) hours vary. 

Ed 436 Student Teaching with Visually 
Handicapped (U,G) hours vary. 

Ed 482 Field Practice with Visually Hand- 
icapped (U,G) hours vary. 

Tuition: 


10 credits and above: 
in-state undergraduate $185.50 
in-state graduate $195.00 
out-of-state undergraduate $421.50 
out-of-state graduate $431.00 

7 to 9 credits: 
in-state undergraduate $140.00 
in-state graduate $147.00 
out-of-state undergraduate $295.00 
out-of-state graduate $302.00 

4 to 6 credits: 
in-state undergraduate $102.00 
in-state graduate $107.00 
out-of-state undergraduate $210.00 
out-of-state graduate $215.00 

1 to 3 credits: 
in-state undergraduate $65.00 
in-state graduate $68 .00 
out-of-state undergraduate $126.00 
out-of-state graduate $129.00 


For additional information contact: Mrs. Lou 
Alonso, Coordinator, Programs for the Education 
of the Visually Handicapped, College of Educa- 
tion, Michigan State University, 213 Erickson 
Hall, East Lansing, Michigan. 


*University of Michigan, Ann Arbor 


Academic year 
C 660 Seminar in Special Education (G) 2-6 
sem. hrs. 


C 670 Advanced Psychology in Education 
of Visually Handicapped (G) 2 sem. 
hrs. 

C 870 Advanced Seminar in Special Educa- 


tion (G) 2-6 sem. hrs. 


For tuition and additional information contact: 
Dr. Geraidine Scholl, Associate Professor of 


Education, University of Michigan, 734 East Uni- 
versity, Ann Arbor, Michigan 48104 


*Wayne State University, Detroit 


Summer 

SpEd 5403 Education of Exceptional Children 
(7/31-8/27) (U,G) 4 qtr. hrs. 

SpEd 6401 Problems in Special Education: Mul- 
tiple Handicapped (7/31-8/27) (U,G) 
3 qtr. hrs. 


Academic year 

SpEd 5403 Education of Exceptional Children 
(U,G) 4 qtr. hrs. 

SpEd 5405 Introduction to Education of Visual- 
ly Handicapped (U,G) 2 qtr. hrs. 

SpEd 5420 Pathology of Vision (U,G) 4 qtr. hrs. 

SpEd 5421 Teaching Partially Sighted (U,G) 3 
qtr. hrs. 

SpEd 5422 Braille Techniques and Practice 
(U,G) 4 gtr. hrs. 

SpEd 5424 Braille Techniques and Practice 
(U,G) 4 gtr. hrs. 

SpEd 5423 Teaching Blind Children (U,G) 3 qtr. 
hrs. 

SpEd 3402 Student Teaching (U) 6 qtr. hrs. 

SpEd 4402 Student Teaching (U) 8 qtr. hrs. 

SpEd 6420 Orientation and Mobility for Visually 
Handicapped (U,G) 3 qtr. hrs. 


Resident: 

4 hours or less undergraduate $57.00 
4 hours or less graduate $64.00 

each hour over 4 undergraduate 
$10.00 

each hour over 4 graduate $12.00 
Nonresident: 

4 hours or less undergraduate 
$132.00 

4 hours or less graduate $154.00 
each hour over 4 undergraduate 
$31.00 

each hour over 4 graduate $37.00 
For additional information contact: Mr. Ken- 
neth Hanninen, Assist. Prof. Dept. of Special 
Education and Vocational Rehabilitation, Col- 
lege of Education, Wayne State University, De- 
troit, Michigan 48202 


Tuition: 


*Western Michigan University, Kalamazoo 

Summer 

SpEd 591 Braille/Other Methods (4/28-6/18) 
(U,G) 2 sem. hrs. 

SpEd 592 Education of Blind/ Partially Sighted 
(4/28-6/18) (U,G) 2 sem. hrs. 

SpEd 594 Principles of Orientation, Mobility/ 
Blind (4/28-6/18) (U,G) 3 sem. hrs. 

SpEd 690 Teaching Adult Blind (4/28-6/18) 
(G) 4 sem. hrs. 


Academic year 
SpEd 590 Physiol. & Function of the Eye 
(U,G) 2 sem. hrs. 


SpEd 591 Braille/Other Methods (U,G) 2 sem. 
hrs. 

SpEd 592 Education of Blind/Partially Sighted 
(U,G) 2 sem. hrs. 

SpEd 594 Principles of Orientation, Mobility/ 
Blind (U,G) 3 sem. hrs. 

SpEd 595 Introduction Mobility — Blind (U,G) 
2 sem. hrs. 

SpEd 596 Pract. Orientation/Mobility (U,G) 4 
sem. hrs. 

SpEd 692 Dynamics Blind & Rehabilitation (G) 
2 sem. hrs. 

SpEd 696 Internship, Orientation & Mobility 
(G) 8 sem. hrs. 

710 Independent Research (G) 

693 Counseling of the Blind (G) 2 sem. 
hrs. 

Tuition: 1-2 hours in-state $54.00 


1-2 hours out-of-state $130.00 


3-4 hours in-state $83.00 

3-4 hours out-of-state $200.00 
For additional information contact: Donald 
Blasch, Director, Institute of Blind Rehabilita- 


tion, Western Michigan University, Kalamazoo 
Michigan 49001 


MINNESOTA 

University of Minnesota, Minneapolis 

Summer 

EdCi1l15 Introduction to Education of Visual- 
ly Handicapped Children (U,G) 3 qtr. 
hrs. 

EdCi 118 Methods of Teaching Visually Hand- 
icapped Children (U,G) 3 qtr. hrs. 

EdCi178 Structure and Function of Eye — 
Educational Implications (U,G) 3 
qtr. hrs. 

Tuition: 4 credits or less $74.25 


more than 4 credits $87.00 


For additional information contact: Dr. May- 
nard C. Reynolds, Director Department of 
Special Education, University of Minnesota, 101 
Pattee Hall, Minneapolis, Minnesota 55455 


NEW JERSEY 
Jersey City State College, Jersey City 


Academic year 

10/349 Methods of Teaching Visually Hand- 
icapped (U) 3 sem hrs. 

Teaching Communication Skills for 
the Visually Handicapped (U) 3 sem. 
hrs. 


For tuition and additional information contact: 
Mr. George Voller, Chairman, Department of 
Special Education, Jersey City State College, 
2039 Kennedy Boulevard, Jersey City, New 
Jersey 


10/448 


NEW YORK 
Dominican College of Blauvelt, Blauvelt 


Summer 

201 Introduction to Exceptional Children 
(U) 3 sem. hrs. 

Fall 1969 

201 Introduction to Exceptional Children 
(U) 3 sem. hrs. 

301 Braille Reading and Writing (U) 3 
sem. hrs. 

402 Structure and Function of the Eye: 
Educational Implications of Visually 
Impaired (U) 3 sem. hrs. 

Spring 1970 

202 Nature and Needs of Blind and Part- 
ially Seeing Children (U) 3 sem. hrs. 

302 Programs, Methods, and Materials for 
Teaching the Visually Handicapped 
(U) 3 sem. hrs. 

404 Orientation, Mobility and Independ- 
ent Living Skills for Blind and Par- 
tially Seeing Children (U) 3 sem. hrs. 

Tuition: $25.00/hr. 


For additional information contact: Sister Jean 
Marie, O.P., Director of Special Education, 
Dominican College of Blauvelt, Blauvelt, New 
York 10913. 


*Hunter College of the City University of 
New York 


Summer (also offered in the Academic year) 


Eds 700 The Handicapped in Society 
(6/30-8/8) (G) 2 sem. hrs. 

Psy 531 Psychology of the Handicapped 
(6/30-8/8) (G) 3 sem. hrs. 

Eds710 Appraisal and Measurement of the 
Handicapped (6/30-8/8) (G) 3 sem. 
hrs. 

Eds711 Learning Problems of the Handi- 
capped (6/30-8/8) (G) 2 sem. hrs. 

Fall 1969 

Eds 740 = Implications of Visual Handicaps (G) 
3 sem. hrs. 

Eds 741 Curriculum for the Visually Handi- 
capped (G) 3 sem. hrs. 

Eds 744 Communication Skills for the Visual- 
ly Handicapped (Techniques of 

Braille) (G) 2 sem. hrs. 

Eds 746.1 Practicum: Visually Handicapped (G) 
2 sem. hrs. 

Spring 1969 

Eds 742 Curriculum for the Visually Handi- 
capped (G) 3 sem. hrs. 

Eds 747 = Orientation to the Environment: 
Mobility and Independence for the 
Visually Handicapped (G) 2 sem. hrs. 

Eds 746.2 Practicum: Visually Handicapped (G) 
2 sem. hrs. 

Eds 706 _— Integrative Seminar, Special Educa- 


ah 


tion (G) 2 sem. hrs. 


$25 .00/hr. (New York residents who 
are accepted as matriculants pay no 
tuition.) 


Tuition: 


For additional information contact: Joan B. 
Chase, Assistant Professor, Hunter College, 695 
Park Avenue, New York, New York 10021 (Spe- 
cial Education Program) 


*Syracuse University, Syracuse 


Summer 

SpEd 636 Education of the Multi-handicapped 
child (6/30-7/18) (U,G) 3 sem. hrs. 

Fall 1969 

SpEd 505 Seminars in the Education of Excep- 
tional Children: Social and Environ- 
mental Aspects of the Multiply 
Handicapped (U,G) 3 sem. hrs. 

SpEd 635 Educational Implications of Visual 
Impairments (U,G) 3 sem. hrs. 

SpEd 637 Principles and Methods of Teaching 
Braille (U,G) 3-6 sem. hrs. 

SpEd 638 Principles and Procedures of Teach- 
ing Visually Handicapped (U,G) 3 
sem. hrs. 

Spring 1970 * 

SpEd 631 Education of Visually Handicapped 
Children (Theory) (U,G) 3 sem. hrs. 

SpEd 632 Education of Visually Handicapped 
Children (Practice) (U,G) 3-12 sem. 
hrs. 

Tuition: undergraduate $67.00 


graduate $65.00 


For additional information contact: Edward T. 
Donlon, Administrator, Center for the Develop- 
ment of Blind Children, Syracuse University, 805 
South Crouse Ave., Syracuse, New York 13210 


*Teachers College, Columbia University 
Summer 
TE 3000S Introduction to Education of Excep- 
tional Children (6/30-7/18 and 
6/3-6/21) (G) 2 or 3 sem. hrs. 

Psych. of Physically Handicapped 
(6/30-7/18) (G) 2 or 3 sem. hrs. 
Health Problems of Handicapped 
Children (6/30-7/18) (G) 2 or 3 sem. 
hrs. 

Nature, Needs and Training of Chil- 
dren with Neuro. Impairment 
(6/30-7/18) (G) 2 or 3 sem. hrs. 
Nature and Needs of Blind and Vis- 
ually Impaired (6/30-7/18) (G) 2 or 
3 sem. hrs. 

Educational Implications of Visua 
Disfunction (6/30-7/18) (G) 2 or 3 
sem. hrs. 

Casework and Guidance of the Hand- 
icapped (6/30-7/18) (G) 2 or 3 sem. 
hrs. 


TE 3410S 


TE 3412S 


TE 3610S 


TE 3700S 


TE 3710S 


TE 3040S 


TE 4772S Orientation and Mobility Skills for 
Teachers of Blind and Visually Hand- 
icapped (6/30-7/18) (G) 2 or 3 sem. 
hrs. 

TE 4774S Institute in the Education of the 
Blind and Visually Handicapped 
(6/30-7/18) (G) 2 or 3 sem. hrs. 


TE 4773A Technology in Education of Visually 
Handicapped (7/11-7/28) (G) 2 or 3 
sem. hrs. 

Fall 1969 

TE 3610 Nature, Needs, and Training of Chil- 
dren with Neuro. Impairment (G) 2-3 
sem. hrs. 

TE 3710 Educational Implications of Visual 
Disfunction (G) 2-3 sem. hrs. 

TE 3700 Nature and Needs of Blind and Vis- 
ually Impaired (G) 2-3 sem. hrs. 

TE 3723 Communication, Media and Skills for 
Visually Impaired (G) 2-3 sem. hrs. 

Spring 1970 

TE 3412 Health Programs of Handicapped 
Children (G) 2-3 sem. hrs. 

TE 3611 Nature, Needs, and Training of Chil- 
dren with Neuro. Impairments (G) 
2-3 sem. hrs. 

TE 4772 Orientation and Mobility Skills for 
Teachers of Blind and Visually Hand- 
icapped (G) 2-3 sem. hrs. 

TE 3043 Techniques of Rehabilitation (G) 2-3 
sem. hrs. 

TE 3737 Introduction to Measurement of Vis- 
ion and Hearing (G) 2-3 sem. hrs. 

Fall and Spring 

TE 3000 Introduction to Education of Excep- 
tional Children (G) 2-3 sem. hrs. 

TE 3410 Psych. of Physicaily Handicapped 
(G) 2-3 sem. hrs. 

TE 3040 Casework and Guidance of the Hand- 
icapped (G) 2-3 sem. hrs. 

TE 3130 Testing and Remedial Work for 
Handicapped (G) 2-3 sem. hrs. 

Tuition: | $77.50/hr. 


For additional information contact: Dr. Robert 
A. Bowers, Programs for the Visually Impaired, 
Teachers College, Columbia University, 525 W. 
120th St., New York, New York 10027 


OHIO 
Bowling Green State University, Bowling Green 


Summer 

Anatomy and Physiology of the Eye (6/23-8/29) 
4 gtr. hrs. 

Learning Braille (6/23-8/29) 4 qtr. hrs. 

Principles and Methods of Teaching Braille 
(6/23-8/29) 4 qtr. hrs. 

Theory and Practices in Teaching Blind and Par- 
tially Sighted (6/23-8/29) 4 qtr. hrs. 


Special Study Institute. For additional informa- 
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tion contact: Dr. Ronald D. Smith, Assistant 
Professor, Bowling Green State University, De- 
partment of Education, Bowling Green, Ohio 
43402 


*Ohio State University, Columbus 
Summer and Academic year 


Psy 570 Survey of the Exceptional Child 
(U,G) 3 sem. hrs. 

Ed 666 Beginning Braille (U,G) 3 sem. hrs. 

Ed 667 Advanced Braille (U,G) 3 sem. hrs. 

Ed 668 Principles and Methods of Education 
for Partially Seeing (U,G) 3 sem. hrs. 

Ed 669 Practicum in Educational Planning 
for the Partially Seeing (U,G) 3 sem. 
hrs. 

Ed 717 Educational Implications of Visual 
Impairments (U,G) 3 sem. hrs. 

Ed 719 Theory and Practice, Education of 
Blind Children (U,G) 3 sem. hrs. 

Ed 715 Education of Multi-handicapped 
Blind Children (U,G) 3 sem. hrs. 

Ed 693.47 Individual Study in Blind and Par- 
tially Seeing (U,G) 3 sem. hrs. 

Ed 588.32 Participation with Blind and Partially 
Seeing Children (U,G) 3 sem. hrs. 

Tuition: $9.50/hr. for in-state students 


out-of-state students write for in- 
formation 


For additional information contact: Mrs. Loetta 
Hunt, Coordinator Program for Blind and Par- 
tially Seeing, Ohio State University, 375 Arps 
Hall, 1945 North High Street, Columbus, Ohio 
43210 


OREGON 

Pacific University, Forest Grove 

Summer 

544 Diagnostic and Remedial Techniques 
of Teaching Reading (6/18-6/30) 
(U,G) 2 sem. hrs. 

4258S Clinical Practice in Reading 
(6/18-6/30) (U,G) 2 sem. hrs. 

Academic year 

544 Diagnostic and Remedial Techniques 
of Teaching Reading (U,G) 2 sem. 
hrs. 

Tuition: 7-9 credit hours $240.00 

$35 .00/hr. 


For additional information contact: M.J. Mc 
Vicker, Director of Summer Session, Pacific Uni- 
versity, Forest Grove, Oregon 97116 


*Portland State University 


Summer 

Ed 507 Implications of Vision Problems of 
Children (6/23-8/15) (U,G) 3 gtr. 
hrs. 

Ed 446 Introduction to Education of Visual- 


ly Handicapped Children (6/23-8/15) 
(U,G) 3 qtr. hrs. 


Ed 507 Procedures in Teaching Visually 
Handicapped Children (6/23-8/15) 
(U,G) 3 gtr. hrs. 

Ed 507 Braille Literary Code (6/23-8/15) 
(U,G) 3 qtr. hrs. 

Ed 509 Practicum: Student Teaching of Vis- 
ually Handicapped Children 
(6/23-8/15) (U,G) 3 qtr. hrs. 

Ed 507 Advanced Procedures in Education 
of Visually Handicapped Children 
(6/23-8/15) (G) 3 qtr. hrs. . 

Ed 507 Orientation Mobility (6/23-8/15) (G) 
3 qtr. hrs. 

Ed 507 The Handicapped Child from Birth 
to 7 (6/23-8/15) (G) 3 qtr. hrs. 

Ed 507 Personal Management Skills for Vis- 
ually Impaired (6/23-8/15) (G) 3 qtr. 
hrs. 

Ed 507 Applied Use of Braille (6/23-8/15) 
(G) 3 gtr. hrs. 

Ed 507 Reading and Conference — Individual 
Study (6/23-8/15) (G) 3 qtr. hrs. 

Academic year 

Ed 507 Implications of Vision Problems of 
Children (U,G) 3 gtr. hrs. 

Ed 466 Introduction to Education of Visual- 
ly Handicapped Children (U,G) 3 qtr. 
hrs. 

Ed 507 Procedures of Teaching Visually 
Handicapped (U,G) 3 qtr. hrs. 

Ed 507 Braille Literary Code (U,G) 3 attr. 
hrs. 

Ed 509 Practicum: Student Teaching of Vis- 
ually Handicapped Children (U,G) 3 
qtr. hrs. 

Ed 462 Education of Exceptional Children 
(U,G) 3 gtr. hrs. 

Ed 507 Advanced Procedures in Education 
of Visually Handicapped Children 
(G) 3 qtr. hrs. 

Ed 507 Orientation Mobility (G) 3 qtr. hrs. 

Ed 507 The Handicapped Child from Birth 
to 7 (G) 3 qtr. hrs. 

Ed 507 Personal Management Skills for Vis- 
ually Impaired (G) 3 qtr. hrs. 

Ed 507 Applied Use of Braille (G) 3 qtr. hrs. 

Ed 507 Community Services and the Hand- 
icapped Child (G) 3 qtr. hrs. 

Tuition: $15.50/hr. 


For additional information contact: Miss Madge 
Leslie, Associate Prof. of Education. Portland 
State University, P.O. Box 751, School of Ed- 
ucation, Portland, Oregon 07207 


PENNSYLVANIA 
Kutztown State College, Kutztown 


Summer 
SpEd 102 Audio-Visual and Tactile Aids for the 


Visually Handicapped (6/23-8/1) 3 
sem. hrs. 

Theory and Techniques of Reading 
and Writing Braille I (6/23-8/1) 2 
sem. hrs. 

Psychology of Exceptional Children 
(6/23-8/1) 3 sem. hrs. 


SpEd 151 


Psy 320 


Fall 1969 
SpEd 151 Theory and Technique of Reading 
and Writing Braille I. 2 sem. hrs. 
Audio-Visual and Tactile Aids for 
Visually Handicapped. 3 sem. hrs. 
Arts and Crafts for the Visually 
Handicapped. 2 sem. hrs. 
Curriculum and Methods for Teach- 
ing the Visually Handicapped. 3 sem. 
hrs. 
Spring 1970 
SpEd 152 Theory and Technique of Reading 
and Writing Braille II. 2 sem. hrs. 
SpEd 160 Methods of Evaluating the Visually 
Handicapped. 3 sem. hrs. 


SpEd 102 
SpEd 306 


SpEd 161 


Both Semesters 


Psy 320 _—_— Psychology of Exceptional Children 
3 sem. hrs. 

SpEd 301 Student Teaching with Visually 
Handicapped 

Tuition: $15.00/hr. in-state students 


For additional information contact: Mary E. 
Lovett, Head of Special Education, Kutztown 
State College, Kutztown, Penna. 19530 


*University of Pittsburgh, Pittsburgh 


Academic year 

210 Anatomy, Physiology, and Educa- 
tional Relevance of Diseases of the 
Eye (G) (Fall) 3 hrs. 

211 Education of the Visually Hand- 


icapped (G) (Fall & Winter) 6 hrs. 


212 Braille and Tactile Instructional Ma- 
terials (G) (Fall & Winter) 2 hrs. 
27s Practicum I (G) (Fall & Winter) 6 


hrs. 
Orientation and Mobility for the Dis- 
abled (G) (Fall & Winter) 4 hrs. 


For additional information and tuition contact: 
Ralph L. Peabody, Coordinator, Education for 
the Visually Handicapped, Department of Special 
Education and Rehabilitation, University of Pitts- 
burgh, Pittsburgh, Penna. 15213 


SOUTH DAKOTA 
Northern State College, Aberdeen 
Summer 
SpEd 45 Introduction to Special Education 
(6/9-7/11 and 7/14-8/15) (U) 2 sem. 
hrs. 


Psychology of Handicapped Children 
(6/9-7/11) (U,G) 3 sem. hrs. 
Principles of Curriculum Develop- 
ment for Visually Handicapped 
(6/9-7/11) (U,G) 3 sem. hrs. 

Abacus Workshop for Teachers of 
Visually Handicapped (6/16-6/27) 
(U,G) 3 sem. hrs. 

Supervision of Special Education 
(7/14-8/15) (G) 3 sem. hrs. 


Fall 1969 
SpEd 45 


SpEd 174 


SpEd 176 


SpEd 159 


SpEd 260 


Introduction to Special Education 
(U) 2 sem. hrs. 

Psychology of Handicapped Child 
(U,G) 3 sem. hrs. 

Teaching Braille (U,G) 2 sem. hrs. 
Internship with Visually Handi- 
capped (U,G) 6 sem. hrs. 


Spring 1970 

SpEd 45 Introduction to Special Education 
(U) 2 sem. hrs. 

Psychology of Handicapped Child 
(U,G) 3 sem. hrs. 

Anatomy and Hygiene of the Eye 
(U,G) 2 sem. hrs. 

Principles of Curriculum Develop- 
ment for Visually Handicapped 
(U,G) 3 sem. hrs. 

Internship with Visually Handi- 
capped (U,G) 6 sem. hrs. 


SpEd 174 


SpEd 180 
SpEd 183 


SpEd 174 
SpEd 175 


SpEd 176 


SpEd 183 


SpEd 260 Supervision of Special Education (G) 
3 sem. hrs. 

Tuition: | Workshop: $16.00/hr. 
Resident: $9.50/hr. 


Non-resident $20.00/hr. 


For additional information contact: Dr. John R. 
Moss, Director of Special Education, Northern 
State College, Aberdeen, South Dakota 57401 


TENNESSEE 

*George Peabody College for Teachers, Nashville 

Summer 

SE 201 Educational Procedures in Special 
Education (6/9-8/15) (U,G) 2 sem. 
hrs. 

SE 300 Education and Psychology of Excep- 
tional Child (6/9-8/15) (G) 4 sem. 
hrs. 

SE 250 Anatomy, Physiology and Hygiene of 
the Eye (6/9-8/15) (U,G) 2 sem. hrs. 

SE 251 Educational Procedures for Visually 
Handicapped Children (6/9-8/15) 
(U,G) 2 sem. hrs. 

SE 253 Braille Reading and Writing 
(6/9-8/15) (U,G) 2 sem. hrs. 

SE 254 Braille Teaching Procedures 
(6/9-8/15) (U,G) 2 sem. hrs. 

SE 255 Orientation and Mobility (6/9-8/15) 


(U,G) 2 sem. hrs. 

Advanced Procedures for Visually 

Handicapped Children (6/9-8/15) (G) 

3 sem. hrs. 

Student Teaching of Visually Hand- 

icapped Children (6/9-8/15) (U) 14 

sem. hrs. 

Field Work of Visually Handicapped 

Children (6/9-8/15) (G) 1-4 sem. hrs. 

SE 251DB Educational Procedures for Deaf, 
Blind, and Multiple Handicapped 
Children (6/9-8/15) (U,G) 2 sem. hrs. 


SE 351 


SE 252 


SE 352 


Fall 1969 

SE 201 Educational Procedures in Special 
Education (U,G) 2 sem. hrs. 

SE 300 Education and Psychology of Excep- 
tional Children (G) 4 sem. hrs. 

SE 250 Anatomy, Physiology and Hygiene of 
the Eye (U,G) 2 sem. hrs. 

SE 251 Educational Procedures for Visually 


Handicapped (U,G) 2 sem. hrs. 

SE 251DB Educational Procedures for Deaf- 
Blind and Multiple Handicapped 
Children (U,G) 2 sem. hrs. 


SE 253 Braille Reading and Writing (U,G) 2 
sem. hrs. 

Spring 1970 

SE 250 Anatomy, Physiology and Hygiene of 
the Eye (U,G) 2 sem. hrs. 

SE 254 Braille Teaching Procedures (U,G) 2 
sem. hrs. 

SE 255 Orientation and Mobility (U,G) 2 
sem. hrs. 

SE 351 Advanced Procedures for Visually 
Handicapped Children (G) 3 sem. 
hrs. 

SE 232 Student Teaching of Visually Hand- 
icapped Children (U) 2-8 sem. hrs. 

SE 352 Field Work in Visually Handicapped 
Children (G) 2-8 sem. hrs. 

SE 356 Seminar: Behavioral Research with 
Visually Handicapped Children (G) 3 
sem. hrs. 

Tuition: Summer: $37.50/hr. 

Graduate: $50.00/hr. 
Undergraduate: $41.00/hr. 


For additional information contact: R.K. Har- 
ley, Associate Professor, George Peabody Col- 
lege, Special Education Department, Nashville, 
Tenn. 37203 


University of Tennessee, Knoxville 


Academic year 

SpEd 4160 Education of Partially Sighted Chil- 
dren (U,G) 3 qtr. hrs. 

SpEd 4850 Eye Problems Encountered by 
Teachers of Handicapped Children 
(U,G) 3 qtr. hrs. 

SpEd 4923 Student Teaching of Partially Seeing 
(U,G) 3 gtr. hrs. 


Tuition: undergraduate in-state 
(minimum $45.00) 
graduate in-state 


imum $63.00) 


$15.00/hr. 


$21.00/hr. (min- 


undergraduate out-of-state $27.00 
(minimum $81.00) 
graduate out-of-state $35.00 (min- 


imum $105.00) 
For additional information contact: Dr. Eugene 
Doll, Department of Special Education and 


Rehab., University of Tennessee, Knoxville, 
Tenn. 37916 


TEXAS 
University of t:ouston, Houston 
Summer and Academic year 


435 Survey of the Education of Excep- 
tional Children (6/5-7/11 and 
7/16-8/21) (U,G) 3 sem. hrs. 

436 Educational Appraisal of Exceptional 
Children (6/5-7/11 and 7/16-8/1) 
(U,G) 3 sem. hrs. 

460 Visual Problems of School Age Chil- 
dren (6/5-7/11) (U,G) 3 sem. hrs. 

461 Braille (6/5-7/11) (U,G) 3 sem. hrs. 

630S Practicum in Deficient Vision 


(6/5-7/11) (G) 3 sem. hrs. 


For tuition and additional information contact: 
Alfred H. Moore, Coordinator of Special Educa- 
tion, University of Houston, 3801 Cullen Blvd., 
Houston, Texas 77004 


*The University of Texas at Austin, Austin 


Summer 

SpEd 379.6Seminar: Reading and Writing Braille 
(6/5-8/26) (U,G) 3 sem. hrs. 

SpEd 371.3 Visual Problems of Exceptional Chil- 
dren (6/5-7/15) (U,G) 3 sem. hrs. 

SpEd 371.4Special Instructional Media 
(7/17-8/26) (U,G) 3 sem. hrs. 

SpEd 374.1 Education of Children with Visual 
Disabilities: Orientation and Mobil- 
ity Problems (6/30-7/16) (U,G) 3 
sem. hrs. 

SpEd 374.2 Educational Programming and Cur- 
ricula Adaptions (including use of 
abacus) (7/17-8/26) (U,G) 3 sem. 
hrs. 

SpEd 384.1 Visual Disabilities: Problems in Use 
of Braille Codes (6/5-7/15) (G) 3 
sem. hrs. 

SpEd 384.2 Visual Disabilities: Psychological and 
Social Problems (7/17-8/26) (G) 3 
sem. hrs. 

SpEd 394.6 Internship in Special Education: Vis- 
ually Handicapped (6/5-8/26) (G) 3 
sem. hrs. 

SpEd 395.6 Research in Special Education: Vis- 
ually Handicapped (6/5-8/26) (G) 3 
sem. hrs. 
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in-state $25.00, 6 hrs., 6 wks. 
out-of-state $100.00, 6 hrs., 6 wks. 


For additional information contact: Dr. Natalie 
C. Barraga, Associate Professor, Program Coordi- 
nator for Visually Handicapped, Department of 
Special Education, Sutton Hall 205, The Univer- 
sity of Texas at Austin, Austin, Texas 78712 


Tuition: 


UTAH 
Brigham Young University, Provo 
Summer and Academic year 
TEd 360 Education of Exceptional Children 
(6/16-7/18) (U) 2 sem. hrs. 
Introduction to Teaching the Visual- 
ly Handicapped (6/16-7/18) (U) 2 
sem. hrs. 
Standard English Braille (6/16-7/18) 
(U) 3 sem. hrs. 
Pathology of the Organs of Vision 
(6/17-7/18) (U) 2 sem. hrs. 
Problems and Methods in Education 
of the Visually Handicapped 
(7/21-8/21) (G) 3 sem. hrs. 
Advanced Braille (7/21-8/21) (G) 2 
sem. hrs. 
Observation and Participation in Spe- 
cial Education of the Visually Hand- 
icapped (6/16-7/18 and 7/21-8/21) 
(G) 24 sem. hrs. 
Practicum in Special Education of 
the Visually Handicapped (6/16-7/18 
and 7/21-8/21) (G) 24 sem. hrs. 
Analysis of In-Service Problems 
Workshop: Physical Education for 
Exceptional Children (Aug. 11-20) 


Tuition is charged on a decreasing 
scale, from $72 for 2 semester hours 
to $312 for 12 semester hours. 


TEd 462 


TEd 463 
Zoo 374 


GEd 562 


GEd 563 


GEd 568C 


GEd 569C 


GEd 616 


Tuition: 


Scholarships are available for work- 
shop only. 
For additional information contact: Ruth H. 
Craig, Supervisor of Education of Visually Hand- 
icapped, 211 Training Building, Brigham Young 
University, Provo, Utah 84610 


VIRGINIA 


*Old Dominion University, Norfolk 

Summer 

SpEd 400 Survey of the Education of the Ex- 
ceptional Child (6/12-8/12) (G) 3 
sem. hrs. 

SpEd 402-3Practicum in Special Education 

(6/12-8/12) (G) 3 sem. hrs. 

Rehabilitation Techniques 

(6/12-8/12) (G) 3 sem. hrs. 

Nature and Needs of Visually Im- 

paired Children (6/12-8/12) (G) 3 

sem. hrs. 

Orientation and Mobility for Blind 

Children (6/12-8/12) (G) 3 sem. hrs. 


SpEd 501 


SpEd 561 


SpEd 562 


SpEd 563 Teaching of Reading and Writing of 


Braille (6/12-8/12) (G) 3 sem. hrs. 


Biol 551 Physiology and Diseases of the Eye 
(6/12-8/12) (G) 3 sem. hrs. 

Educ 533 Pupil Evaluation (6/12-8/12) (G) 3 
sem. hrs. 

Academic year 

Educ 472 Survey of the Education of the Ex- 
ceptional Child (G) 

Educ 533 Pupil Evaluation: Assessment and 
Recommendations (G) 

Educ 535 Research Methods in Education (G) 

Educ 557 Procedures for Teaching the Visually 
Impaired (G) 

Educ 577 Nature and Needs of Visually Im- 
paired Children (G) 

Educ 551 Physiology and Diseases of the Eye 
(G) 2 

Educ 575 Teaching of Reading and Writing of 
Braille (G) , 

Educ 479 Practicum in Visually Impaired (G) 

Psyc 402 Mental Hygiene (G) 

Educ 573 Rehabilitation Techniques (G) 

Psyc 573 Emotional Disorders of Children (G) 

Psyc 411 Psychology of Mental Retardation 
(G) 

Educ 576 Orientation and Mobility for Blind 
Children (G) 

----- Special Seminar: Low Vision Aids 
(G) 

Tuition: | $18.00/hr. for residents 


For additional information contact: Dr. Bobbe 


L. Davey, Chairman, Division for the Visually 
Impaired, School of Education, Child Study Cen- 
ter, Old Dominion University, Norfolk, Va. 
23508 


_*University of Virginia 


Summer and Academic year 


Ed 145 Introduction to Visual Impairment 
(G) 3 sem. hrs. 

Ed 146 Education of the Visually Impaired 
(G) 3 sem. hrs. 

Ed 147 Beginning Communication Skills for 
the Visually Impaired (G) 2 sem. hrs. 

Ed 148 Advanced Communication Skills for 
the Visually Impaired (G) 2 sem. hrs. 

Ed 149 Orientation and Mobility of the Vis- 
ually Impaired (G) 3 sem. hrs. 

Ed 161E Introduction to Supervised Expeii- 
ences with Exceptional Children 
(VH) (G) 2 sem. hrs. 

Academic year 

Ed 162E Supervised Practicum Experiences 
with Exceptional Children (VH) (G) 
2 sem. hrs. 

Tuition: in-state $16.00/hr. 


out-of-state $33.00/hr. 


in-state $57.50/3 hour course 
out-of-state $122.50/3 hour course 


For additional information contact: Don L. 
Walker, Assistant Professor of Education, Room 
18, Peabody Hall, University of Virginia, Char- 
lottesville, Virginia 22903 
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CONGRATULATIONS TO THE 100% MEMBERSHIP SCHOOLS! 


ARIZONA STATE SCHOOL FOR THE DEAF AND BLIND — Faculty 
Edward W. Tillinghast, Superintendent 
Betty R. Hannah, Membership Chairman 


DIAMOND HEAD SCHOOL — Faculty 
Francis S. Dunning, Principal 
Sonnie L. Zane, Membership Chairman 


FLORIDA SCHOOL FOR THE BLIND — Faculty 
Dr. William J. McClure, President 
Herbert D. Angus, Membership Chairman 


GEORGIA ACADEMY FOR THE BLIND — Faculty and Houseparent Staff 
William Lee Jones, Superintendent 
Alice H. Pursley, Membership Chairman 


INDIANA SCHOOL FOR THE BLIND — Houseparent Staff 
Durward A. Hutchinson, Superintendent 
James T. Harolson, Membership Chairman 


MARYLAND SCHOOL FOR THE BLIND — Faculty 
Herbert J. Wolfe, Superintendent 
Luther Mitchell, Membership Chairman 


NEBRASKA SCHOOL FOR THE VISUALLY HANDICAPPED — Faculty 
Jerry L. Regler, Superintendent 
Roger H. Davis, Membership Chairman 


NEW MEXICO SCHOOL FOR THE VISUALLY HANDICAPPED — Faculty 
J.D. Sneed, Superintendent 
V.E. Countz, Membership Chairman 


NORTH DAKOTA STATE SCHOOL FOR THE BLIND — Faculty 
Herbert D. Jeffrey, Superintendent 
Olga Neal, Membership Chairman 


OKLAHOMA SCHOOL FOR THE BLIND — Faculty 
V.R. Carter, Superintendent 
Letha Mae Harrison, Membership Chairman 


PERKINS SCHOOL FOR THE BLIND — Faculty and Houseparent Staff 
Dr. Edward J. Waterhouse, Director 
William F. Heisler, Membership Chairman 


SOUTH CAROLINA SCHOOL FOR THE DEAF AND BLIND — Faculty 
Dr. W. Laurens Walker, Superintendent 
David C. Champion, Membership Chairman 


VIRGINIA SCHOOL FOR THE BLIND 
William L. English, Principal 
Dr. Robert E. Bruce, Membership Chairman 
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AEVH NEWS 


Membership: Despite the fact that only limit- 
ed support could be given by an understaffed 
central office, our National Membership Chair- 
man, Dr. Robert E. Bruce, has led AEVH to 
another very successful membership year and our 
gratitude to him goes beyond words. We just 
don’t know what AEVH would do without you! 

In addition to the outstanding records of 
100% membership listed on the preceding pages, 
Honorable Mention goes to the following: 

Maryland School for the Blind enrolled not 
only 100% of its faculty, but 99% of its house- 
parent staff. 

Nebraska School for the Visually Handicapped 
enrolled not only 100% of its faculty but 84% of 
its houseparent staff. 

New Mexico School for the Visually Handi- 
capped enrolled not only 100% of its faculty but 
80% of houseparent staff. 

Iowa Braille and Sight-Saving School enrolled 
98% of its faculty and 99% of its houseparent 
staff. 

Missouri School for the Blind enrolled 90% of 
its faculty and 93% of its houseparent staff. 

Oak Hill School, Connecticut, enrolled 96% of 
its faculty. 

Overbrook School for the Blind, Pennsylvania, 
enrolled 92% of its faculty. 

Kansas School for the Blind enrolled 91% of 
its houseparent staff. 

Washington State School for the Blind enrol- 
led 83% of its faculty. 

Illinois Braille and Sight-Saving School enrol- 
led 82% of its faculty. 

Tennessee School for the Blind enrolled 81% 
of its faculty. 

AEVH expresses its deepest appreciation to 
the superintendents, membership chairmen and 
other staff who, through this membership effort, 
unit those who serve visually handicapped chil- 
dren into a single, strong body. 


Meeting of the Board: Your Board of Direc- 
tors met in Philadelphia on April 18th, for the 
first time viewing and enjoying the Association’s 
new quarters. It was agreed that ample space was 
available to handle the business of the the Asso- 
ciation and the Board members were able to see 
just where AEVH materials and equipment are 


_ stored and used. The new Addressograph is func- 


tioning well and a Magnetic Tape Selectric Type- 
writer will speed up communication. 

Because the Secretary-Treasurer, Mrs. Bauman, 
had become Executive Secretary, it was neces- 
sary for the Board to select a new Secretary- 
Treasurer as stated in the Constitution, Article 
IV. Mr. Leland C. Sanborn of Batavia, New York, 
one of your Directors, was selected to fill the 
position of Secretary-Treasurer. In his place, Mr. 
Robert Dodge, of Takoma, Washington, has ac- 
cepted the role of Director. 


There was some discussion of how your news- 
letter, FOUNTAINHEAD, could better serve the 
membership. Although several suggestions were 
made by Board members, your Editor and Board 
would welcome suggestions from the member- 
ship. Please write to us with your ideas! 

AEVH has long produced or reproduced cer- 
tain publications which first appeared as parts of 
books, as articles, or as speeches by our mem- 
bers. A study of our Publications List shows that 
some of these are now in very small supply or 
out of print, while others could be replaced with 
more recent material. This problem was turned 
over to your Publications Committee, chaired by 
Mr. John Best of the Texas School for the Blind. 
They have been asked to review the material on 
the current publications list and suggest deletions 
and additions so that this list can be a useful 
resource to all members. If you have suggestions 
for new material to go on the list, please write 
your Editor who will turn the suggestions over to 
the committee. 


Certification and Braille Proficiency: As noted 
in the previous newsletter, questions of certifica- 
tion are now being handled by Miss Judith 
James, Administrative Assistant in your central 
office. By agreement of your Board, members 
who are already certified but wish a new certifi- 
cate with the name AEVH rather than AAIB may 
obtain one by sending in a request along with 
$1.00 to cover the actual cost of the new 
certificate and mailing. In recognition of increas- 
ing costs, the charge for the taking and scoring of 
the Braille Proficiency Test will be $5.00, to be 
sent in advance, i.e., before the test material is 
sent out. 

Do not forget that certification of house- 
parents or child care workers is one of our 
important functions. Too few people are taking 
advantage of this possible step up the profes- 
sional ladder. 


Addressing and Mailing Service: In recent 
years, AEVH has performed certain services re- 
lated to mass mailing for our members. Upon 
review of the related records, your Board decided 
that this service must be limited to addressing of 
envelopes provided by the member or production 
of gummed labels in strip form. In either case, 
the charge will be $4.00 per hundred names. 


Alpha Chapter: Our first student chapter (a 
second is about to be formed!) plans a special 
sectional meeting at our next National Conven- 
tion. These very enthusiastic young people are to 
be congratulated upon their initiative and pro- 
fessional viewpoint. We are eager to encourage 
them and know that their present activities are 
preparing them for true leadership in the educa- 
tion of the visually handicapped. 


WCWB: The World Council for the Welfare of 
the Blind will meet in India next October. Our 





representative will be our First Vice President, 
Mr. Carl Davis. This international body, which 
last met in New York City, brings together the 
best thinkers, the national leaders, in all aspects 
of work with blind and visually handicapped 
people, both young and adults. We know that 
Mr. Davis will bring to their meetings a worthy 
contribution and are honored to be represented 
by him. 

Notes from the Secretary’s Desk: Your Exe- 
cutive Secretary has spent most of the time since 
the last issue of the newsletter in trying to pull 
together all the thousands of details which make 
up the running of your central office. She again 
apologizes for errors or omissions which arise 
from her inexperience and, most of all, for 
unfortunate delays which result from our having 
had only a part-time secretary for eight months. 
We still have not caught up with all the things 
which should have been done during that time 
but had to be let go from lack of staff. 

The one significant trip made by your Exe- 
cutive Secretary during this period was brief 
attendance at the CEC National Conference in 
Denver. Here valuable contacts were made, and 
your Secretary officially participated in the 
meeting of the Division for Visually Handicapped 
of CEC. Most of the time in that business 
meeting was devoted to internal problems of 
relationship with CEC but it was readily agreed 
that we should try to find more ways to work 
together and your Secretary will certainly pre- 
sent suggestions toward this end in future issues 
of the newsletter. The new President of DVH is 
Mrs. Lou Alonso, of Michigan State University, 
East Lansing, Michigan, and long a leader in 
AEVH. 


AGENCY INFORMATION 


AAWB - AEVH Braille Authority and Advi- 
sory Council: On March 12th and 13th the fol- 
lowing members of your Braille Authority and its 
Advisory Council met at the American Printing 
House for the Blind in Louisville: Dr. Berthold 
Lowenfeld, Chairman; Dr. Geraldine Scholl, Uni- 
versity of Michigan, Vice-Chairman; Dr. Natalie 
C. Barraga, The University of Texas, Secretary; 
Mr. Robert S. Bray, Chief of the Division for the 
Blind and Physically Handicapped, Library of 
Congress; Dr. Robert W. Mann, Massachusetts 
Institute of Technology; Miss Lorraine P. Murin, 
Board of Education of Westport, Connecticut; 
Dr. Abraham Nemeth, University of Detroit; Miss 
Josephine Taylor, Bureau of Education for the 
Handicapped, U.S. Office of Education; Mr. 
Bernard Krebs, Librarian of the Jewish Guild for 
the Blind, who is Chairman of the Braille Author- 
ity; Miss Marjorie Hooper, American Printing 
House for the Blind; Mrs. Maxine B. Dorf, Divi- 
sion for the Blind and Visually Handicapped, The 


Library of Congress; Mrs. Freda Henderson, Ten- 
nessee School for the Blind; Mrs. F.J. Mann, 
Johanna Bureau for the Blind, Chicago. Two 
members were absent: Dr. Douglas C. MacFar- 
land, Chief, Division of Services to the Blind, 
Social and Rehabilitation Service, HEW; and Mr. 
M. Robert Barnett, American Foundation for the 
Blind. 

Mr. Krebs, reporting for the Brailie Authority, 
indicated that while much was being accom- 
plished, there were some problems. Their work is 
done on both a volunteer and a professional 
basis. Volunteer work is inevitably at the conven- 
ience of the individuals making up committees 
while work which must be done on a professional 
or paid basis is limited by the small funds 
available. A grant of $2500 from the American 
Foundation for the Blind has been received, as 
promised, and it is understood that a like sum 
will be available upon request for the fiscal year 
beginning July 1, 1969. Other financial support 
is in very short supply. 

Although the literary code is fairly stable, 
intensive work is planned for a Textbook Format 
Committee, a Music Committee and a group 
working on mathematics. It was agreed that all 
advisory committees should be reactivated, if not 
currently active, and charged with formulating 
well-defined objectives related to specific prob- 
lems in their areas and suggesting the personnel 
and man hours necessary to complete the pro- 
posed work. When such plans are firm, a proposal 
for financial support will be prepared. 


Mobility: On January 23, 1969, the Connec- 
ticut Association of Orientation and Mobility 
Instructors was formed in order to permit prac- 
titioners of orientation and mobility in that state 
to have a forum on a state-wide level for the 
general discussion of problems in their field. 
Their goals also include the promotion of better 
understanding of the field by the general public, 
other professions and, most importantly, blind 
people. Persons interested in joining the organiza- 
tion or in learning more about it should contact 
David L. McGowan, 170 Ridge Road, Wethers- 
field, Conn. 06109. 


National Advisory Council on Education Pro- 
fessions Development: This Council, established 
by Public Law 90-35, has just produced its 
Second Annual Report under the leadership of 
its Chairman, Laurence D. Haskew. A very sig- 
nificant list of recommendations has been ad- 
dressed to the President and the Congress, affect- 
ing legislation and appropriations, the way in 
which the Federal Effort should be organized, 
problems of manpower in the field of education 
and special recommendations related to students 
from low-income families. Suggestions for re- 
search and evaluation are also made. The con- 
tents of the report are far too significant and too 
complex to attempt any real summary here but 


persons interested in a copy of the complete 
report may request it from the National Advisory 
Council on Education Professions Development, 
308 Vanguard Building, 1111 20th Street, N.W., 
Washington, D.C. 20036. 


Science for the Blind: Founded in 1955 and 
still ably led by Thomas A. Benham, Science for 
the Blind is now serving several thousand blind 
people each year. Its “Comprehensive Report,” 
just published, indicates a circulation of 24,000 
taped periodicals a year of which the following 
monthly periodicals are a sample: GENERAL 
SCIENCE MONTHLY for listeners with limited 
science background such as children studying 
science or adults who wish to update their high 
school courses; RADIO DIGEST which is a col- 
lection of articles about radio taken from se- 
lected electronic and ham radio magazines; COM- 
MUNICATIONS OF THE ACM which provides 
moderately technical articles in the computer 
field; SCIENCE RECORDED, which is made up 
of articles of more advanced scientific interest; 
TIMELY TOPICS, scientific material at the level 
of the popular reader; and selections from CON- 
SUMER REPORTS and POPULAR SCIENCE. 
Of particular interest to educators is the Chil- 
dren’s Science Series, a collection of science 
books for children age 9 through 12. 

In addition to the above publications—and the 
tremendous job of getting them out monthly to 
readers all over the country—this dynamic organi- 
zation and its tireless leader, Mr. Benham, at- 
tempts to answer every kind of scientific ques- 
tion sent to it, including the design of many 
special pieces of apparatus. In 1964 an Instru- 
ments and Aids Division was established and 
today twelve basic instruments are immediately 
available, while custom designed aids can be 
developed. Inquiries about SFB products and 
services or contributions to support its projects 
may be sent to Science for the Blind, 221 Rock 
Hill Road, Bala-Cynwyd, Pennsylvania 19004. 


Mobility Certification: The Certification Com- 
mittee for Orientation and Mobility Specialists of 
the American Association of Workers for the 
Blind is now accepting applications for the certi- 
fication of mobility specialists. Anyone seeking 
certification and desiring an application form, 
please write to Mr. Stanley Suterko, Chairman, 
Committee for Certification of Orientation 
Mobility Specialists, Western Michigan Univer- 
sity, Kalamazoo, Michigan 49001. 


Federal Funds: For those who wonder where 
all the federal funds allotted to education go, the 
April issue of AMERICAN EDUCATION gives a 
very detailed account with charts covering four 
pages. These show just how much each state is 
allotted for Fiscal Year 1969 with 36 columns of 
figures giving the details under the headings 
Elementary and Secondary Education, Voca- 


tional Education, Higher Education, Libraries 
and Community Service. 

During the fiscal year 1969, $3.9 billion was 
available, most of which was distributed to the 
states on the basis of formulas prescribed in the 
basic laws. More than half of the money is 
devoted to elementary and secondary school 
needs and, for the first time, a significant sum is 
available to states to recruit and train teachers. 

The article points out that the states have 
considerable freedom in the use of their funds 
although obviously they must function within 
guidelines set by the acts. Frequently money is 
used by one state in ways which can be of 
benefit to others. Examples of this are the use of 
federal funds to develop and publish information 
which can be used by all states, or the applica- 
tion of such funds to demonstration projects 
whose results may improve the effectiveness of 
education everywhere. 

National Braille Association: The 10th NBA 
Conference was held in Dallas, Texas May 11-14. 
The sessions were characterized by excellent and 
practical workshops to which members were 
invited to bring their problems for suggestions 
and solutions. The dinner speaker at the banquet 
on May 13th was Mr. J. M. Woolly, Superin- 
tendent of the Arkansas School for the Blind, 
Little Rock. 


Library of Congress: The recently published 
ANNUAL REPORT OF THE LIBRARIAN OF 
CONGRESS shows that services to the blind and 
physically handicapped expanded greatly during 
1968. More than 9000 new Talking-book ma- 
chines were purchased while active readers of the 
Talking-book increased from 96,000 to 114,430. 
Magnetic tape readers increased by close to 3,000 
but Braille readers actually dropped by a couple 
of hundred. 


Office of Education: An interesting activity of 
the U.S. Office of Education is their request to 
twenty major national women’s organizations to 
become, in effect, recruiting agencies to help fill 
the critical shortage in educational personnel. 
USOE officials have invited leaders of these 
women’s organizations to Washington for a con- 
ference to explore procedures through which the 
organizations might attract college educated 
women between the ages of 25 and 55 into 
classrooms. A Career Opportunities Program is 
being initiated under provisions of the Education 
Professions Development Act with the hope that 
persons with insufficient education for teaching 
may enter the schools as aides or technicians and 
later prepare for higher level careers. 

In view of the unusual needs in the area of 
education of the visually handicapped, it seems 
especially important that we be represented in 
this thinking and that the special needs of chil- 
dren with vision problems be kept before the 
planners. 


CONVENTIONS AND MEETINGS 


BVA Convention: The Twenty-Fourth Na- 
tional Convention of the Blinded Veterans Asso- 
ciation will take place in Philadelphia at the 
Warwick Hotel, August 6th through August 9th. 
The host and program committees seem to have 
done a really tremendous job of planning so 
many activities that there will not be a dull 
moment! Philadelphia’s many points of interest, 
from Independence Hall to the Zoo, have been 
woven into a pattern of tours, while reunions, 
nights of dancing and cocktail parties will 
provide gaiety to meet the tastes of all. Potential 
members who may wish further information 
should write to the Blinded Veterans Associa- 
tion, 2430 Pennsylvania Avenue, N.W., Washing- 
ton, D.C. 20037. 


NRA, ARC, and NASWHP: The 1969 Annual 
National Conference on Rehabilitation will take 
place at the Waldorf Astoria Hotel in New York 
City, November 3-5. This is a joint meeting of 
the National Rehabilitation Association, the 
Association of Rehabilitation Centers, and the 
National Association of Sheltered Workshops and 
Homebound Programs. Anthony DeSimone, RSA 
Region II Associate Commissioner, and well 
known to many of our members, will serve as the 
1969 National Program Chairman. It is anticipat- 
ed that this will prove to be the largest rehabilita- 
tion conference ever held. A preliminary program 
is promised by August and will be reviewed 
briefly in the next issue of FOUNTAINHEAD so 
that our members may determine whether mate- 
rial of interest to them will be presented. 

Under a program section entitled “Paper Pre- 
sentations” papers on any topic related to re- 
habilitation may be presented, the prepared 
paper to be limited to 15 minutes with an 
additional five minutes allowed for discussion. 
NRA, ARC, or NASWHP members who wish to 
present papers should send summaries of not 
more than 500 words to Prof. Patricia J. Living- 
ston, Rehabilitation Counseling Program, School 
of Education, New York University, 34 Stuy- 
vesant Street, New York, N.Y. 10003. 


Call for Papers: The National Association for 
the Education of Young Children will hold its 
annual convention in Salt Lake City, Utah, 
November 12-15, 1969. They state that they 
would welcome program participants from our 
Association since they wish to cover the broad 
field of research and development activities in 
Early Childhood Education. They particularly 
solicit the following types of presentation: re- 
search reports, demonstrations of instructional 
methods, and descriptions of materials and 
methods and their development and use. They 
would like to cover all curriculum areas, welcome 
papers about teacher training, about administra- 
tive programs such as efficiancy studies, and about 


the organization and implementation of com- 
munity programs. Papers related to the identi- 
fication and/or development of emotional, social, 
cognitive and physical characteristics are also 
welcome. . 

Members who might be interested in pre- 
senting papers at this convention should obtain a 
Program Recommendation Form by writing to 
Miss Mary Gay Hatch, 1050 University Club 
Bldg., 136 East South Temple, Salt Lake City, 
Utah 84111. 

National Federation of the Blind: The 1969 
Convention of the NFB will be held in Columbia, 
South Carolina, during the week of June 30th. 
Headquarters hotel will be the Wade Hampton 
and this hotel has the advantage of being located 
in the heart of downtown Columbia as well as 
directly across from the very handsome State 
Capitol Building, one of the most historic in the 
south. The host organization, the South Carolina 
Aurora Club, has made extensive plans for the 
pleasure as well as edification of those attending 
the convention and all can count on an outstand- 
ing demonstration of Southern Hospitality! For 
further information contact the President of the 
Aurora Club of the Blind, Miss Lois V. Boltin, 
c/o Seibels, Bruce and Company, 1501 Lady 
Street, Columbia, S.C. 29201. 


EQUIPMENT AND MATERIALS 


Technical Advances: Your Editor is grateful to 
Harry J. Friedman, Manager of Howe Press, 
Perkins School for the Blind, for the following 
notes from technical journals: 

From Design News comes an article on the 
modification of standard tools so that they can 
be used without vision. Included are a sensor 
probe, a means for measuring small distances, 
and a device for measuring time in a laboratory 
or industrial setting where exactness is necessary. 
The article also describes the procedure for dis- 
pensing accurate volumes of liquid by use of a 
graduated pipette. A graph plotter for blind 
persons is also pictured. The main point of this 
article is how readily these devices can be de- 
veloped from standard material and how readily 
they can be used by sighted workers as well as 
the blind person. However, many of the ideas 
would not be new to a technical person of any 
sophistication. 

From Product Engineering comes an article on 
a turbine bus in which we may be riding some- 
time in the early 1970s. In addition to being very 
attractive and well appointed for any rider, this 
bus will have braille readouts to identify each bus 
stop. The bus will be easier to enter or leave and 
it is even possible to drop its front end as much 
as three inches for easier boarding where there 
are no curbs. The interior will be carpeted, music 
will be piped throughout the vehicle, and there 


will even be zone heating so that the side of the 
bus upon which the sun beats down will not be 
hot while the shady side is too cool! 

From several sources we hear of a tiny and 
comfortable electronic device which senses light. 
It is a photo-diode-based probe which can readily 
be worn on the tip of one finger and which is 
powered by a battery. Originally designed to 
meet the needs of a blind employee assigned to 
monitor a control console, it has also been used 
by blind switchboard operators with great suc- 
cess. 

Several machines for reading ink print are also 
described, but as has been so true for devices of 
this type in the past, the procedure is very slow, 
difficult to master, and would be pretty awkward 
and distracting to someone who really had to 
learn from his reading. Mr. Friedman warns us 
not to raise our hopes too high on the basis of 
these reports. 


Perkins Brailler: Howe Press, the manufacturer 
of the Perkins Brailler, has announced an increase 
in price from $90 to $100. Although Howe Press 
is a non-profit organization and provides braille 
material and educational appliances for the blind 
at cost, steadily rising costs in labor and materials 
have necessitated this price increase, the first in 
13 years. 


Telephone Aids: The manufacturers suggest 
that the following two items might be especially 
useful to blind people: 

Prestodial provides a bank of 36 telephone 
numbers on discs cut by the individual owner. By 
moving a selector to the desired name, which 
could be in braille, pushing a button dials the 
phone automatically. Cost $121.95. 

Prestocall is an adaptation to a single number, 
a small gadget which can be attached to your 
phone so that every time you push its button. 
that one number is automatically dialed. Cost 
$59.95. 

Both are available from International Diversifi- 
cations, Inc., 4941 Tracy Avenue, Kansas City, 
Missouri 64110. 


MISCELLANEOUS 


Adoption: Many will be interested from the 
point of view of a compelling personal story, 
others may be interested in relation to rulings on 
adoption itself, in the story of Norma Claypoole 
and her adopted daughter. The story appears in 
the April 1969 issue of REDBOOK, page 96, 
under the title, “We Do Not Cry.” Miss Clay- 
poole is a blind woman who met a very neglected 
and therefore retarded blind child in the course 
of her work. As her teaching led the child to 
develop into a very delightful youngster, she and 
the child also developed an affection for each 
other. It was not chiefly the blindness of both of 
these individuals which stood in the way of adop- 





tion, but the fact that Miss Claypoole is un- 
married. The fact that court rulings have now 
made this adoption possible, at least in Pennsyl- 
vania, may represent a significant breakthrough 
for other blind children. 


Detecting Liquid Level: The January 1969 
(Vol. LIII No. 621) issue of “The Journal of 
Blind Welfare” includes on Page 10 a very in- 
teresting brief discussion of how to detect the 
level of liquid in a container, one of the perennial 
problems of blind people. Simple procedures 
include listening for the variation in sound as the 
container fills, judging by weight, or counting as 
one pours. The article also suggests two ways in 
which a light probe can be used and describes the 
most favorable circumstances under which each 
method can be effective. For persons who need, 
perhaps in their work, a still more accurate 
measuring device, an electronic liquid detector 
has been developed. The device operates on the 
same basic principle as a rain warning device and 
is hung on the side of the container by prongs 
which also act as electronic detectors. When any 
conducting liquid touches the prongs, a warning 
note is sounded, indicating the level reached. The 
device is battery operated and prongs can be of 
different lengths to meet the individual need. 
Orders or requests for further information should 
be sent to Mr. Jeffrey Burndrett, 247 Elgin 
Avenue, Maida Vale, London W9, England. 


Evaluation of Plans for Teaching Partially See- 
ing Children: In the February 1969 issue of 
Exceptional Children, an article by Thomas M. 
Stephens and Jack W. Birch discusses the merits 
of the special class, the resource room, and 
itinerant plans for teaching partially seeing chil- 
dren. They review the pertinent literature which, 
in fact, is not extensive, and find the results of 
various studies rather inconsistent. Also, it is 
quite clear that some of the differences measured 
between children in various educational plans is 
the result of selection rather than the result of 
the effectiveness of the educational plan. It is 
also clear that many school districts serve so few 
visually handicapped children that they may not 
be able to provide an ideal plan even though they 
might be convinced of its value. For example, the 
resource room plan requires a moderate number 
of partially seeing children in one school, a 
condition which does not often exist. The 
authors conclude that most of the literature 
represents opinions, not research and that the 
little available research noes not yield sufficiently 
consistent results to make a clear advantage for 
any one plan. 


Music: The Louis Braille Foundation for Blind 
Musicians, Inc., announces the appointment of a 
Technical Advisory Committee, with members as 
follows: Mrs. Janeice Avery Connard, Braille 
Music Specialist, Library of Congress; Mr. James 





Hayes, Director, Department of Music, Connec- 
ticut Institute for the Blind; Miss Muriel Mooney, 
Instructor, New York State School for the Blind; 
and Mrs. Mary K. Warren, Instructor, Illinois 
Braille & Sightsaving School. Anyone interested 
in further information about this organization 
and its services should write to: The Louis Braille 
Foundation for Blind Musicians, Inc., 112 East 
19th Street, New York, N.Y. 10003 


Summer Reading Program: Reading for fun — 
and possibly also for enlightenment — can be one 
of the most delightful ways to spend a summer 
day or evening. It is good to know that the 
regional libraries of the Division for the Blind 
and Physically Handicapped recognize the 
tremendous part they can play in bringing this 
special form of delight to visually handicapped 
youngters. Some of the regional libraries have 
maee elaborate plans to keep children reading by 
developing key themes, individual services, and 
even by providing transportation through groups 
of volunteers. 

Some libraries are providing special displays to 
entice the youngters into the libraries while 
others have worked out ways to reach out to 
young readers in places too distant to make 
coming to the library easy. Of course we are well 
aware of the possiblity of using the mails to take 
the books to the children but direct contact with 
the regional library may be a motivating ex- 
perience and make books even more attractive to 
the child. 

For the many teachers, counselors and parents 
who are looking for good suggestions for summer 
activities, keep your regional library in mind as a 
rich resource. If your particular library does not 
already have special plans for summer activities, 
perhaps you can influence them in that direction. 
The Division for the Blind and Physically Handi- 
capped, Library, of Congress, Washington, D.C. 
20542 can give further information and help to 
you and to the locai librarian. Do not hesitate to 
write to them for ideas. 


PERSONNEL 


Retirement of an Honored Colleague: Dr. W. 
Laurens Walker has announced his retirement as 
Superintendent of the South Carolina School for 
the Deaf and the Blind after 43 years of con- 
tinuous service in this field, 38 of those years as 
head of the Cedar Spring School. Dr. Walker is an 
outstanding member of an equally outstanding 
‘family, the fourth generation to direct this 
school. In 1931, when the present Dr. Walker 
took over leadership of the school, there were 
300 students, a faculty of 32, and an operating 
appropriation of $105,000. In the 1968-69 year, 
there were 550 students, 236 employees of 
which 99 were faculty, and an appropriation of 
nearly a million and a half. It may be equally 
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interesting to note that the average salary paid a 
teacher when Dr. Walker became Superintendent 
was $915 per year, whereas the average salary for 
the current school year is $5,800. In these years, 
fourteen new buildings have been added to the 
campus while others have been renovated. Obvi- 
ously these have been busy years for Dr. Walker 
while, for the school, they have been years of 
growth and great progress. 


Director: Salaried Executive Director needed 
by large volunteer organization in the Midwest; 
involved in the transcriptions of materials for the 
Blind and Visually Handicapped. Contact Box 
No. 10, 1604 Spruce Street, Philadelphia, Penna. 
19103. 


Psychologist-Counselor: A very interesting and 
challenging position is available at the South 
Dakota School for the Blind, with variety in 
responsibilities and opportunities for original 
thinking and organizational skill. Contact Mr. 
George N. McCrea, Superintendent, South 
Dakota School for the Blind, State Street and 
17th Avenue, Aberdeen, S.D. 57401. 


Rehabilitation Teacher: Applicant must have a 
college or university degree, preferably in social 
studies, have a command of braille, typing and 
some crafts, know personal and household 
management, and have a general knowledge of 
eye diseases relative to remedial eye care. A 
visually handicapped person with teaching ex- 
perience is preferred. Area to be served, Mercer 
County, Pennsylvania. Station wagon and driver 
are furnished. Salary - $7,200 a year with incre- 
ments of $300 per annum for 3 consecutive 
years; $5,000 life insurance with medical 
benefits. Apply to Mercer County Branch, Penn- 
sylvania Association for the Blind, 69 So. Oak- 
land Avenue, Sharon, Penna. 16146. 


PUBLICATIONS 


The Prevention of Juvenile Delinquency: A 
Selected, Annotated Bibliography: In a society 
where juvenile problems seen to grow at a threat- 
ening rate, we may all be interested in the 
literature on prevention of delinquency listed in 
this publication. The bibliography was compiled 
by Lincoln Daniels, Children’s Bureau, in 1968 
and covers the years since 1960. It may be 
ordered from the Superintendent of Documents, 
U.S. Government Printing Office, Washington, 
D.C. 20402. Price: 30c for single copies with a 
discount of 25% on lots of 100 or more to one 
address. 


Teacher’s Guide to Working with Parents: For 
many teachers, one of the most difficult as- 
signments is a conference with parents. Complete 
as the teacher’s training may be in areas related 
to children, their psychology, their learning abil- 
ities, their interests, few have been trained at all 





effectively to meet parents, to explain to them, 
persuade them, inform them and often to guide 
them. Yet this may be one of the most important 
ways to help children. 

Consequently many teachers will be interested 
in a new book, ELEMENTARY TEACHER’S 
GUIDE TO WORKING WITH PARENTS, by Dr. 
Helen Heffernan and Dr. Vivian Edmiston Todd. 
The book describes the many ways in which the 
home can influence the learning of the child and 
the behavior of that child in school, goes on to 
give practical guidance in very specific situations, 
such as building confidence between parent and 
teacher, answering difficult questions, helping 
the parent to identify the child’s problems. The 
content is organized around examples of problem 
children and also includes suggestions for dealing 
with many of the problems directly with the 
children. Available from the Parker Publishing 
Company, Inc., West Nyack, N.Y. 10994. Ten 
day examination period without charge. Price 
Su595) 


Career Decisions: This is the title of an excel- 
lent little booklet just published by the National 
Vocational Guidance Association, and written by 
Dr. Delmont K. Byrn. It is designed to be placed 
in the hands of teenagers who are approaching 
career decisions. There have, of course, been a 
good many booklets of this kind over the years, 
many of them quite good. What makes CAREER 
DECISIONS unusual is its practical blending of 
the more commonly discussed areas of test re- 
sults, academic ability, and job content with the 
concern for values uppermost in the minds of 
many young people today. In simple and direct 
terms, Dr. Byrn deals with the importance of 
values as standards which unify the individual’s 
behavior and enable him to relate with con- 
fidence to other persons and to society. He 
discusses the importance of personal morality on 
the job and comments upon the many kinds of 
reward an individual may find in his work. 

The booklet is available from the National 
Vocational Guidance Association, 1605 New 
Hampshire Ave., N.W., Washington, D.C. 20009. 
The price of single copies is 50c; quantity dis- 
counts are available upon request. 


Teaching the Retarded Visually Handicapped: 


‘Special note should be made of the publication 


of a book by one of our members, Donna L. 
Bluhm, a teacher at the Royer-Greaves School 
for Blind. TEACHING THE RETARDED 
VISUALLY HANDICAPPED — INDEED THEY 
ARE CHILDREN appears at a point in our 
development as a profession when increasing 
attention is being given to the multiply handi- 
capped child and more and more educators are 
asking for help in meeting the increasing pro- 
blems presented by larger numbers of these 
children in our schools. The book is highly 





practical since it covers not only the basic aca- 
demic subjects and such standard areas as hand- 
work and teaching braille, but also living skills 
and many activities which assist the child to 
develop socially and emotionally into a total 
person. Nor is recreation forgotten, contributing 
not only to the happiness of the child but to his 
awareness of his environment and his control of 
himself in relation to that environment. It is 
suggested that the book will be especially valua- 
ble to the inexperienced teacher, and an excel- 
lent special area supplement to already establish- 
ed texts on mental retardation and blindness. 
Publisher: W. B. Saunders Company, London, 
Philadelphia, Toronto. 127 pp. $4.50. 


For Childcare Workers: A segment of our 
membership too often left unserved by the litera- 
ture, the houseparents or childcare workers, may 
be interested in an article on the important part 
they play in the sensory training of children. 
Written by John B. Mordock and Vito J. Selva- 


~ ggio, “The Childcare Worker and Sensory Train- 
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ing” discusses the importance of activities out- 
side the regular classroom. Goals include the 
development of self-help skills, coordination and 
manual dexterity, communication skills, and 
desirable personality qualities. Some very specific 
suggestions are made and while these are especial- 
ly pointed toward retarded children they apply 
to many problems we must meet. Published in 
FORUM, available from the Devereux Founda- 
tion, Devon, Pennsylvania 19333. 


Studies of Rehabilitation Counseling: In 1963 
a Regional Rehabilitation Research Institute was 
established at the University of Wisconsin with 
the specific purpose of carrying on a program of 
core research on functions of the DVR coun- 
selor. Since that time, the excellent work of their 
staff has made significant contributions to know- 
ledge of the counseling process and how it affects 
the rehabilitation of individual clients — many of 
them graduates of classes and schools for the 
visually handicapped. 

During 1968 ten monographs were produced, 
copies of which may be obtained directly from 
the Institute. For a list of the available publica- 
tions and a form to be filled out in order to 
obtain copies, write to The University of Wiscon- 
sin, Rehabilitation Research Institute, Master 
Hall, 415 West Gilman Street, Madison, Wiscon- 
sin 53706. 


Research Relating to Children: One of the 
most comprehensive resources for persons writ- 
ing papers in any way related to children, or for 
anyone wishing to keep aware of studies being 
made in this field is that outstanding Govern- 
ment publication, RESEARCH RELATING TO 
CHILDREN. The latest issue, Bulletin No. 23, 
has just been announced, covering research re- 
ported from January through August 1968. 





Some earlier issues, going back to 1964, are still 
available for nominal cost. Write Superintendent 
of Documents, U.S. Government Printing Office, 
Washington, D.C. 20402. Cost of Bulletin No. 
23, $1.75. 


Members of Congressional Committees: A 
special supplement of the WASHINGTON RE- 
PORT for March-April 1969 lists the membership 
for the 91st Congress of committees which 
handle legislation affecting programs for blind 
persons. This could be an important reference to 
all in our field who are interested in furthering 
the education of visually handicapped children 
through legislative means — and who is not? For 
copies, write to The American Foundation for 
the Blind, 15 West 16th Street, New York, N.Y. 
10011. 


Survey of Blind Children in England and 
Wales: In a slim volume of only 43 pages, Dr. 
Shirley R. Fine gives a very detailed description 
of blind and partially sighted children in England 
and Wales. The study included 817 children in 
the 20 special schools for the blind and 1,374 
children in the many special schools and classes 
for the partially sighted. Although much of the 
information about the early characteristics and 
experiences of these children was obtained from 
the records, each child was then discussed with 
his teacher and observed both in class and at 
play, and a few children were given psychological 
tests. 

On the ophthalmological side, Dr. Fine pre- 
sents a discussion of the clinical diagnoses of 
these children, the etiology of their visual pro- 
blems, and the record of their acuity. For chil- 
dren born between 1951 and 1955, 38.4% were 
blind as a result of retrolental fibroplasia, a 
number more than twice as great as the next 
highest percentage. For children born in the 
following five years, the RLF percentage drops 
to 10.8, while optic atrophy and cataract take 
over as the major causes of blindness. 

Mobility was evaluated by teachers and by the 
investigator, then correlated with intelligence. 
The results point to a very significant positive 
relationship in that good mobility was directly 
related to good intelligence, although there were 
also clear relationships with amount of vision and 
with age and experience. It was also noted that 
the boys tended to have some advantage in 
mobility. 

The I.Q. distribution for the group is pulled 
toward the ends of the distribution, especially 
toward the low end, with rather high percentages 
in the dull group for both the RLF group and 
those with optic atrophy. As has so often been 
suggested by previous studies and by simple 
observation, children blinded as a result of tumor 
of the eye tend to fall in the higher ranges of 
intelligence. 
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In the schools for the blind, mannerisms were 
very frequent: 45 per cent of the children were 
affected and in many cases more than one man- 
nerism was observed. Again the RLF children 
were most frequently affected. The data on this 
point is unsually detailed, and relates each man- 
nerism to the year of the child’s birth and to the 
diagnosis of his visual difficulty. It is also noted 
that while mannerisms appear throughout the 
whole range of intelligence, they are most fre- 
quent among those of less than average mental 
ability. 

The relationship between attitudes of the chil- 
dren and their home environment was studied 
and while unfortunate home circumstances were 
found to have measurable effects on the children, 
it was surprising to find many children un- 
daunted by unhappy home conditions. However, 
a rather large number of emotionally disturbed 
children was found. 

Anyone interested in the mass of data result- 
ing from this study should write for “Blind and 
Partially Sighted Children,’ which may be pur- 
chased from Her Majesty’s Stationery Office, 49 
High Holborn, London W.C. 1. Price $1.20. 


Guide to Agencies: Most of our members are 
undoubtedly very familiar with the quite com- 
plete guide to schools and agencies serving blind 
and visually handicapped persons, published and 
constantly updated by the American Foundation 
for the Blind. However, from time to time we 
would like an easy reference to that broader 
group who serve exceptional children in general. 
The April issue of EXCEPTIONAL CHILDREN 
provides just this. More than ten pages of the 
publication are devoted to listing and describing 
the agencies and organizations concerned with 
exceptional children. Enough information is 
given about each one so that the reader can 
determine to which to turn for solution of a 
specific problem. In addition, several pages are 
given to a listing of those agencies and organiza- 
tions which provide consultative services, direct 
services, scholarship aid, training of personnel, 
etc. 

The publication, EXCEPTIONAL CHIL- 
DREN, is the official journal of the Council for 
Exceptional Children and can be ordered by 
writing to them at 1201 Sixteenth Street, N.W., 
Washington, D.C. 20036. 


Institute Proceedings: In April of 1968 a 
group of persons was invited to participate in an 
Institute on Continual Services for the Multi- 
Handicapped Blind. This institute was held in 
Scranton, Pennsylvania, under the sponsorship of 
the Rehabilitation Services Administration and 
the University of Scranton. The proceedings of 
this meeting are now available and provide an 
interesting summary of thinking about the multi- 
ply handicapped blind child and adult. Copies of 


this “Report of Proceedings” may be obtained 
from Dr. J. A. Szuhay, University of Scranton, 
Scranton, Pennsylvania 18510. 


Curriculum for the Multiple Handicapped: In 
recent years concern for the multiple handi- 
capped blind child has doubled or tripled because 
of the increased demands for service to such 
children. The many teachers, administrators, or 
others responsible for programs in this demand- 
ing area might find it both very interesting and of 
great practical use to read “A Developing Curri- 
culum’’, a statement by the Royer Greaves 
School concerning its policies, what it teaches 
and how it teaches. 

This school was one of the first anywhere to 
be established specifically for the mentally re- 
tarded and otherwise multiple handicapped blind 
child. With 48 years of experience behind it 
under the devoted guidance of Mrs. Jessie Royer 
Greaves, this school might be able to contribute 


much that is highly practical to the planning of 


new and less experienced groups. 

The publication is a 14-page booklet which 
briefly describes the school, indicates its basic 
program, and describes in some detail their goals 
and procedures under such headings as Self-Help 
in general and specifically in eating and dressing, 
Occupation which is an application of training 
and skills, Locomotion, Communication, Self 
Direction, Socialization, and Release Time Ac- 
tivities. Persons interested in obtaining a copy of 
“A Developing Curriculum” may write to Anna 
C. Perry, Director of Education, Royer Greaves 
School for Blind, 118 S. Valley Road, Paoli, 
Pennsylvania, 19301. 


International Publications: An international 
publisher and book seller has entered our field in 
an attempt to fill what he describes as a gap in 
exchange of information about the problems of 
the visually handicapped on an international 
basis. He proposes the following: (1) The publi- 
cation of an international bibliography of the 
partially sighted which will be in card form. Each 
card will carry an exaet reference, indicate where 
the book may be found, and give the translation 
of the title in three languages. He states that the 
collection of references now contains some 2000 
items from all parts of the world, that it will be 
complete by the end of this year but will be 
brought up to date on a regular time schedule 
through the years. (2) Publication of a series of 
books on the visually handicapped, always with 
either complete translation or summaries in dif- 
ferent languages. (3) Publication of an in- 
ternational journal concerning the partially 
sighted, again with translations or summaries in 
different languages. (4) Production and distribu- 
tion of teaching material for the partially seeing. 
(5) Distribution of professional literature and 
teaching material in special education. 
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This is to be a non-profit venture but the 
interest and support of workers in our field is 
solicited. Those interested in having more in- 
formation about the project or wishing to 
express their support should communicate with 


G. Schindele Verlag, 7501 Neuburgweier/ 
Karlsruhe, Alte Rheinstr. 13 a, Western 
Germany. 


Attention, all Cooks: And teachers of cook- 
ing! The Campbell Soup Company has made 
available a new cookbook with 50 simple recipes 
in both braille and large print. Write to Volun- 
teers Service for the Blind, 332 South 13th 
Street, Philadelphia, Penna. 19107. Free. 


RECORDINGS 


Recorded Journal Discontinued: We are sorry 
to hear that the January-February issue of the 
JOURNAL OF REHABILITATION was the last 
to be recorded for blind readers. Unfortunately, 
only a small number of recordings were sub- 
scribed which made the cost per record very 
high, and the financial support which National 
Rehabilitation Association had been receiving to 
support this project has terminated. It is reported 
that new sources of financing were sought with- 
out success. While we feel that one of the reasons 
for under-subscription was that the availability of 
the JOURNAL in recorded form was not well 
known, we do recognize that costs can be pro- 
hibitive when only a few people are served. We 
are grateful for the consideration given blind 
readers at least for a little while. 


Electronic Video Recording: Just demonstrat- 
ed to the public is a new development of CBS 
Laboratories which promises to bring highly 
specialized video tapes within the reach of every 
classroom through Electronic Video Recording 
(EVR). Although the totally blind child would of 
course be limited to the sound portion of EVR, 
the flexibility and practical advantages of this 
system immediately bring to mind many exciting 
possibilities. The possibility that EVR is finan- 
cially within the range of every school, perhaps 
of every classroom, raises our hopes for its 
usefulness. 

EVR film is very thin, is dual-tracked, and 
carries its sound in parallel lines on a magnetic 
track, along with two rows of visual frames. The 
company states that although the film is so tiny, 
the image reproduces with sharper definition and 
clarity than a conventional television picture and 
it reproduces through any ordinary television set! 
The circular EVR cartridge, which holds the film, 
is only seven inches in diameter and has a 
maximum capacity of 750 feet of film, less than 
3/8 inch in width. This is the equivalent of 
180,000 picture frames or 50 minutes of pro- 
gramming. 





To translate the film into a television picture, 
one must have the EVR player which is described 
as being, in size, about as large as an overstuffed 
briefcase, highly portable and very simple to 
operate. A lead from the player is easily attached 
by handclips to the external antenna terminals of 
the television set and may be attached to any 
number of sets so that the program can reach 
many children who might have to cluster close to 
each set in order to see the picture. Then the 
EVR cartridge is placed on the player, the tele- 
vision set is turned on to a channel that is not 
broadcasting, and the player starter button 
pushed. The film automatically threads itself past 
an electronic sensor that converts the film image 
to electrical impulses and then transmits these 
impulses, along with the sound, into the televi- 
sion set. The player features buttons for speedy 
forward and rewind, a fingertip adjustment for 
slow scanning of individual sequences, and by 
depressing a Still button, the viewer can study 
individual frames as long as desired. 

Since transmission to the set is direct, there is 
no blurring or interference. Nor is there any 
projector noise to distract or to reduce the 
effectiveness of comments from the teacher, and 
since the system can be operated in normal light, 
special viewing rooms, etc., are unnecesary. 

CBS anticipates that EVR will be especially 
useful in the classroom where it will be far more 
flexible than present educational television pro- 
grams. ““The teacher can select the program, play 
it at the moment of his own choosing, replay it 
at will in whole or in part, interrupt it for 
comments.” Thus he can integrate educational 
films into the flow of his classwork, can preview 
and choose, or stop the program to answer 
questions or for general discussion. It would even 
be feasible to show films to individual students 
and the equipment will be so easy to operate that 
even rather young students could benefit without 
supervision. 

EVR cartridges are already considerably more 
economical than conventional film and store in 
so small a space that schools can build their own 
libraries. It is hoped that some day it may be 
possible to have an entire encyclopedia in EVR 
cartridges stored in a space no bigger than a 
single paperback book, vivid motion pictures of 
the circulation of the blood or how a nuclear 
reactor works! 


RESEARCH 


Glue — The Newest Surgical Tool: One of the 
most interesting additions to the surgeon’s re- 
sources is glue, a liquid adhesive called n-heptyl- 
cyano-acrylate. Through a technique developed 
by Dr. S. Arthur Boruchoff, Clinical Associate in 
Ophthalmology at Harvard University, a tiny 
drop of this glue can be used to plug corneal 
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perforations. The adhesive is applied with a 
special applicator stick and is pressed to the 
cornea for about ten seconds. The. stick is re- 
moved and as soon as the adhesive touches the 
cornea it polymerizes and bridges the perfora- 
tion. 

Dr. Boruchoff has used this procedure with 17 
patients with a variety of conditions which had 
caused corneal perforations or lacerations. He 
believes it offers great promise as a substitute for 
sutures and is considering its possible use in 
cataract surgery. The method has some real 
advantages since it requires only a topical anes- 
thetic, can be performed in a very few minutes, 
and can be used with ambulatory patients in a 
clinic. 

Retinoblastoma and Intelligence: Educators of 
visually handicapped children have long noted 
that children whose blindness results from retino- 
blastoma seem brighter and quicker mentally 
than the average blind child. At last there is an 
excellent study of this subject, first reported in 
“Archives of Disease in Childhood,” Volume 43, 
No. 228, April, 1968, and now reproduced in 
briefer form in “The Teacher of the Blind,” 
Volume LVII, No. 2, January 1969. 

The author of the study is the well known 
Myfanwy Williams who studied a total of 50 
retinoblastoma subjects and compared them, on 
the Williams Intelligence Test, with 74 blind 
subjects not suffering from retinoblastoma and a 
small sample of normally sighted children. The 
mean I.Q. for the retinoblastoma subjects was 
119.72 while the mean for the non-retinoblas- 
toma blind subjects was 102.81 and that for the 
sighted subjects was 102.67. The difference in 
favor of the retinoblastoma subjects is highly 
significant. Miss Williams suggests various reasons 
which might partially explain this superiority but 
far more study would be required for a full 
understanding of this unusual phenomenon. 


NOTE: Your present issue of Fountain- 
head is brief but we hope that you will 
remember that the January/February is- 
sue was 24 pages in length. 
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AEVH NEWS 


Plans for the 1970 Membership Year: 
We are indeed very fortunate that Dr. 


Robert Bruce of the Virginia School for 


the Blind is willing, again, to act as our 
Membership Chairman for the 1970 year. 
Dr. Bruce brings to this task not only 
dedication and a gift for the management 
of infinite details, but an experience 
which it would be difficult to duplicate. 

A new membership brochure has been 
designed, seeking to put across the con- 
cept of stable professional values for 
which AEVH has stood for more than a 
hundred years, illuminated by fresh, 
young ideas to meet the needs of today’s 
children in a society vastly different from 
that, known to the founders of the In- 
structors of the Blind (the original name 
of our organization). The education of 
blind children has come a long way up 


the professional ladder since 1853 but 
AEVH has not only kept pace — often it 
has been the originator of change and the 
leader in the fight for constant im- 
provement. We want our membership 
brochure to put this idea across. As usual, 
Dr. Bruce will seek the assistance of local 
membership chairmen in every school and 
state but every member can make a con- 
tribution. 


A Message from Dr. Bruce: Each year, 
September through December are the 
months in whith AEVH- carries on its 
membership campaign to secure renewal 
of members and to obtain new members. 

Education is essential in achieving the 
understanding which can bring sympa- 
thetic response, so vital to success. 
Building a better future through edu- 
cation therefore is today’s challenge to 


each one of us working in the field for 
the visually handicapped. If each one 
does not become concerned about his 
part and about the present and future of 
youngsters under his direction, he cannot 
expect the miracle of having others in his 
community do the job of education, re- 
habilitation and restoration for him. 

It is significant that over the years the 
Association for Education of the Visually 
Handicapped continues to be among the 
very first in improving education for vi- 
sually handicapped youth. We who work 
in this specialized field need to broaden 
our knowledge and skills to help the 
students toward educational achievement, 
social competency and economic in- 
dependence.When more people are brought 
into the central core of the Association, 
the individual member increases in value 
through raising his professional status. 

AEVH has two outstanding publica- 
tions: EDUCATION OF THE VI- 
SUALLY HANDICAPPED nd _ the 
FOUNTAINHEAD. These journals enable 
one to grow professionally and to keep 
up with the latest information pertaining 
to the field of the visually handicapped. 

Much has been accomplished and with 
your personal membership MUCH MORE 
will be accomplished. Each individual owes 
something to the upbuilding of the profes- 
sion in which he works. Invest in the future 
to insure better educational conditions for 
the visually handicapped children. The an- 
nual $15 membership is really only 4.11 
centsaday . . .yes, less thana nickela day! 
You need AEVH in your work and AEVH 
needs you in its work. 

For a most attractive brochure ex- 
plaining in more detail the functions of 
AEVH in which is also included an en- 
rollment Membership form, please write 
to Mrs. Mary K. Bauman, Executive Se- 
cretary, 1604 Spruce Street, Philadelphia, 
Pennsylvania 19103. A nickel postcard 
will carry your request to us; do it today! 
Join AEVH! 





Western Regional Conference: The 
first AEVH Regional Conference in the 
far west will take place November 7th 
and 8th, 1969, in Los Angeles, California. 
The Conference Co—Chairmen are Miss 
Dorothy Misbach of Sacramento, and 
Miss Joan Sweeney of Los Angeles, both 
Consultants in Education of the Visually 
Handicapped for the State Department of 
Education in California. 

They have chosen the Biltmore Hotel 
in Los Angeles as the place of the con- 
ference and are planning an outstanding 
meeting with nationally known speakers 
on Orientation and Mobility, Com- 
munication skills of the Visually Hand- 
icapped, Instructional Procedures for 
Children with Low Vision, Pre— 
Vocational Training for the Visually 
Handicapped, and Programs for the 
Multiply Handicapped, including the 
Deaf-Blind. 

Although the location is especially de- 
signed for members in the far west, all 
AEVH members, all educators of the 
visually handicapped, are welcome and it 
is believed that they will find much in- 
formation which will enhace their pro- 
fessional competency. More specific in- 
formation regarding program content 
may be obtained by writing to Miss 
Dorothy Misbach, Consultant, Education 
of the Visually Handicapped, California 
State Department of Education, 721 


Capitol Mall, Sacramento, California 
95814. 
Career Days: With the financial 


support and sponsorship of the American 
Foundation for the Blind, AEVH is ac- 
tively planning two Career Days for the 
spring of 1970. In both cases, the plan is 
to serve a geographical region which has 
not previously had a Career Day close 
enough to make it easy for children to 
attend. Also, in both cases, the activity 
will occur off the campus of a residential 
school and in a city where it is hoped that 


many visually handicapped children in 
public school classes can be served. 

One Career Day will be in Atlanta, 
Georgia, under the chairmanship of Mr. 
Lee Jones, our Second Vice-President, 
and Superintendent of the Georgia 
Academy for the Blind. This is planned to 
serve, especially, children from Georgia, 
Florida, South Carolina, North Carolina, 
Alabama and Tennessee. The Planning 
Committee will be made up of re- 
presentative persons from those states 
and an effort will be made to let every 
teacher, counselor, and administrator 
working with visually handicapped youth 
in those states know of the event. 

The second Career Day will probably 
be held in Seattle, Washington, and will 
be designed to serve young people in 
Washington, Oregon, Idaho, Montana, 
and western Canada. Youth from more 
distant states, including California, will 
also be welcome. It is hoped that Mr. 
Charles Woodcock, Superintendent of 
the Oregon School for the Blind, will act 
as Chairman of the Planning Commiitee 
for this event in the Northwest. 

In both cases, your Executive Se- 
cretary will act as the AEVH liaison and 
your national office staff will do the 
actual work of organizing and running the 
Career Day. Since many of our speakers, 
talking about job content and work ex- 
periences, must come from outside the 
academic field, we call upon the rehabili- 
tation agencies of the involved states for 
much assistance. A successful Career Day 
is a rather complex event, requiring the 
support of many people, not only in 
bringing together the speakers and re- 
source panels but in making sure that 
every young person who can benefit has 
the opportunity to attend. 

We especially ask the assistance of 
teachers and school staff in all the states 
named in reaching the young people who 
should be invited. If you work with one 
or more such youth, won’t you tell them 


now that the Career Day is being planned 
for next spring. As soon as exact dates 
and places are chosen, FOUNTAINHEAD 
will again give you that information so 
that you can alert your students and their 
families. Encourage these young people 
to learn more about the world of work, 
their own abilities and the appropriate 
opportunities for future training and em- 
ployment. Encourage them to attend a 
Career Day! 


Convention 1970: The SOth Biennial 
Conference of AEVH will be held in New 
Orleans, Louisiana, June 28 through July 
2nd, 1970. Although this may seem a 
long way off, time has a way of passing so 
quickly that we are beginning active de- 
velopment of the program and of host 
activities. 

The Chairman of the Program Com- 
mittee is Mr. Carl Davis, our First Vice 
President. I know that he would welcome 
suggestions from all members. Please 
write your ideas to him at Perkins School 
for the Blind, Watertown, Mass. 02172. 

For the moment no Chairman has yet 
been chosen for the Host Committee and 
your Executive Secretary and national 
office staff are taking certain beginning 
steps which seem necessary at this time . 
We particularly ask the assistance of 
members who live near New Orleans since 
a host committee is usually based on 
geographical nearness to the conference. 
However, your Executive Secretary 
would like to hear from any member 
interested in having a part in this activity. 
Please drop a note to your national office 
address indicating what part you would 
like to take. We need lots of help! 

Any group of members who wish to 
call a special meeting for any purpose are 
asked to plan this for Monday or Tuesday 
evening of the Conference week. Please 
send your request for time and space and 
for listing on the program, if desired, to 
Mr. Carl Davis at the above adress. 


Board Meeting: The annual meeting of 
the AEVH Board of Directors will be held 
in Louisville on October 18th. Any mem- 
ber wishing to bring business to the atten- 
tion of the Board should clearly state the 
matter in writing and send it to Mrs. Mary 
K. Bauman, Executive Secretary, Associa- 
tion for Education of the Visually Hand- 
icapped. 1604 Spruce Street, Phila- 
delphia, Penna. 19103, before October 
1Sth. 


AGENCIES 


New Services At APH: In the past few 
months the American Printing House for 
the Blind has instituted two new services 
which are designed to supplement its tradi- 
tional activities of providing Braille and 
large type materials. 

Thermoforming of Hand-transcribed Paper 
Manuscripts: 

About eight years ago, the Printing 
House set up its Central Catalog of Volun- 
teer-produced Textbooks in order to help 
prevent needless duplication of Braille 
books by volunteers throughout the coun- 
try. This service has required the whole- 
hearted cooperation of volunteer services 
throughout the country, for which the 
Printing House is very grateful. In addition 
to Braille transcriptions, the reports also 
include those for large type and recording, 
both tape and disc. Currently, the Catalog 
contains about 30,000 separate entries. 

The institution of the Central Cata- 
logue has brought additional problems to 
the volunter groups through requests for 
loan of their masters, either for direct use 
by students or for the manufacture of 
thermoform copies, and many volunteer 
transcribing agencies now find it im- 
possible to keep up with the demands. As 
an additional help, and in order to make 
it possible to supply thermoform braille 
books on quota account, arrangements 
are now being made for the volunteer 
agencies to put their braille paper masters 


on permanent deposit with the APH. All 
masters received are checked to see that 
no pages are missing, the volumes are in 
order, etc., and that proper catalog re- 
cords are established for each title. A 
printed catalog for those masters now in 
hand is being prepared to be available free 
of charge, with supplements to be issued 
from time to time as needed. Referral 
records in the APH Central Catalog of 
Volunteer Produced Books are also being 
altered as masters are received to give 
reference to the APH thermoforming ser- 
vice, rather than the original volunteer 
source of the masters. 

Prices for this service, which can be 
charged either to quota accounts, or on 
an accounts-receivable or cash basis, have 
been established based on the number of 
pages per individual volume of a title. 
Such prices include not only thermo- 
forming, but binding in heavy jute covers 
with ink-print and Braille identification 
thereon, and using plastic-ring elements. 

Requests for the catalog, with a 
schedule of prices and further details, 
should be sent to the American Printing 
House for the Blind, 1839 Frankfort 
Avenue, Louisville, Kentucky 40206. 
Short-run Large Type Editions: 

In an endeavor to meet the need for a 
very few number of copies of large type 
textbooks, the Printing House has also set 
up facilities for the production of such 
materials in short runs of from 1 to 25 
copies. As with other materials manu- 
factured at the Printing House, it will be 
possible to charge the costs of such books 
to quota accounts, as well as to purchase 
them on an accounts-receivable or cash 
basis. 

Briefly stated, the process used 
permits a maximum blow-up of 1% times 
the original page size, with the final page 
size limited to 11% x 18 inches depending 
upon the size of the original page. Thus, 
the maximum type size possible for an 
individual title will vary depending upon 


the size of the original type. Further, no 
touch-ups of copy are possible, and pro- 
blems of colored and fuzzy backgrounds, 
etc., cannot be eliminated. This means 
that not every text will produce a high 
quality product through this process. 
However, it is most suitable for many 
types of materials. 

Those interested in submitting books 
for reproduction on this basis, should 
send two completely clean copies to the 
Printing House together with a request 
for estimates on the number of copies 
they desire. Estimates of prices will then 
be submitted to the prospective customer 
along with samples of actual pages to 
show possible quality of production. 
Currently orders will be accepted for as 
little as one copy. For APH address, see 
preceding section. 


Congratulations: We all join in con- 
gratulating the Illinois Braille and 
Sightsaving School, one of the recipients 
of the Golden Lamp Award for 1969. 
This award is presented each year to the 
educational institution, among other 
agencies, with the most distinguished 
achievment in Institution Training Pro- 
grams, in the State of Illinois. 

We also congratulate four schools for 
being the first to receive the approval of 
the National Accreditation Council: 
Arkansas School for the Blind, Little 
Rock; the Maryland School for the Blind, 
Baltimore; Ohio State School for the 
Blind, Columbus; and Oregon State 
School for the Blind, Salem. Previously 
accredited institutions in the field have 
been multi-purpose local voluntary a- 
gencies. All schools and agencies that 
receive favorable action on applications 
for accreditation made before the end of 
1970 become Charter Members as well as 
Accredited Members of the Council. 


The Boston Center for Blind Children: 
This Center recorded a new milestone in 
May by becoming the nation’s first a- 


gency exclusively serving handicapped 
children to be awarded fully accredited 
membership in the Child Welfare League 
of America. The Board of Directors of 
the Child Welfare League, which is the 
national standard setting body for ser- 
vices to children, approved accreditation 
at its May meeting. 

The Boston Center for Blind Children 
was founded in 1901 as the Boston Nur- 
sery for Blind Babies. The private, non- 
profit organization changed its title in 
1963, as part of its continuing response 
over the years to the changing needs of 
the community. 

Presently the Center offers three major 
programs, each including the services of a 
professional team including social work- 
ers, educators, child care workers, pe- 
diatricians, clinical psychologists, child 
psychiatrists, and other specialists, as 
needed. One fundamental program is that 
of assistance and guidance provided by 
the Center in the home to parents of 
children with visual problems. The ad- 
dress of the center is 147 S. Huntington 
Avenue, Boston. 


CONVENTIONS AND MEETINGS 


World Council for the Welfare of the 
Blind: The fourth General Assembly of 
the WCWB will take place October 6 
through October 18, 1969, in New Delhi. 
It is anticipated that more than 250 
representatives of fifty countries will at- 
tend. Our own AEVH representative will 
be our First Vice President, Mr. Carl 
Davis. 

The general assembly will meet at the 
Vigyan Bhavan in New Delhi at the in- 
vitation of the National Association for 
the Blind of India, with the concurrence 
of the Government of India. The major 
theme of the assembly meeting will be 
The Blind in an Age of Science ... 

The far East Regional Office of the 
American Foundation for Overseas Blind 


hopes that many delegates will also be 
able to visit them in Kuala Lumpur, 
Malaysia. This very active organization 
publishes a Newsletter which may be 
received upon request to: Newsletter 
Editor, P.O. Box 2285, Kuala Lumpur, 
Malaysia. 


Programmers Workshop: The Com- 
mittee on Professional Activities of the 
Blind of the Association for Computing 
Machinery will hold a workshop in Cle- 
veland, Ohio, on October 9 through 11. 
The meeting will include programmers 
themselves, their employers, and mem- 
bers of agencies and other supporting 
groups which, of course, includes many 
schools. The purpose of the workshop is 
to provide an opportunity for discussion 
of the training, placement, and general 
problems of the blind programmer. This 
conference is open to all, and requests for 
further information should be made to 
A.F. Collard, Conference Chairman, at 


Eastern Airlines, Inc., Miami  In- 
ternational Airport, Miami, Florida 
33148. 


Conference on Frequency Controlled 
Speech: The Second Louisville Con- 
ference on Rate and-or Frequency Con- 
trolled Speech will be convened at the 
University of Louisville on October 22, 
23, and 24, 1969. The Conference pro- 
gram will include reports of basic research 
concerning the perception of time and-or 
frequency controlled speech, technical re- 
ports concerning the production of time 
and-or frequency controlled speech, and 
reports of practical applications of such 
speech in educational, industrial, and 
other settings. 

Reports made at the Conference will 
be published in a volume of Conference 
proceedings. In addition to the Conference 
program, there will be an exhibit area, 
where several devices and methods for the 
time compression or expansion of re- 
corded speech may be examined. Also, 


for those who lack a background in the 
terminology and concepts related to rate 
controlled recorded speech, a workshop 
will be held on the evening of Wednesday, 
October 22. : 

Unfortunately, no funds are available 
to reimburse those who attend the Con- 
ference as observers. Because of limited 
space, it will be necessary to restrict 
attendance. Those wishing to attend the 
Conference as observers should write to 
Dr. Emerson Foulke, Department of 
Psychology, University of Louisville, 
Louisville, Kentucky 40208. Requests will 
be honored on a first-come, first-serve 
basis. 


National Braille Association: The next 
meeting of this group, an organization for 
the advancement of volunteer service for 
blind people, will be held October 26 
through 29, 1969, in Wichita, Kansas. 
Anyone desiring additional information 
should write Mrs. Herman Lass, 5300 
Hamilton Avenue, No. 804, Cincinnati, 
Ohio 45224. 


Conference on Rehabilitation: The 
three major professional associations in 
the field of rehabilitation will join in 
holding their annual conferences at the 
Waldorf-Astoria Hotel in New York City 
November 3 through 5, 1969. They are 
the National Rehabilitation Association, 
the Association of Rehabilitation Centers, 
and the National Association of Sheltered 
Workshops and Homebound Programs. 

Although members of these associa- 
tions are concerned chiefly with rehabilita- 
tion as it relates to employment and under 
some state or federal regulations may not 
work with children under the age of 16, 
planning, research reports, and other de- 
velopments reported at these meetings are 
of great concern to students in their later 
teens and, of course, as they become 
adults. Many schools work very closely 
with the representatives of state or local 
rehabilitation agencies and educators and 


rehabilitation workers have many pro- 
blems in common. 


Lodging Industry Conference: Hotel 
and motel managers from four states met 
with rehabilitation specialists last June in 
New York City to evaluate joint efforts o- 
ver a two-year period to hire visually handi- 
capped personnel in the lodging industry. 
Special emphasis was placed on the need to 
analyze the jobs that visually handicapped 
persons can handle without special aids or 
discomfort on the part of management. 
The meeting was sponsored by the Ameri- 
can Foundation for the Blind and the A- 
merican Hotel and Motel Association. 
Ralph E. Beistline, rehabilitation specialist 
with the Bureau of Visually and Physically 
Handicapped in Harrisburg, Pa., pointed 
out that complete hotel job information 
combined with knowledge of the capabili- 
ties of handicapped workers makes place- 
ment possible. Indeed, this looks like a ver- 
y promising field for many young people 
with service-oriented interests and less 
than professional ability. Speaking for the 
hotel operators, William E. Ricco, Director 
of Personnel of the Plaza Hotel in New 
York City, emphasized the manpower 
shortage in the hotel-motel industry. Don- 
ald G. Jaeckel, a visually handicapped ho- 
tel manager for the Johnstown Motor Inn, 
Johnstown, New York, spoke from his 
own experience in encouraging direct and 
consistent communication between hotel 
personnel and rehabilitation counselors for 
the best possible placement of visually 
handicapped workers. 


EQUIPMENT AND MATERIALS 


New Concepts in Sand and Water Play 
for Handicapped Children: The rehabilita- 
tion benefits of sand and water are now 
available to handicapped children through 
newly-developed “play troughs” intro- 
duced by the Playgraound Corporation of 
America, Long Island City, N.Y. 

Called Martian Canals, these rugged 


and colorful units are designed to permit 
the handicapped youngster to exercise 
and extend his functional ability through 
confidence-building, successful play. 
When constructing sand forms, floating 
objects, and dabbling in either medium, 
the child is developing his visual-motor 
coordination and dexterity. In addition, 
he is liberating his creative imagination 
for emotional and mental advantage. 

Unlike conventional sand boxes, the 
fiberglass troughs are scaled to let young- 
sters play with sand or water without 
physically entering them. When mounted 
on legs of any specified height, or placed 
on tables or ground level, Martian Canals 
are conveniently reachable by wheelchair 
and ambulatory children of all ages. Since 
it may be both awkward and unsanitary 
for the handicapped to play bodily in 
sand boxes, these troughs reduce frus- 
tration and minimize health hazards. 

Five to ten children can play at each 
unit, which in turn can be used in any 
combination. Arrangements are dictated 
by the shape of the site, and add-on sec- 
tions can be ordered to meet future re- 
quirements. Martian Canals can be used 
alternately for water play by filling the 
troughs by pail or hose. Costs range from 
$85.00 to $145.00 per unit, with dis- 
counts if purchased in basic groups of 
three or more sections. Additional infor- 
mation is available from the Playground 
Corporation of America, 29-16 40th A- 
venue, Long Island City, N.Y. 11101. 


Sand: Sand as a medium for educating 
visually handicapped students is also re- 
commended by one of our members. Mr. 
Lynn Brooks, of Napa, California, says 
we seem to be overlooking a common 
inexpensive tool, known as the sand 
table. All schools have access to sand, and 
for years this has been a form of therapy 
and recreation. Sand is not only available, 
but is relatively inexpensive, therefore 
culturally deprived areas as well as the 


most wealthy districts can use sand as a 
teaching technique. Here are a few 
examples of how sand can be applied to 
the learning situation in either a regular 
classroom, or a resource room: 


Elementary Social Studies: In the phase 
of the curriculum which includes the 
study of city or farm, the use of the 
sand table will assist in literally making 
a tangible layout of a farm or a city. 
Elementary Arithmetic: One can apply 
the practice of multiplication by placing 
marbles or other items in rows in the 
sand in the simulation of planting a 
garden. 
Geography: You can produce the San 
Francisco Bay, Panama Canal, Hudson 
Bay, etc. and illustrate the way rivers 
run in various states. If the table is 
waterproof, you can even use water. 
Geometry: The teacher, without any 
specified equipment, can draw or make 
geometrical planes or three dimensional 
figures. ) 
Handwriting: Here the _ kinesthetic 
method can be put to use. The advan- 
tage here is that the teacher can quickly 
make a pattern for the student to 
follow. 
History: Battlegrounds and important re- 
lationships can be seen more clearly if 
they are mocked out in_ the sand. This 
will be a type of added enrichment 
which will help to take the place of 
pictures in regular textbooks. 
Mobility: Here again, one can teach not 
only directions such as angles, inclines, 
dips, but one can quickly make a layout 
of streets or new surroundings. You can 
use blocks, cans, small branches, to re- 
late obstacles or represent buildings. 
There are a variety of techniques 
which will make sand more useful as an 
educational medium. Working with wet 
sand will help it to hold a more distinct 
form for a longer period of time. You 
can also use various accessories, match 


box models, and plastic models to help 
illustrate the point you are teaching. As 
an inexpensive material, it can greatly 
enrich the curriculum and lives of 
visually impaired students. 


Wireless Headphones: High _ per- 
formance wireless headphones for use 
with classroom or learning table in- 
duction loops, and a companion loop 
wiring kit, have been introduced by 
3M/Wollensak. 

The highly sensitive headphones (M- 
odel A-0512) are rugged and lightweight 
(14 ounces). The finely adjustable 
earcups, and easily-cleaned and _ re- 
placeable trapezoidal vinyl foam ear 
cushions, provide maximum student 
comfort and listening isolation. They are 
powered by a standard nine-volt tran- 
sistor radio battery. A long-life battery 
will last for a typical school year. 

The induction loop wiring kit 
(Wollensak Model A-0520) includes 200 
feet of Scotchflex brand adhesive-backed 
flat cable, corner covers, jack plate, and 
patch cord for connecting the loop to 
the speaker or headphone output of any 
standard classroom tape recorder. The 
cable and mounting accessories can be 
installed without tools or professional 
labor. 

For further information write to 3M 
Company, 3M Center, St. Paul, Minn. 
Sue, 


Standards for Reading Materials: The 
National Accreditation Council For 
Agencies Serving the Blind and Visually 
Handicapped has announced that it is 
developing standards for the production 
of reading materials in braille or other 
tactile form, in recorded form, and in 
large type. 

According to NAC, the rapid pro- 
liferation of reading materials in all 
three forms has made more urgent the 
long-standing need for standards in this 
area. The Reverend Thomas J. Carroll, 


executive director, Catholic Guild For 
All The Blind, Newton, Massachusetts, is 
chairman of the project. He has outlined 
a program calling for study, field ex- 
ploration, and consultation with a 
variety of experts. 

Draft standards will be submitted to 
a large group of knowledgeable persons 
for review and will then be discussed at 
a national conference of leaders in the 
field before adoption by NAC’s Com- 
mission on Standards. Particular 
attention will be paid to provisions for 
change as technical improvements are 
perfected. 


Professor Ray Trautman of the Co- 
lumbia University School of Library Ser- 


vice is special consultant to the project. 


RESEARCH 


Retinoblastoma: Many psychologists 
and teachers who have worked with 
children whose blindness resulted from 
retinoblastoma have noted the very high 
percentage of mentally superior children 
in this group. Perhaps this stands out 
especially because it is rather rare to find 
any relationship between cause of blind- 
ness and general mental ability. However, 
in part because the number of children 
with bilateral blindness from _ ret- 
inoblastoma is small, the ordinary worker 
in any school for the blind, whether 
residential or day classes, finds it im- 
possible to make a real study of these 
children because he does not know 
enough of them to make his work statisti- 
cally sound. 

Your June issue of FOUNTAINHEAD 
briefly mentioned one of the few real 
studies in this area, that of Myfanwy 
Williams. However, even this work, ex- 
cellent in many ways, does not consider 
all the possible relationships implied. 

Now, under the direction of Dr. Ros- 
well Eldridge, Head, Section on Genetics 
in Epidemiology of the Epidemiology 
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Branch, NINDB, of the National In- 
stitutes of Health, a much more complete 
study is proposed. Dr. Eldridge will study 
not only children who are bilaterally 
blind - the children we usually see in our 
work - but also those who are unilaterally 
blind from this cause. He hopes to enlist 
the participation of 20 to 30 families in 
combined genetic and psychometric 
studies, comparing the I.Q.s of unilateral 
and bilateral RB patients with those of 
unaffected siblings. He also needs the 
cooperation of 15 to 20 children or 
young adults who were sighted at birth 
but who lost their vision abruptly shortly 
thereafter for a reason other than retino- 
blastoma; this is his control group. 

Dr. Eldridge will be contacting many 
schools and agencies for the blind in the 
search for an adequate number of retino- 
blastoma patients and the control group. 
Many of you may, therefore, be hearing 
from him shortly. We hope that you will 
give him every possible assistance in the 
hope that his research may throw light 
upon and possibly lead to the elimination 
of this cause of blindness. 


Rubella Vaccine: All too painfully 
aware of the crippling effects of rubella 
for children whose mothers suffer this 
disease during the first trimester of preg- 
nancy, those in work with visually hand- 
icapped children should be the first to 
rejoice that, last June, the first vaccine 
was licensed in the United States. We can 
hope that within a few years rubella 
victims will become as rare as RLF 
children born in the last decade. The first 
license went to Merck Sharp and Dohme 
but it was anticipated that other vaccines 
would also be approved soon. 

Meanwhile, an excellent article on 
rubella children and their handling 
appeared in CHILDREN, May-June 1969. 
Written by Dr. Janet B. Hardy of the 
John Hopkins University School of 
Medicine, it is based on her own studies 


of the effects of the disease in the 
Baltimore area, one of the hardest hit 
areas in the 1963-64 epidemic. The article 
not only clearly describes the congenital 
rubella syndrome, but discusses the 
danger of infection, and the ideal team 
treatment of the unfortunate child. Es- 
pecially important is the evidence that 
susceptibility among mothers varies 
greatly from time to time in one geogra- 
phical area, and at the same time in 
different geographical areas. Constant 
awareness and defense are necessay. 


RECORDINGS 


Voices of History: This new album 
should be of special interest to schools 
since the narration, by Alexander 
Scourby, is aimed strictly at young 
people. The “voices” presented are those 
of Franklin Delano Roosevelt, Harry S. 
Truman, Dwight D. Eisenhower, John F. 
Kennedy, Douglas MacArthur and Adlai 
E. Stevenson. Reviews indicate that the 
material is well written and relevant. 


Recording for the Blind: A survey by 
the Board of Directors of Recording for 
the Blind, Inc. shows that by early 1970 
76% of borrowers of tapes will have tape 
recorders capable of playing 1 7/8 ips 2 
and 4-track tape. However, among 
students in junior and senior high school, 
only about 66% will have this equipment. 
This could create problems for teachers 
and pupils since Recording for the Blind 
has announced that effective January 1, 
1970 student copies of completed titles 
from their Master Tape Library will be 
supplied only on 1 7/8 ips 4-track tape, 
5” reels (4 hours of reading material). 
Student copies of books being recorded 
on request will be supplied on 1 7/8 ips 
2-track tape, 5” reels (2 hours of reading 
material). 

The reasons for this decision are 
chiefly economic. The number of books 
circulated during the fiscal year which 
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ended June 30, 1969 increased by 36% 
over the preceding year with consequent 
strain on the operational budget. A 50% 
increase in use of taped books is antici- 
pated for the present year. Further in- 
formation may be obtained from Re- 
cording for the Blind, Inc., 215 East 58th 
Street, New York, N.Y. 10022. 

At a televised White House ceremony 
on May 19th, President Nixon presented 
the 1969 RFB Scholastic Achievement 
Awards. This year’s SAA recipients were 
Judith Anne Dent, of Fontbonne College, 
St. Louis, Missouri; David S. Mischel, of 
Trinity College, Hartford, Connecticut; 
and James W. Selby III, of Tulane Uni- 
versity, New Orleans, Louisiana. Two of 
these young people graduated first in 
their classes, the third was in the upper 
5% and has received a fellowship for 
advanced work. 


LEGISLATION 


Action in the House: Over the 
summer, financial support for the various 
educational programs benefitting hand- 
icapped children has had some bad 
moments. Requests for money originate 
with the Bureau for Education of the 
Handicapped (BEH), go through the Bud- 
get Bureau of Health, Education and 
Welfare (HEW) and finally get to the 
House Appropriations Committee by way 
of the President’s Budget request. Out of 
nine programs for which BEH made 
requests, six were cut by the HEW Budget 
Bureau, and all but that for Preschool 
Education were cut further in the Presi- 
dent’s Budget Request. 

However, largely as a result of the 
concerted efforts of parents, educators, 
and interested Congressmen, the House, 
on July 30th, passed an amendment pro- 
posed by Representative Hugh L. Carey 
of New York, to raise the total appro- 
priation for Educational Improvement of 
the Handicapped from $85 million to 


$100 million. Unfortunately, as a result 
of a technicality in the language, none of 
this will go to PL 89-10 (Title VI-A), 
Grants to States, which, as it stands, is 
almost $5 million below the sum BEH 
and HEW think is needed. 

There is still a chance to save Title 
VI-A in the Senate and many hope that 
when the Senate considers HR 13111 
they will provide at least the $34 million 
requested by BEH and HEW. But they are 
not likely to do so unless every interested 
person in the field reminds his Senator 
that this is important. 

We, in work with the visually hand- 
icapped, might be regarded as having a 
special stake in this bill for in presenting 
his amendment to the House of Re- 
presentatives Mr. Carey opened his re- 
marks with: “Mr. Chairman and Members 
of the Committee, we could call this 
amendment by many names. It might be 
called the rubella amendment. About 
1965 we had an onset of German measles 
which vastly increased the population of 
deaf and blind children, with the result 
that all the money in the bill could be 
spent for those children and it would not 
be too much.” 

Will you not also speak from your 
experience, from your sense of need, for 
the children in our care? 


PUBLICATIONS 


Welcome To Two New Publications: 
The summer issue of REHABILITATION 
DIGEST was the first of a new publi- 
cation of the Canadian Rehabilitation 
Council for the Disabled. Planned as a 
quarterly journal, the purpose of this 
publication is stated as: “‘to reflect the 
hopes and aspirations of the voluntary 
sector interested in the problem of dis- 
ability.” This is clarified by the state- 
Meh te the responsibility of go- 
vernment is quite properly that of pro- 
viding the basic and necessary health, 
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welfare and education services which im- 
pinge upon the lives of all its citizens. The 
responsibility of the community, through 
its network of local organizations, is to 
meet the needs of special groups.” The 
first issue carries news of past and coming 
events, and features sections from three 
speechs by public officials. For further 
information write: Canadian Rehabili- 
tation Council for the Disabled, 165 
Bloor Street East — Suite 303, Toronto, 
5, Ontario, Canada. 

April 1969 presented the first issue of 
EXCEPTIONAL CHILD EDUCATION 
ABSTRACTS. Also scheduled as a 
quarterly, this journal will contain ab- 
stracts stored in the computer file of the 
CEC Information Center and is designed 
to serve administrators, teachers, re- 
searchers, teacher educators, students, 
and others seeking information about 
gifted and handicapped children. There 
will be abstracts of research reports, 
journal articles, curriculum guides, teach- 
ers’ activity manuals, administrative sur- 
veys and guidelines, texts for pro- 
fessionals, and literature for parents and 
the beginning student. Included is a 
Subject Index where matching of num- 
bers will make it possible to identify 
documents dealing with a combination of 
concepts and, hopefully, eliminate many 
hours of library searching. For a first 
Basic Subscription, the annual rate for 
four issues is $50; however, any organi- 
zation wishing two or more subscriptions 
may order the Supplementary Subs- 
criptions for half price. Write to EX- 
CEPTIONAL CHILD EDUCATION A- 
BSTRACTS, the Council for Exceptional 
Children, Box 6034, Mid City Station, 
Washington, D.C. 20005. 


Medical Dictionary: The DORLAND 
BRAILLE MEDICAL DICTIONARY is 
now available at the American Printing 
House for the Blind — a valuable resource 
for medical transcribers many of whom 


were compelled, up to this time, to try to 
develop their own dictionaries. A com- 
mittee is now working on a braille medi- 
cal speller, also initiated by the Hadley 
School for the Blind and being developed 
by the American Printing House for the 
Blind. For further information write The 
Hadley School for the Blind, 700 Elm 
Street, Winnetka, Illinois 60093. 


New Directory of Agencies: The six- 
teenth edition of the “Directory of 
Agencies Serving the Visually Hand- 
icapped in the United States” has been 
published by the American Foundation 
for the Blind. 

The new directory lists the name, 
address, executive, and services of nearly 
every agency for the visually handicapped 
in the country. The directory has been 
redesigned for the first time in many 
years to make possible easier location of 
agencies, their addresses and services. 

Larger pages, the use of more readable 
type, and a complete survey of all the 
agencies make for easy and efficient use 
of the directory. There is a complete 
index, and helpful cross _ references. 

The directory is available at $6.00 
per copy from the American Foundation 
for the Blind, 15 West 16th Street, New 
York, N.Y. 10011. The price includes the 
cost of quarterly correction lists. 


New Materials Available From BEH: A 
number of recent publications by the 
Bureau of Education for the Handicapped 
may be of interest to teachers and school 
administrators: © 

“Programs for the Handicapped’, 
published in May, presents a progress 
report for Fiscal Year 1968 of edu- 
cational programs for handicapped 
children in state-operated or supported 
schools. In 1965 Congress provided 
Federal funds through Public Law 89-313 
in order to permit versatile development 
and expansion of many educational serv- 
ices. This report shows that out of a total 
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allocation of $24,746,993 visually hand- 
icapped children received $2,002,858. 

“Some Questions and Answers” con- 
cerning Vocational Education Act pro- 
visions for the handicapped, Public Law 
90-576 presents a practical interpretation 
of related rules and regulations. 

To know more about the many on- 
going projects around the country, you 
may turn to “Abstracts from Approved 
Projects with Emphasis on Vocational 
Education for the Handicapped Under 
Office of Education Programs Ad- 
ministered by Bureau of Education for 
the Handicapped,’ a 22-page com- 
pendium. If additional information about 
a particular project is desired, the listing 
indicates to whom to write. 

A copy of a news release, dated June 
1, 1969, gives information about the 
eight regional Centers to serve deaf-blind 
children in 41 states. Five operational 
centers will be: Alabama Institute for the 
Deaf and Blind in Talladega; California 
State Department of Education in Sacra- 
mento; Perkins School for the Blind, 
Watertown; the New York Institute for 
the Education of the Blind, Bronx; and 
Washington State School for the Blind, 
Vancouver. In addition, fifteen states will 
be involved in the programs of three 
planning Centers: Michigan State School 
for the Blind, Lansing: Callier Hearing 
and Speech Center, Dallas; and Colorado 
State Department of Education in 
Denver. 

A copy of a 36-page publication is also 
available giving “Policies and Procedures, 
Centers and Services for Deaf-Blind 
Children.” This covers the Elementary 
and Secondary Education Act, Title VI, 
Part C. 

Available, also, is a brief report of the 
Media Services and Captioned Films 
Branch of the Bureau of Education for 
the Handicapped. This office provides a 
free-loan service of selected films for deaf 
persons. 


Single copies of any of the above 
publications may be obtained free by 
writing to the Bureau of Education for 
the Handicapped, U.S. Office of Edu- 
cation, 7th and D Streets, S.W., Wash- 
ington, D.C. 20202. 


Central Catalog Supplement No. 1 
Published: The First Supplement to the 
Central Catalog of Volunteer Produced 
Books has been published by the In- 
structional Materials Reference Center at 
the American Printing House for the 
Blind. 

This Supplement No. 1, which con- 
tains new listings reported from Sep- 
tember 1968 to January 1969, was 
mailed to all of those who received the 
original Print-out. 

Also, the Center has published the new 
Educational Aids for Visually Hand- 
icapped Catalog. This catalog is generally 
a listing of tactile aids and materials 
designed specifically for the visually 
handicapped. Copies have been mailed to 
Ex-Officio Trustees of APH, IMC Di- 
rectors and Agencies for Education of 
Visually Handicapped. 

Other persons who desire copies 
should write to the Instructional Materi- 
als Center, American Printing House for 
the Blind, 1839 Frankfort Avenue, Louis- 
ville, Kentucky 40206. 


Library of Congress to Add Music 
Journal to its Talking-Book Record 
Collection: The Division for the Blind 
and Physically Handicapped at the 
Library of Congress has recently included 
Music Journal magazine in its collection 
of talking-book records for the Library’s 
blind and physically handicapped readers. 

The Music Journal features articles 
written by eminent musicologists, com- 
posers, and conductors, of interest to 
both student and layman. The Articles 
deal with such topics as the “pop” field 
and the role of music in history, therapy, 
and education. Also included are reviews 
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of books and records (classical, folk, and 
Opera) and news of concerts and music 
festivals. 

Eligible readers interested in receiving 
Music Journal talking-book magazine, 
which is issued 10 times a year, may write 
to Mary Mylecraine, Music Services Unit, 
Division for the Blind and Physically 
Handicapped, Library of Congress, 
Washington, D.C. 20542. 

With the availability of Music Journal, 
The number of talking-book magazines 
offered to handicapped readers now 
stands at more than 20. The books and 
magazines made available by the Division 
are general in scope, ranging from titles of 
current and popular interest to classics 
and vocational and practical materials. 
Individual titles of special or limited in- 
terest—recorded on tape by volunteers— 
supplement the talking books on disc. 

Those who wish to receive this service 
should obtain a brief statement certifying 
the characteristics of their physical 
disability from a competent authority; in 
cases of total blindness, a statement 
signed by a prominent member of the 
community is acceptable. The statement 
should be sent to the regional library for 
the blind in the person’s locality or to the 
Library of Congress. 


Catalogue of Braille Music Supple- 
ment: As of April 1969, a Supplement to 
the Catalogue of Braile Music has been 
made available. Roughly fifty additional 
titles are listed in the following areas: 
Woodwind Ensemble, Cello, Clarinet, 
Flute, Classical Guitar, Horns, Organ, 
Piano, Trumpet, and Vocal. Anyone 
desiring a copy may write to 6th District 
CCPT Braille Transcription Project, North 
Branch, P. O. Box 326, Los Altos, Cali- 
fornia 94022. 

Also available is the Fourth Supple- 
ment to the Braille Music Catalogue of 
the Royal National Institute for the 
Blind, obtainable by writing to that 


organization at 224 Great Portland Street, 
Longon WIN 6AA. From this same source 
it is possible to obtain the 1968 Supple- 
ments to their Catalogue of Braille Books 
and Catalogue and Price List for Appara- 
tus and Games. 


The Recorded Aid For Braille Music: 
This is a series of instructional packages 
designed to assist blind and _ partially 
sighted music students. Each package 
features a well known composition at the 
Junior high school level, and consists of 
four parts: a tape recording of the se- 
lection, a braille transcript, a large print 
transcription, and a publisher’s print 
edition. Composition for all types of in- 
struments are available. The tape first 
presents short segments of the solo at a 
reduced tempo, then the entire solo at 
correct tempo, and finally the solo with 
piano accompaniment. Anyone interest in 
obtaining these instructional packages on 
free loan should write: Music Services 
Unit, Division for the Blind and Physi- 
cally Handicapped, Library of Congress, 
1291 Taylor Street, N.W., Washington, 
D.C. 20542. 


New Aids Catalogue: In its 42 pages 
the 1969-70 Aids and Appliances Ca- 
talogue, published by the American 
Foundation for the Blind, contains nearly 
300 items, from brailled watches to an 
audible Scout compass, all designed to 


reduce the inconveniences of blindness. 


One new item in the catalogue is an 
insulin syringe with an adjustable positive 
stop. Inadequacies in previous insulin 
syringes prompted the designing and 
manufacturing of a safer implement 
specifically for blind diabetics. The 
syringe must be ordered through a doctor 
who ‘sets_the positive stop at the exact 
dosage for his blind patient. 

Other aids such asthe Scout compass 
and carpenter’s level utilize sound instead 
of touch, emitting a high-pitched tone 
that stops only when the compass points 
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north or the carpenter’s level is even with 
the ground. 

All items in the aids and appliances 
program are sold at cost. Free catalogues 
may be ordered by writing the American 
Foundation for the Blind, 15 West 16th 
Street, New York, N.Y. 10011. 


Information on Programming: A 
factual, well written booklet, worth 
adding to any career library, is 
SELECTION, TRAINING AND PLACE- 
MENT, a publication about programming 
as a career for blind persons. It is pro- 
vided by the Committee on Professional 
Activities of the Blind of the Association 
for Computing Machinery and may be 
obtained by writing to Dr. Theodor D. 
Sterling, Dept. of Applied Mathematics 
and Computer Sciences, Washington 
University, St. Louis, Missouri 63130. 


Braille: A new Monograph, based on 
several years of study of the braille 
system as a communication process, has 
been published by the American Founda- 
tion for the Blind. 

The new publication, “Perceptual 
Factors in Braille Word Recognition,” is 
the work of Carson Y. Nolan, director, 
and Cleves J. Kederis, research associate, 
Department of Educational Research, A- 
merican Printing House for the Blind, 
Louisville, Kentucky. 

The primary finding of the study, 
according to M. Robert Barnett, exe- 
cutive director of the American 
Foundation for the Blind, is that the 
braille code is perceived one character, or 
cell, at a time—a subject which has often 
been debated. 

The 178-page monograph details and 
sumarizes nine research studies. The re- 
searchers believe that the data will be 
valuable in assessing the efficiency of the 
braille system, in developing remedial 
reading programs, and in guiding in- 
struction of braille reading. 

The monograph may be obtained from 


the American Foundation for the Blind, 
15 West 16th Street, New York, New 
York 10011. Price: $3.00. 


ACLD Directory: The Association for 
Children with Learning Disabilities has 
just published a directory of organiza- 
tions and agencies to which teachers, and 
even more, parents may turn for help. 
The Directory gives little evidence of 
awareness of services to visually hand- 
icapped children but in those cases where 
teachers in our field may need help with 
children who are slow learners for reasons 
other than vision the Directory might be 
helpful. It provides listings for Canada 
and for each state, of parents’ groups, 
State and private agencies, directors of 
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special education, special materials 
centers, representatives of rehabilitation, 
etc. A copy of the Directory (116 pages 
in length) may be obtained by writing 
Association for Children with Learning 
Disabilities, 2200 Brownsville Road, 
Pittsburgh, Pa. 15201. Price: $1.00. 


Deaf-Blind: An Interim Statement on 
the new National Center for Deaf—Blind 
Youths and Adults and its operation by 
the Industrial Home for the Blind in New 
York City lists the service components of 
the Center, its objectives and its re- 
lationship with other agencies. Copies of 
this brochure may be obtained by writing 
to the Industrial Home for the Blind, 57 
Willoughby Street, Brooklyn, New York 
112015 


Second Class 
Postage 


PAID 


at 
Fort Washington, Pa, 





Printed in U.S.A. 


1969 © No. 55 


’ 





2 
E 
S$ 
} 

2 





Number 55 


Editor: Mary K. Bauman 


FOUNTAINHEAD 


November, 1969 


Publisher: Association for Education of the Visually Handicapped, Inc., 
1604 Spruce Street, Philadelphia, Pennsylvania 19103 


Issued: Five times yearly, during the months of January, April, June, September and 


November. 


Subscription: The FOUNTAINHEAD is sent to all members of the Association for 
Education of the Visually Handicapped, Inc. Subscription to this newsletter 
without membership is available for $4.00 a year 


Second Class postage paid at Fort Washington, Pennsylvania 


Our Cover: Everybody enjoys Thanksgiving turkey. 


INDEX 


2 AEVH News 

6 Agencies 

ap Personnel 

8 Equipment & Methods 


9 Legislation 
10 Research 
12 Scholarships 
12. Publications 


AEVH NEWS 


The Great Give Away! ‘As we told 
you in the June newsletter, your Board of 
Directors has been concerned by the fact 
that the AEVH Publications List showed 
a number of items which seemed to be in 
need of updating. They referred the prob- 
lem to your Publications Board who, in 
turn, decided that very little on that list 
could be sent out as representative of 
AEVH — a modern and by no means out- 
of-date organization! 

Possibly some of you have never seen 
the AEVH Publications List as perhaps 
some did not even realize that we ever 
published anything other than EDU- 
CATION OF THE VISUALLY HANDI- 
CAPPED, FOUNTAINHEAD, and the 
PROCEEDINGS of our biennial conven- 
tions. But over some years we have, in 


fact, published (usually in mimeo form) a 
number of papers which seemed to have 
merit, quite a number of bibliographies, a 
few short pages of hints on this and that. 
In addition, we have distributed at cost, a 
number of reprints of articles or parts of 
books which seemed especially appropri- 
ate to the interests of our members. 

Obviously, the older papers cannot 
reflect the most recent thinking or cur- 
rent research in our field. Bibliographies 
may show no item more recent than five 
or even more years ago, depending upon 
when the bibliography was compiled. On 
the other hand, some of the material is as 
worth while today as it ever was but since 
it bears our old name and address it, too, 
is outdated. 

Yet we know that some of our mem- 
bers might like to have copies of this 
material, knowing it is not exactly cur- 


rent but seeing in it some background 
value. And so, if you want it, it is yours 
without charge — we will even pay the 
postage for sending it to you. However, 
we can say this only to our members. All 
requests for this free material must be 
sent in the name of an AEVH member. 

Following is the list of items available 
without charge. You may request them 
by simply listing the numbers of those 
you want; it is not necessary to write out 
the complete name of the item. 

Some items are in short supply while 
there are several hundred copies of 
others. We feel that the fairest way to 
share this material with all who may want 
it, is to fill requests for single copies as 
tney come in — first come, first served! 
However, organizations, libraries, college 
teachers and others may have use for more 
than one copy. Request as many as you 
like, but all you will receive inmediately 
will be one copy of each item requested; 
your order will then be held until January 
15th (time enough for everyone to have 
gotten in their single orders), at which 
time remaining material will be shared 
among those who requested more than 
one copy until the entire supply is gone. 
On February 15th, copies which ap- 
parently are wanted by no one will be 
Giscardeds sS0) eget your “request «in 
promptly, please, or it may be too late. 
Address the request, with your own name 
and address clearly indicated, to Mrs. 
Mary K. Bauman, Executive Secretary, 
Association for Education of the Visually 
Handicapped, 1604 Spruce Street, Phila- 
-delphia, Penna. 19103 

1. Blindness — Ability, Not Disabil- 
ity, by Maxine Wood 

2. Residential Schools for the Visu- 
ally Handicapped (Building Plans, 
suggestions, etc.) 

3. Techniques of Daily Living, devel- 
oped by Western Pennsylvania 
School for Blind Children. 
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. Teaching Table Manners to Blind 


Children, by Eula Shults 


. Discipline and Punishment 
. Educational Programs for Visually 


Handicapped Children 


.Reading List on Blindness and 


Testing the Blind 


Selected Bibliography — Guidance 
. Bibliography on Homemaking 
. Report on the Midwest Adminis- 


trators Workshop on _ House- 
parents, 1960. 
Selected Bibliography — _ In- 
dustrial Arts 


Bibliography on Mobility, Ori- 
entation & Travel 

Mobility and Orientation Training 
for Young Children 


. Mobility Terms, Suggestions, and 


Workshop Reports 


. Bibliography on the Blind Multi- 


Handicapped 


Curriculum for a Class of Men- 


tally Retarded Blind Children, by 
Marcella Albrecht 


.Teaching Retarded, Disturbed 


Blind Children, by Mildred Huf- 
fman 

Visually Impaired Mentally Re- 
tarded; a Selected Bibliography, 
by Robert Anderson 

Selected Bibliography on Music 
for the Partially Seeing Student 
Optical Aids for Low Acuity, by 
Alfred Rosenbloom, Jr. 

Children’s Bureau Health Services 
for Children with Visual Handi- 
caps 

Counseling with Parents of Blind 
Children, by Marie Morrison 
Identification and Evaluation of 
Eye Diseases, by Robert McQuie 
Identification and Evaluation of 
Infants and Children with Visual 
Defect: Role of the Pediatrician 
Liaison with and Reporting to 
Schools 


26. Methods Used in Defining Blind 
Children in Greater Cleveland 

27. Referral to and Use of Com- 
munity Resources 

28. Some Thoughts on the Emotional 
Developments of Pre-School 
Children, by Dr. Thomas Brugger 

29.What Affects Blind Children’s 
Development 

30. Adaptation of AAU Physical 
Fitness Test for Visually Handi- 
capped Children 

31. Selected Bibliography on Physical 
Education for Blind Children 

32. Recreational and  Leisure-time 
Activities of Blind Children 

33. Vocational Guidance at the 
Western Pennsylvania School 
(1955) 

34. How Would you Describe Color 
to a Blind Child? 

35. Early Piano Instruction for the 
Child with Poor Vision 


Please Help Dr. Andrews: In order to 
make his Necrology Report complete, Dr. 
Andrews, Chairman of the Necrology 
Committee, requests that all notices of 
death of members during the biennium be 
sent to him before May 1, 1970. Address 
to: Dr. Francis Andrews, 6130 Allwood 
Court, Baltimore, Maryland 21210. 


Members — Old and New: We feel 
that you will be pleased to know that, as 
of October 15th, the total of members 
(individual, agency, etc.) in AEVH was 
2023. This is a great tribute to our Mem- 
bership Committees, both local and 
national, in what was certainly a difficult 
year in AEVH because of the long break 
in full-time service from the central 
office. 

The Board of Directors has realized 
that some problems may be caused by the 
fact that the membership year is a 
calendar year, rather than a school year. 
For certain kinds of reporting purposes, 
this is almost a necessity but it does mean 


that the new member who signs up in 
September or October, has received no 
publications until January. At this 
October meeting, your Board therefore 
decided that new members signing up 
each Fall will receive the two copies of 
FOUNTAINHEAD (September and 
November issues) without charge, as a 
kind of welcome to AEVH. Moreover, if 
they wish to receive the two Fall issues of 
EDUCATION FOR THE VISUALLY 
HANDICAPPED, they may do so by 
paying $3.00 in addition to their mem- 
bership dues, this being half the price of a 
full year’s subscription to your profes- 
sional journal. 


Career Days: Active planning for Ca- 
reer Days in both the Southeast and the 
Northwest is actively continuing and by 
our next issue we will be able to give 
more details. We continue to be very 
anxious to reach public school children in 
these areas and appeal to every teacher 
for help in doing so, since we are very 
much less aware of the location of public 
school children with visual handicaps 
than of those in residential schools. Do 
help us and your students! 


New Orleans Convention: Under the 
chairmanship of Dr. Robert McLean of 
Loyola University and with the enthusi- 
astic support of individual members and 
of the two residential schools in 
Louisiana, a host committee has been 
formed and plans have begun for the New 
Orleans Convention. Be sure to put the 
dates in your engagement book for 1970 
— June 26th through July 2nd. New 
Orleans is a fascinating city and the 
Roosevelt Hotel, headquarters for our 
convention, is near the old French 
quarter and many exciting restaurants 
and other opportunities for sight-seeing 
and recreation. The hotel seems genuinely 
interested in giving our members the best 
possible service and everything points to a 
very successful convention. 


Meanwhile, under the chairmanship 
of Mr. Carl Davis, your Program Com- 
mittee is developing a series of very 
challenging professional meetings under 
the guiding theme, “A Look at the 
Child.” The great variety of speakers and 
panels gives evidence to how wide the 
interests now are in the field of education 
of visually handicapped children. There 
will be ample opportunity to grow, in 
depth, in your own special field by 
listening to the leading thinkers in that 
field, or to broaden your interests and 
enrich your point of view by contacts 
with people in related areas. 


A Note to the Workshops: It is not 
too early to begin planning for meet- 
ings at the New Orleans Convention. If 
you want good speakers, it is wise to 
engage their time at least six months 
ahead. Do begin to think of the news you 
want to communicate, the new develop- 
ments you want to report, the people you 
want to consult, and try to reach them 
and pull this together into a well organ- 
ized program. Also, if you want notices 
or other information sent to your partic- 
ular Workshop members, please get it to 
the central office early! We are eager to 
serve, but we do have to work on a time 
schedule. It would be well to let the 
Executive Secretary know NOW if you 
will want any mailing, roughly of how 
many pages (if central office is to 
mimeograph it), and about when you 
would like it to go out. 


Certification Committee: The Certifi- 
cation Committee met on Sunday, 
October 19 in Louisville, Kentucky. 
Evelyn Rex, the Chairman of the Com- 
mittee; reports that the committee is 
reviewing the requirements for Teacher 
Certification in line with the AEVH aim 
to help improve the personnel standards 
in the field of education of visually handi- 
capped children. She indicates that the 


following individuals have 
AEVH Certification in 1969: 


Name 

Francis E. Alexander 
Carol Ann Anglin 
John T. Atkins 
Judith K. Bivens 
Jean S. Bohs 

Thelma G. Boone 
Thomas W. Brown 
Otis T. Budd 

Max D. Carpenter 
Mildred L. Chavis 
Thomas F. Culliton 
Steven C. Davies 
Mary W. Davis 

Mary Jo DeLay 

T.O. DeLay 

Virginia R. Diamond 
Ida Pearle Eatmon 
Catherine H. Freeman 
Patricia Hamilton 
Ann P. Harris 
Audrey H. Harrod 
Dorothy Hartigan 
Judith S. Henry 
Marian B. High 
Marian Hillier 
Harold Lee Hodges 
Doris B. Holt 

Roger A. Huff 
Richard E. Hyer, Jr. 
Cora E. Ingram 
Mildred G. Jackson 
Elfreda B. Johnson 
MacDonald Johnstone 
M. Quinn Jones 
David L. Kapphahn 
Luann Liefer 

Gloria W. Lester 
Mazie Lester 

Peggy McSwain 
Mary M. Maraschiello 
Ruth W. Martin 
Worth Mason 

Patty T. Miller 
Marian B. Montgomery 


completed 


Class 
AA 
AA 


A 
A 
A 
AAA 


AA 
AAA 


AA 
AA 
AA 
AA 
AA 
AA 
AA 
AA 
AA 


AA 
AAA 


AA 
AAA 
AA 
AA 
AAA 


A 


SES pSSES DE SSSES 


Edna B. Morgan AA 
Robert W. Morgan AAA 
Frances Cox Morrison AA 
Eugene Nelson AA 
Myrtle N. Oliver AAA 
Ruth Ellen Parke AA 
Beal Pickett A 
Brenda Lowe Proctor A 
Stella W. Qualters AAA 
Lois Ann Robinson AAA 
Jean W. Reed AA 
Mary Reese AA 
Nellie B. Rodenberger A 
Susan G. Roof A 
Eva L. Roth A 
Marvin S. Sanford AA 
Iris F. Schuler AAA 
Laurie Jean Small AA 
George W. Smith AA 
Mary R. Spivey AA 
Betty M. Stanley A 
Tuck Tinsley III AA 
Gerald E. Vandergrift AA 
Theodoshia T. Vines AA 
Ronnie Weinschenker AA 
Janice R. White A 
Ophelia Page Wilkes AA 
Billy Ray Williams AA 
Virgie Cheek Williams AA 
Jan L. Winans AAA 
Joy W. Young AA 
Marsha S. Zehngut AA 


AGENCIES 


Congratulations! The Braille Institute 
of America is celebrating its 50th An- 
niversary this fall. The Autumn issue of 
LIGHT MAGAZINE retells the story of 
the founding of the Institute by J. Robert 
Atkinson after this former cowboy lost 
his vision in a gun explosion. Rich with 
pictures, the account is a fascinating suc- 
cess story for both the man and the 
institution. 

As part of their anniversary cele- 
bration, he Braille Institute has planned 


an especially fine edition of their annual 
story book (in braille) for blind children 
in grades three through six, EXPECTA- 
TIONS. This book is available, without 
charge, to any blind child at the ap- 
propriate grade level, or to any organ- 
ization for the blind which has in its 
charge blind children who could benefit 
from the volume. 

For any desired number of copies 
write immediately to Braille Institute of 
America, Inc., 741 North Vermont 
Avenue, Los Angeles, California 90029. 


National Society for the Prevention 
of Blindness: The A:nual Meeting of the 
membership of the National Society for 
the Prevention of Blindness is scheduled 
to occur at the Biltmore Hotel, New York 
City, on November 20. A feature event 
will be the showing of their new film, 
“Before We are Six,” which demonstrates 
the procedures followed in preparing 
volunteers and other personnel for con- 
ducting preschool vision screening, a 
project of great significance in the field of 
prevention. Other noted speakers at the 
morning meeting will discuss “Nutrition 
and Vision,’ “‘Collaborative Research in 
RLF,” “Progress in Management of 
Detached Retina,’ and “Genetic 
Counseling of Eye Disorders.” 


Register of Deaf-Blind Children: The 
1968/69 Statistical Report of the 
American Foundation for the Blind 
Register of Children and Adults with 
Impaired Vision and Hearing is now 
available. This register, established nearly 
25 years ago, is the only national register 
of deaf-blind persons which shows the 
numerical trends of this group and it is 
routinely consulted for estimates of the 
scope of the problem. 

During the year following July 1, 
1968, the names of 87 additional children 
were added to the register and since only 
four names were removed (by reason of 
being over 20 years of age), the total 


' ment be 


number of children registered is now 773. 
Only 100 of these were in deaf-blind 
programs but since 269 of them were 
born in 1964 or since, these might be 
regarded as too young for real education- 
al efforts. The immense increase in deaf- 
blind children in 1964-65 is very evident 
from the Register and the time lag in 
reporting these small children is also quite 
evident. In order to keep the record as 
nearly correct as possible, and therefore 
in order to make planning for education 
of these children as realistic as possible, it 
is urgently requested that all persons with 
a combined visual and hearing impair- 
reported to the Register 
promptly. 

For a copy of the report, or for the 
forms used to register both children and 
adults, write to the American Foundation 
for the Blind, Inc., 15 West 16th Street, 
New York, N.Y. 10011. 


PERSONNEL 


Changes at NSPB: In September Dr. 
John W. Ferree retired as executive 
director of the National Society for the 
Prevention of Blindness, a position he had 
held for ten years. With many years of 
service, and a host of professional honors 
behind him, Dr. Ferree will continue as a 
member of the National Eye Institute’s 
Advisory Council, and will continue as a 
member of the Boards of several profes- 
sional organizations, including the 
National Accreditation Council for 
Agencies Serving the Blind and Visually 
Handicapped (NAC). 

His place at NSPB will be taken by 
Dr. Wilfred D. David who comes to this 
position from a 25-year career with the 
United States Public Health Service. 


Honor and Responsibility: Dr. Mae 
Davidow, a teacher at Overbrook School 
for the Blind, has been elected the first 


woman president of the Pennsylvania 
Federation of the Blind. Although long a 
leader at both the state and national 
levels in the Federation, Dr. Davidow is 
probably better known to most AEVH 
members for her development of methods 
to teach the abacus. Last summer she led 
an Abacus Institute at the South Dakota 
School for the Blind where teachers of 
the blind, public school teachers, and 
rehabilitation workers were introduced to 
the abacus and its many applications in 
education. 


Honors: The Migel Medal, one of the 
nation’s highest awards for work in behalf 
of blind people, is being awarded this 
year to Arthur L. Brandon, president of 
the National Accreditation Council for 
Agencies Serving the Blind and the 
Visually Handicapped (NAC), and to 
John F. Nagle, chief of the Washington 
office of the National Federation of the 
Blind. 

Mr. Brandon, formerly vice president 
of university relations for New York 
University and now a consultant on 
educational administration, was named in 
1963 as chairman of a commission to 
review and improve standards of services 
for blind people. The commission, under 
his leadership, produced a plan which 
resulted in the establishment of the 
National Accreditation Council in 1967. 
The September issue of FOUNTAIN- 
HEAD congratulated the first four 
schools to receive NAC approval, the 
Arkansas School for the Blind, the Mary- 
land School for the Blind, the Ohio State 
School for the Blind, and the Oregon 
State for the Blind. 

Mr. Nagle, formerly a student at 
Perkins School for the Blind, has been 
active in service to blind people since 
winning his law degree at Northeastern 
Law School. He has not only been with 
the Washington staff of the National 
Federation of the Blind since 1958, but 


he is very active and a leader in com- 
munity affairs. 


EQUIPMENT & METHODS 


Teaching Art: Although this article, 
by Colleen Freund, is entitled, “Teaching 
Art to the Blind Child Integrated with 
Sighted Children,” its content would be 
just as useful to an art teacher of blind 
children only. The content is practical, 
tells the equipment needed, the goals of 
each project, and the procedures 
followed. Eleven illustrations show what 
a blind child can accomplish in a program 
where the major adjustment to his visual 
problem lies in the materials used and 
most of the goals of the lesson program 
for sighted children can serve the blind 
child well. 

The materials used include cut-paper 
désigns which can be fastened against a 
background to show the fundamentals of 
good design or developed into stencils to 
illustrate positive and negative shapes; the 
braille writer which can, with flexibility 
and imagination, produce raised designs; 
crayon drawing on a screen board so that 
the child can feel the texture of his work; 
India ink: paint; print making with glue 
‘and with linoleum. Miss Freund believes 
that a blind child can participate, along 
with sighted children, in all phases of the 
art education program and that this can 
be managed without “‘an excessive 
amount of special help or _ special 
equipment.” However, she admits that 
some help is needed and that the child 
who does not receive it will feel 
frustrated. 

Freund, Colleen. Teaching Art to the 
Blind Child Integrated with Sighted 
Children. The New Outlook for the Blind, 
1969, 63, 205-210. 


Mental Health Materials: A recent 
publication of the U.S. Department of 


Health, Education, and Welfare may be 
very useful to teachers, administrators 
and’ ‘counselors:© litis VSELECIED 
SOURCES OF INEXPENSIVE MENTAL 
HEALTH MATERIALS, a 70-page book- 
let which gives a little information about 
each source of materials and a list of the 
materials available, usually with brief 
notation about content and use. For 
example, it is possible to learn that in the 
area of sex education, there are eleven 
organizations which provide materials 
with little or no cost, and by looking 
under the name of each of these organiza- 
tions, one can learn just what is available 
and its cost, if any. 

This publication is sold by the Super- 
intendent of Documents, U.S. Govern- 
ment Printing Office, Washington, D.C. 
20402. Price 40 cents. . 


Touch Communication: This recent 
publication of the Hadley School for the 
Blind is a concise pamphlet describing 
methods by which friends and relatives 
can communicate readily with America’s 
estimated 5,000 citizens who are both 
deaf and blind. Authored by Dr. Richard 
Kinney, the School’s executive vice- 
president, who is himself deaf-blind, the 
booklet is written in an entertaining con- 
versational style and is designed to 
stimulate fuller use of communication by 
touch. Communication methods discus- 
sed include gesture, pantomime, ques- 
tion-and-answer, printing in the palm, 
Braille and embossed alphabet plates, two 
manual alphabets and the alphabet glove, 
Morse Code and Tellatouch. 

Copies “of TOUGH Cove 
MUNICATION in either print or Braille 
may be secured without charge on 
request to the Hadley School for the 
Blind, 700 Elm Street, Winnetka, Illinois 
60093. 


Teen—Age Book Club: The experience 
of two teachers at the Florida School for 
the Blind seems worth sharing: Quite by 


chance, the starter kit for the Teen-Age 
Book Club (TAB) was sent to their de- 
partment, and it looked to Mrs. Mary 
Albrecht and Mrs. Pepi Harnden as if 
some books on the first month’s list 
might appeal to their students. Moreover, 
prices were attractive — thirty, forty and 
fifty cents when fifteen or more books 
were ordered by the group at one time. 
The two teachers, one in senior high 
school and the other in seventh and 
eighth grades, read the list and descrip- 
tion of books available to their students. 

To the surprise of the teachers, it was 
the seventh grade braille students who 
ordered most of the books. Questioning 
showed that the children had a real desire 
to possess books. Sometimes a student 
would buy a book he had already read in 
braille or Talking Book form because he 
wanted it for his own collection and these 
ink print books were cheaper than those 
in braille. Sometimes books were pur- 
chased specifically for loan to sighted 
friends or relatives or, especially at Christ- 
mas, for gifts. Available free books in 
braille did not satisfy these needs. As 
gifts, the books had the advantage of 
being chosen by the child quite inde- 
pendently and they could even be gift- 
wrapped at school and therefore arrive 
home as a true surprise gift. 

The teachers also comment that the 
project had some real values in teaching 
children financial planning and helped 
them to experience such _ realistic 
situations as deciding whether they could 
have books or candy in a given week 
when their allowances would not cover 
both. 


LEGISLATION 


White House Conference: President 
Nixon issued a statement on October 25, 
1969, announcing that the seventh decen- 
nial White House Conference on Children 


and Youth will be held in Washington, 
D.C., from December 13-18, 1970. 

The Conference will have a three-part 
emphasis and will focus on the circum- 
stances and future prospects of: (1) 
infants and young children from birth to 
age five; (2) children from approximately 
six to fourteen; and (3) youth aged four- 
teen to twenty-one. 

President Nixon expressed the hope 
“that now, as in previous conferences, the 
States, voluntary organizations, profes- 
sional groups, Federal departments and 
agencies, and the general public, including 
young people, will, working together, 
make this conference as successful in its 
results as it is significant in its meaning.” 

Dr. Joseph H. Douglass has been 
appointed as Executive Director for the 
conference. The conference staff will be 
located within the Office of the 
Secretary, Department of Health, 
Education and Welfare. 


Cohelan Amendment: The Cohelan 
Amendment for a continuing resolution 
to permit $100 million for handicapped 
children passed the U.S. House of Repre- 
sentatives during the late part of October, 
1969. The Resolution will now be con- 
sidered by the U.S. Senate during the 
month of November. The resolution 
strengthens the funds available from the 
U.S. Office of Education to all handi- 
capping areas, including the visually hand- 
icapped. 


Education Professions Development 
Act: We would like to call to your at- 
tention the Education Professions De- 
velopment Act, which removes the 
categorical restrictions on institutes and 
fellowship under this act. It allows 
training programs to be funded around 
the broad areas of workshops, seminars, 
and conferences. If interested in further 
information concerning the program 
contact the U.S. Office of Education, 
Washington, D.C. 


Library Standards: For the first time,a 
state (Oklahoma) law has specified that the 
library standards of the National Accred- 
itation Council for Agencies Serving the 
Blind and Visually Handicapped “shall be 
observed and followed” in providing the 
state’s library services for the blind. 

Strongly supporting this piece of legis- 
lation was the Oklahoma Federation for 
the Blind, which is affiliated with the 
American Council of the Blind. 

In commenting on the legislation, 
Alexander F. Handel, executive director 
of NAC said: “‘We sincerely hope that our 
standards will be a factor in securing 
improved library services for the blind 
residents of Oklahoma.” 

The NAC “Standards for Library 
Services” have been endorsed and 
adopted by the American Library As- 
sociation. They must be met by all 
libraries seeking accreditation from NAC. 

A special NAC committee involving 
librarians and many other experts is now 
studying and developing standards for the 
production of reading materials for the 
blind, including tactile (braille), recorded 
and large-type. 


RESEARCH 


How much of Reading is Auditory? In 
an effort to determine whether auditory 
or visual functions have the more 
important relationships to good or poor 
reading, twenty second-grade children 
were studied in Illinois. The authors 
admit that the small number of subjects 
raises some doubt about the significance 
of the research and of course the research 
was done with sighted children. Yet the 
findings raise some questions which make 
it seem worth while to mention the study 
here. 

The children were tested with sections 
of the Illinois Test of Psycholinguistic 
Abilities and the results show that the 
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auditory sections of this test have far 
more significant relationship to good” 
reading than do the visual sections. This, 
alone, might be an important piece of 
knowledge for any teacher of reading, but 
it seems especially so for teachers of 
visually handicapped children both 
because so much of the reading teaching 
must be auditory for them, so much of all 
their learning is auditory, and because too 
often (especially in the case of the 
partially seeing) we just dismiss reading 
problems as related to poor vision. This 
research points up the need for much 
more complete analysis of the child’s 
listening skills. 

This research also seems worth men- 
tioning because of the nature of several of 
the tests used. The Auditory Closure 
subtest measures the child’s ability to 
recognize the whole word when, in the 
auditory presentation, certain sounds are 
deleted. The Sound Blending subtest 
measures the ability to synthesize a 
temporal sequence of sounds into the 
whole or some part of a word. These 
skills appear very much related to certain 
aspects of compressed speech so that one 
wonders whether use of such tests might 
be valuable screening for children who are 
considered for experiments in compressed 
speech. 

Golden, Nancy E., and Steiner, Sharon 
R. Auditory and Visual Functions in 
Good and Poor Readers. Journal of 
Learning Disabilities, 1969, 2, 46-51. 


Mentally Retarded Blind: As_ the 
feature article in a rehabilitation journal, 
this discussion is more philosophical than 
practical. It is authored by Dr. Harold 
Michal-Smith, Professor of Psychiatry and 
Pediatrics at New York Medical College, a 
man of many honored professional con- 
nections and the author of numerous 
books and articles. Yet one gets the 
feeling that Dr. Michal-Smith has, 
himself, never been deeply involved in the 


training or rehabilitation of a mentally 
retarded blind child or adult. 

He recognizes the obvious problems in 
bringing to any blind person certain con- 
cepts where touch or hearing cannot be 
substituted for sight, he states the dif- 
ficulties in the way of evaluating blind 
children, and writes with the psychia- 
trist’s concern for the patient’s self- 
concepts. Inevitably he touches upon the 
effects upon all blind children of at- 
titudes of their families and of society. 
He takes a dim view of the development 
of mobility after adolescence which, 
fortunately, our mobility trainers see in a 
‘more hopeful light. He barely touches 
upon the fact that there have been some 
innovations in recent years in dealing 
with the mentally retarded blind and 
leaves these more positive and practical 
discussions to others. 

Michal-Smith, Harold. Rehabilitation 
of the Mentally Retarded Blind: The Past, 
Present, and Future. Rehabilitation 
Literature, 1969, 30, 194-198. 


Psychological Testing of the Partially 
Seeing: Although the problems in the 
psychological testing of totally blind 
persons are numerous, the psychologist 
will often feel both more threatened and 
more frustrated by the problems involved 
in testing children with partial sight. 
Efforts either to enhance or to limit the 
use of that sight during the tests yield 
unrealistic results since the child will have 
either advantages or disadvantages com- 
pared with how he functions in school or 
in life in general. Yet, in many tests, we 
know that amount of vision does have a 
real effect upon the test results — but 
how much? 

An attempt to contribute at least some 
small piece ‘of information on this topic 
has been made through a study done in 
Portland, Oregon, by Dr. Charles Margach 
and Kate Condit Kern. The authors com- 
bine the disciplines most relevant to the 


question since Dr. Margach is Director of 
the Low Vision Clinic at the College of 
Optometry, Pacific University, Forest 
Grove, Oregon, and will be recalled by 
many for his fine presentation at the last 
AEVH National Convention; Miss Kern is 
head of Psychological Services for the 
Portland Public Schools. 

Their study concerns only the 
Wechsler Intelligence Scale for Children 
(WISC) and began by separating out the 
files of the Portland Public Schools WISC 
records of children qualified to receive 
the special education services of the 
Division for the Visually Handicapped 
but with enough vision so that the 
psychologist had given both the Verbal 
and Performance Scales of the WISC. The 
study was also limited to children whose 
Full Scale WISC I.Q. did not fall below 
90. Over a period of about ten years, only 
25 records met these standards and the 
authors frankly state that significant 
statistical study cannot be done with this 
small number. Yet certain trends are 
evident. 

Most important, perhaps, is the fact 
that in roughly half of the cases the 
Performance score was higher than the 
Verbal score, a strong argument for in- 
cluding the Performance Scale in the 
evaluation of children with partial vision 
since obviously it can contribute greatly 
to the understanding of many of these 
children. In so many cases we tend to try 
to teach visually handicapped children 
through verbal, usually oral, means; yet 
half the children in this study would have 
benefited — and perhaps benefited more 
— by training through concrete materials 
and activities. 

The research also at least roughly in- 
dicates the order of difficulty of four of 
the Performance Scale subtests: Block 
Design is least difficult visually, Picture 
Completion is next, Picture Arrangement 
third in difficulty, and Coding most dif- 
ficult, probably because of its limited 
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time and its demand for a ranging field of 
vision. Unfortunately, the Object As- 
sembly subtest (which our experience 
shows to be one of the more suitable 
tasks for the person with limited vision) 
was not included in the study. 

The authors close with some practical 
advice for the psychologist unfamiliar 
with children who have visual problems, 
and even suggest that one ground for 
recommending a sight-saving program 
might be the finding that a given child’s 
Performance Scale subtest scores decrease 
in the order of difficulty listed above. 

Margach, Charles and Kern, Kate 
Condit. Visual Impairment, Partial-Sight 
and the School Psychologist. Journal of 
Learning Disabilities, 1969, 2, 22-29. 


Mobility for the Young Child: In 
recent years there has been increasing 
concern that, in so many cases, mobility 
training has not been available to blind 
children at least until their teens. Some 
authorities have felt merely that this 
practice wasted time during which good 
mobility training could have been given; 
others felt the problem was a more serious 
one of failing to realize that children would 
learn good mobility habits best when 
young and that such favorable ground for 
implanting good habits might never again 
be available to the mobility trainer. 

Yet obviously the goals of mobility 
training, and the procedures most ef- 
fective with young children, may be dif- 
ferent than in adults. 

Recent research by Dr. F. E. Lord, 
Professor of Education, and Director of 
the Special Education Center at 
California State College in Los Angeles, 
throws some light upon both the pro- 
blems and the solutions. He started his 
curriculum building with the extensive 
listing of tasks already documented in 
child development data and having to do 
with mobility or orientation in the life 
space. With additions by experienced 
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teachers and mobility trainers, he moved 
through several editions of a scale to 
measure the orientation and mobility of 
young children. 

The final form of the scale was admin- 
istered to 173 children, ranging in age 
from 3 through 12, and being either 
totally blind or having only light percerp- 
tion. He ended with a short form of his 
evaluative scale, some data on the dif- 
ferences between boys and girls on the 
scale tasks, and some recommendations 
for future research. He is evidently con- 
vinced that children from 2 to 5 years of 
age are already developing attitudes 
toward travel and beginning to learn 
those exploration skills upon which their 
later success as travelers will depend. Sad, 
indeed, are the results of early over- 
protection or neglect of rich op- 
portunities for learning. 

Lord, F.E. Development of Scales for 
the Measurement of Orientation and 
Mobility of Young Blind Children. Excep- 
tional Children, 1969, 36, 77-81. 


SCHOLARSHIPS 


Scholarships Available: Delta Gamma 
Foundation is again offering Summer 
Scholarships for training of orthoptists, 
and teachers and consultants for visually 
handicapped children. Applicants are con- 
sidered on individual merit and the 
amount of each grant depends on the cost 
of the specific training involved. The 
deadline for applications is April 1, 1970. 
Application blanks and further  in- 
formation may be obtained by writing to 
Mrs. David Dunbar, 20 Elm Court, An- 
derson, Indiana 46011. 


PUBLICATIONS 


Thinner Paper — New Book Size: 
Ulverscroft Large Print books recently 


announced that after two years of ex- 
perimentation, their paper mill has de- 
veloped a special paper which, although 
less than half the weight and bulk, 
maintains at least a standard degree of 
opacity. This enables them to put into 
large print many titles which they pre- 
viously rejected because their weight and 
bulk would have been too great if done in 
the old paper. 

They also announced another “‘first”’ 
— the production of a large print book 
measuring 8% x 5% inches. This publisher 
seems always to have been concerned 
about meeting library standards, pro- 
ducing books which are hard bound, light 
in weight and easy to handle. Now the 
overall size of the book may be regarded 
as an advantage. They do not regard their 
larger format books as out-dated but will 
work toward a sizeable collection of the 
newer size within the next few years at a 
rate of production of roughly six titles 
each month. 

A new list and order form for Winter 
1969 should be requested from Oscar B. 
Stiskin, 23 Locust Lane, Stamford, Conn. 
06905. 


Blindness Research — The Expanding 
Frontiers: Several years ago an attempt 
was made to approach planning for re- 
search in the fields of blindness and the 
visually handicapped is a new and 
imaginative way. With the support of a 
grant from Rehabilitation Services Ad- 
ministration and with co-sponsorship by 
Pennsylvania Office for the Blind, Penn 

State University, and the Committee for 
- Research on Problems Associated with 
Blindness, a rather unusual group of 
people was brought together for a week- 
long conference. Pairs of individuals had 
been carefully chosen, one to represent a 
broad field of social, psychological, or 
educational research while the other re- 
presented the specialization in that field 
which related to visual handicaps. 
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For example, broad research related to 
childhood and adolescence was reported 
by the famous psychologist, Dr. Carolyn 
W. Sherif, while the more specific prob- 
lems of the adjustment of the blind 
adolescent were discussed by Carl J. 
Davis, director of psychological and 
counseling services at Perkins School for 
the Blind. Research in the broad areas of 
special education was reviewed by Dr. 
Geraldine T. Scholl, while more 
specialized educational research related to 
blind children was reported by Dr. Carson 
Y. Nolan, of the American Printing House 
for the Blind. 


The major purpose of this conference 
was to bring together the leaders of 
research in overall fields like parent-child 
relationships, adolescence, motivation, 
education, counseling, vocational choice, 
and concern with the multi-handicapped, 
and those who are concerned with such 
research specifically as it relates to the 
visually handicapped. It was felt that the 
thinking of both would be enriched by 
this encounter and that research needs 
related to those with visual problems 
would be better understood and therefore 
better anets [he “results” ofe this 
confrontation were exciting to all who 
participated but that number was neces- 
sarily small. 


Now, after some delay, a book has 
been published bringing to all of us the 
review of research, the challenging state- 
ments of need for further study, and the 
stimulating interplay of brilliant minds 
joining background experience and 
academic specialization to solve the pro- 
blems of our field. You may order 
BLINDNESS RESEARCH: THE EX- 
PANDING FRONTIERS, edited by 
Maxwell H. Goldberg with John R. 
Swinton, from The Pennsylvania State 
University Press, University Park, Penn- 
sylvania. Price $12.50. 


New Directory Published: The 6th 
edition of the DIRECTORY FOR EX- 
CEPTIONAL CHILDREN describes in 
one volume over 3,600 facilities and 
treatment centers providing care and 
education for the handicapped child. 
Concise descriptions are provided of en- 
rollment, age range, capacity, handicaps 
served, number of professional staff, 
educational program, rates and ad- 
ministrative data. This is supplemented 
with material more fully defining the 
aims, scope, limitations, and _ special 
features of each facility. 

Facilities are described in separate 
sections, depending upon the nature of 
the disability served so that it is easy to 
locate information about the schools or 
agencies serving a child with a particular 
problem, or combination of problems. 
This edition lists more than 500 new 
entries which, along with the expanded 
offerings of many organizations reflects 
the growth in services for the handi- 
capped child and his family. From the 
smallest day care center staffed by 
volunteers to the largest medical center 
for children, one may review the range of 
program available and be guided in the 
selection of the appropriate facility. 

May be ordered from Porter Sargent 
Publisher, 11 Beacon Street, Boston, Mas- 
sachusetts 02108. Price $12.00 


New Publication From _ Children’s 
Bureau: The 1967 Amendments to the 
Social Security Act placed new emphasis 
on helping families move toward self- 
support through training programs, yet 
recognized that such programs can be 
successful only if necessary supportive 
services are provided to a family. All who 
must work with, and feel concern about, 
children within the context of troubled 
families will want SOCIAL SERVICES 
FOR CHILDREN AND FAMILIES IN 
YOUR STATE, Children’s Bureau 
Publication 464, 1969, 29 pp. 
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Write Superintendent of Documents, 
U.S. Government Printing Office, 
Washington, D.C. 20402. Cost 25c. 


New Approaches in Work With Young 
Blind Children: New concepts and 
procedures in the care and training of 
blind children of pre-school age are set 
forth in a new publication of the 
American Foundation for the Blind. 

The publication is the “‘Proceedings of 
the National Seminar on Services to 
Young Children with Visual Im- 
pairment.” The seminar was sponsored by 
the Foundation in New York in June 
1968. Significant papers in the 
publication are “New Approaches to 
Cognitive Development in Children,” by 
Beverly Birns, Ph.D., assistant professor, 
Department of Psychiatry, Albert 
Einstein College of Medicine; and 
‘Human Enhancement: Its Application to 
Perception,’ by Warren M. Brodey M.D., 
Director of the Environmental Ecology 
Laboratory, Boston, Massachusetts. A 
selected bibliography would be very 
helpful to the student. 

Copies of the proceedings may be 
obtained from the Publications Division, 
American Foundation for the Blind, 15 
West 16th Street, New York, N.Y. 10011. 
Price $1.50. 


For Users of Dog Guides: A chronic 
problem of those who use dog guides in 
the “‘no-pet” rules which keep the dogs 
out of apartment houses and many other 
places. The Seeing Eye has long been 
aware of such problems and, to help 
reduce discriminatory practices, is pre- 
paring a leaflet addressed to landlords and 
real estate managers. It will strongly 
emphasize that dog guides are working 
dogs, not pets, and that “no-pet” rules 
should not apply because dog guide users 
need their dogs just as much as sighted 
people need cars to get to and from work. 
The leaflet explains how dog guides are 


carefully controlled and will urge land- 
lords to give their owners the same con- 
sideration they give anyone else who ap- 
plies to housing. 

For copies of the leaflet, write The 
Seeing Eye, Morristown, New Jersey 
07960 


The Rehabilitation Teacher: We have 
had inquiries about this journal and are 
happy to report that while it has been 
available in braille form for many years, it 
is now in its first year of publication in 
ink-print form. It is amonthly publication 
intended for readers who are interested in 
or engaged in work with the adult blind. 
Subscriptions are available from the 
National Braille Press, 88 St. Stephen 


Street, Boston Mass. 02115. Cost $1.50 | 


per year. 


Trend: The Scottish Braille Press is 
planning a new magazine designed to 
cover many of the interests shared by 
young people everywhere. TREND will be 
issued weekly beginning January 1979, 
and the annual subscription will be $2.40. 
Subscriptions cannot be accepted for 
periods of less than six months. Included 
will be up-to-date record charts, hints on 
beauty and fashion, a weekly horoscope 
and topical news from the pop world. It 
is also planned to include some short 
stories and articles on subjects of a con- 
troversial nature. Send subscriptions to 
Scottish Braille Press, Craigmillar Park, 
Edinburgh, EH16 SNB. Scotland. 
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